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Cards  from  foreign  stations  only  may  be  sent  via:  W5AJG-L.  W.  May  Jr., 
9428  Hobart  Street,  Dallas  18,  Texas. 


W5AA  Ralph  W.  Rea,  2241  Williams  Place,  Fort  Worth,  Texas 
W5AAA  J.  York  Feitel,  2A  Neron  PL,  New  Orleans,  La. 

W5AAC  William  K,  Milam,  919  Gilmer,  Sulphur  Springs,  Texas 
W5AAD  Arthur  Hook,  Red  River  Arsenal,  Texarkana,  Texas 
W5AAH  William  P.  Cecil,  133  North  Maplewood,  Tulsa,  Okla. 
W5AAJ  Thomas  P.  Giacomini  Jr.,  Wagoner,  Okla. 

W5AAK  William  D.  Penn,  5334  Nakoma  Drive,  Dallas  9,  Texas 
W5AA.L  William  R.  Richardson,  2810  Danford,  Dallas  9,  Texas 
W5AAN  Amateur  Radio  Society,  Travis  H.  Tittle,  222  Hennan 

Drive,  Denton,  Texas 

W5AAO  James  A.  Lee,  Route  1,  Hawley,  Texas 

W5AAQ  Richard  C.  Webb,  Edmond,  Okla. 

W5AAR  Lundy  L.  Zeigler,  1115  Silas  Street,  Sweetwater,  Texas 
W5AAT  Louis  L.  Herbert,  723  Haase  St.,  Plaquemine,  La. 
W5AAV  Guy  B,  Sullaway,  3121  Barrett  Place,  Wichita  Falls,  Texas 
W5AB  Lowell  E.  Hohl,  532  E.DouglasDr.,OklahomaCitylO,Okla. 
W5ABA  Dwight  M Brown,  3455  Johnette  St.,  Shreveport,  La. 
W5ABE  Cecil  J.  Scott,  324  S.  Valmar  St.,  Little  Rock,  Ark. 
W5ABH  Talbot  A.  Williams,  1404  W.  Sixth  St.,  Bay  City,  Texas 
W5ABK  Lester  H.  Barnes,  120  Viola  Street,  Ponca  City,  Okla. 
W5ABL  Greater  Little  Rock  Amateur  Radio  Club,  Arthur  W. 

Beem,  Trustee,  112  South  Gaines  Street,  Litte  Rock,  Ark. 
W5ABM  Carroll  H.  Tigner,  N.  First  St.,  Whitney,  Texas 

W5ABN  Walt  Jennings,  2222  Bolling  Green  Rd.,  Dallas  10,  Texas 
W5ABQ  Gerald  Morgan,  1823  W.  French  PL,  San  Antonio,  Texas 
W5ABS  Claude  S.  Morgan,  1140  Touro  St.,  New  Orleans  16,  La. 
W5ABV  Richard  K.  Beauchamp,  725  Gomez  Rd...,  Santa  Fe,  N.  Mex. 
W5ABW  Melville  P.  Turner,  P.O.  Box  28,  Palestine,  Texas 

W5ABY  Kenneth  Montgomery,  3321  Austin  SL,  Houston,  Texas 
W5ABZ  John  W.  Dennis,  716  So.  Alabama,  Okmulgee,  Okla. 

W5AC  Texas  A & M Radio  Club,  Tom  Prickett  Jr.,  Trustee, 

Electrical  Engr.  Bldg.,  Rm.  106,  College  Station,  Texas 
' W5ACA  Samuel  S.  Stanton,  1754  Marquette  Ave.,  Brownsville, Texas 
v W5ACC  Robert  B.  Hannah,  110  North  Fifth,  Donna,  Texas 

W5ACD  John  W.  Russell,  Canadian  Av.  & First  St.,  Calvin,  Okla. 
W5ACF  James  P.  Cole,  Highlandale,  Miss. 

W5ACH  Cecil  E.  Pearce,  427  Mayflower  St.,  Baton  Rouge,  La. 
W5ACI  Earl  G.  Banks,  120  N,  Temple  St.,  Cordell,  Okla. 

W5ACL  Myron  E.  Lawson,  4010  River  Drive.,  Houston  12,  Texas 
W5ACT  William  D.  Bowen  Jr.,  RFD  2,  Box  482,  Texarkana,  Texas 
W5ACU  Everett  D.  Craig,  3126  Kendale,  Dallas,  Texas 

W5ACW  Joseph  S.  Chance,  712  Santa  Fe  St.,  Alva,  Okla. 

W5ACY  Samuel  G,  Daigre,  812  Fort  St.,  Plaquemine,  La. 

W5AD  Frank  C.  Moore,  2805  Pine  St.,  New  Orleans  18,  La. 
W5ADA  Carl  P.  Emerson,  1405  Jackson  St.  S.E.,  Paris,  Texas 
W5ADB  Loren  F.  Spurr,  2408  Townsend  Drive,  El  Reno,  Okla. 
W’5ADC  James  R.  Booker,  607  N.  Bullitt  St.,  Holdenville  , Okla 
W5ADJ  Elmo  D.  Bourg,  Boy’s  Dormitory,  Hodge,  La, 

W5ADL  William  H.  Scott  Jr.,  Marks,  Miss. 

W5ADM  Harold  W.  Hutchinson,  Cotton  Valley,  La. 

W5ADP  William  W.  Fitzpatrick,  837  Clarksville  St.,  Paris,  Texas 


W5ADU  Thomas  E , Hampton,  1008  College  Av,,  Natchitoches,  La. 
W5ADV  Gail-D.  Benson,  1011  N.  W«  Sixth  St.,  Oklahoma  City,  Okla, 


W5ADZ  Bradfield  A.  Beard,  2030  Quenby  Rd.,  Houston  5,  Texas 
W5AE  Louis  Peine,  5943  Southridge  Avenue,  Houston,  Texas 
W5AEC  Raymond  L.  Fish,  20  S.E.  38th  St.,  Oklahoma  City,  Okla. 
W5AEF  Eugene  V.  Harris,  1912  N.  W.  29th,  Oklahoma  City,  Okla. 
W5AEG  R,  Bernard  Norris,  840  So.  Louisville,  Tulsa,  Okla. 
W5AEH  Clarence  W.  Peters,  1718  Painter  St.,  New  Orleans,  La. 
W5AEJ  Roy  F.  Bennett,  2502  Wordsworth,  Houston,  Texas 

W5AEK  Joe  G.  Davis,  9 West  Ninth  Street,  Tulsa,  Okla. 

W5AEM  Dedie  R.  Estes,  1928  Eagle  St.,  Vernon,  Texas 

W5AEN  Leroy  H.  Scott,  4010  Maryland  Ave.,  Shreveport  71,  La. 
W5AEP  Thomas  A.  Black,  3930  Nashville,  El  Paso,  Texas 

W5AEQ  James  E„  Hodge,  6828  Kernel,  Houston  12,  Texas 

^ W5AET  William  H.  Meiners,  Route  2,  Edinburg,  Texas 

W5AEU  Quintus  S.  Heidelberg  Jr.,  RFD  4,  Franklinton,  La. 
W5AFC  George  S.  Balcom,  231  Astor,  San  Antonio  10,  Texas 

W5AFE  S.  L.  Ross,  410  North  Adams  Avenue,  Rayne,  La. 
W5AFG  Elmer  J.  White,  2398  Rusk  St.,  Beaumont,  Texas 

W5AF1  James  E.  Wofford,  304  Forest  Ave  , Cleburne,  Texas 
W5AFJ  Robert  C«  Allen,  407  N.  Pearl  St.,  Comanche,  Texas 

W5AFL  Earl  P.  Prass,  2211  Salisbury  Lane,  Houston  6,  Texas 
W5AFS  Walter  J.  Stoker,  1137  Arizona  St.,  El  Paso,  Texas 
W5AFU  Edwin  L„  Dodds,  P,  O.  Box  1663,  Los  Alamos,  N.  Mex. 
W5AFV  Robert  M.  Andre,  4104  Central  St.,  Gulfport,  Miss. 


W5AFX  Arthur  R.  LaMarche  Jr.,  1523  NW.48th  St., Okla. City,  Okla. 


W5AFZ  Gerald  (Jerry)  Morgan,  QSL  via  W5ABQ, 

W5AGE  Marshall  M.  Rusk,  1017  W.  Wenonah,  Wichita  Falls,  Texas 
- W5AGG  Carroll  S.  Busby,  308  West  Seventh  St.,  Welslaco,  Texas 

W5AGH  Joe  B.  Welch,  606  Lucas  Street,  Ponca  City,  Okla. 

W5AGI  William  K.  Tell,  701  S.E.  St.  Charles,  Brownsville,  Texas 

W5AGJ  Robert  M.  Dean,  561  Longleaf  Rd.,  Shreveport,  La, 

. W5AGM  Claude  E.  Gardner,  2520  Cashion  PL,  Oklahoma  City, Okla. 
W5AGT  Marcus  C„  McKenney,  1212  West  26th  St.,  Pine  Bluff,  Ark. 

W5AGZ  Walter  N.  Rogers,  726  Central  Ave.,  Vicksburg,  Miss. 

W5AHA  Joe  Phillips,  202  Jefferson  Street,  Starkville,  Miss. 

W5AHB  Howard  W.  Forbes,  1108  11th  Loop  Sandia  Base, 

Albuquerque,  N.  Mex 

W5AHD  Bartow  H.  Huff,  817  N.  Grady  St.,  Altus,  Okla. 

W5AHJ  James  M.  Morris,  515  W,  Colorado,  Victoria,  Texas 

W5AHT  Frank  E»  Fisher,  104  E Eleventh  St.,  Pawhuska,  Okla. 

W5AHW  Earl  S.  Perry,  315  Ipswich  Street,  Houston,  Texas 

W5AHX  Kirk  L.  Taylor,  Kindred  St.,  Loraine,  Texas 

W5AHZ  Harry  G.  Austin  Jr.,  4717  Willow,  Bellaire,  Texas 

W5AI  Amon  C»  Ince,  1909  N.W.  32nd  St.,  Oklahoma  City,  Okla. 


W5AIA  Arthur  C.  Mitchell,  1224  SW  40th  St.,  Oklahoma  City,  Okla. 
W5AID  Joseph  A.  McCallum,  210  Carolina  Drive,  El  Paso,  Texas 
W5AIE  John  E,  Lewis  Jr.,  411  Michigan  Ave.,  McComb,  Miss. 

W5AIG  BurtJ.  Bittner,  31 10  42nd  Pl.,  Sandia  Base,  Bernalillo,  N.  Mex 


W5AIR  Garold  D.  Sears,  5634  Eskridge,  Houston,  Texas 

K5AIR  MARS  Station,  Box  291,  Barksdale  AFB.,  Shreveport, La. 
W5AIT  Virgil  M.  Santy,  Hamilton,  Texas 

W5AIW  Jack  B„  Campbell,  1909  St,  Louis  St.,  Fort  Worth,  Texas 

W5AIX  Robert  B Grant,  336  Fourth  St.  S.,  Pryor,  Okla. 

W5AJ  Jennings  R.  Poston,  RFD  4,  Longview,  Texas 

W5AJA  Raymond  D.  Watson,  3916  Moler  St.,  Dallas  11,  Texas 

W5AJD  Franklin  Z.  Nesrsta,  316  Belden  Ave.,  San  Antonio,  Texas 

W5AJF  Oscar  L.  Gibson,  505  Welch  Street,  Denton,  Texas 

W5AJG  Leroy  W.  May  Jr.,  9428  Hobart  Street,  Dallas  18,  Texas 

W5AJJ  Bernard  S.  Shields,  8235  Panola  St=,  New  Orleans,  La. 

W5AJP  David  F.  Williams,  Phillips  Airport,  Bartlesville,  Okla. 

W5AJV  Carl  L.  Halbert,  902  N.  Belmont  Ave.,  Odessa,  Texas 

W5A JW  Robert  McCullough,  637  W.  Norwood  Ct.,  San  Antonio,  Texas 

W5AK  Day  Slingerland,  Box  55,  Hagerman,  N.  Mex 

W5AKA  David  W.  Amsler,  829  South  Magnolia,  Luling,  Texas 

W5AKB  Landon  L.  Kohler,  4909  Woodlawn,  Little  Rock,  Ark. 

W5AKF  O.  K.  Rankhorn,  404  Lowry  Street,  Kerrville,  Texas 

W5AKI  Melvin  T.  Norman,  Box  300,  Oil  City,  La. 

W5AKJ  John  P.  McKee,  1109  North  Second,  W,  Monroe  La 

W5AKM  Joseph  C.  Walker,  Hwy.  80,  RFD  3,  Ranger,  Texas 


W5AKN  Chas.  M.  Scoggins,  202  Olmos  Loop  Rd.,  San  AntonioTexas 


W5AKT  Deward  E.  Motley,  3900  Spurgeon  Dr.-.  Monroe.  La. 
W5AKU  Verie  H.  Huckaby,  2703  First  St.,  Brownwood,  Texas 
W5AKZ  John  T.  Porter,  Burnetts  Bay,  Baytown,  Texas 

W5AL  Cecil  F.  Butcher,  601  East  Main  Street.  Denison,  Texas 
W5ALA  Jack  T.  Moore,  4531  Fairway  Avenue,  Dallas  4,  Texas 
W5ALB  Forrest  E.  Yaeger,  3833  N„  W„  10th,  Oklahoma  City,  Okla. 
W5ALI  Sammy  G.  Lemons,  231  Court,  Muskogee,  Okla. 

W5ALK  Max  C.  Fisher,  4054  Bunting,  Fort  Worth,  Texas 

W5ALL  Burnett  M.  Frazer,  425  West  Erwin  Street,  Tyler,  Texas 
W5ALN  Gilbert  J.  Vivroux,  1107  Mill  Ave.,  Seguin,  Texas 

W5ALS  Claude  C.  Elkins  Jr„  2806  Carlson  Drive,  Dallas,  Texas 
W5ALV  John  W.  Peterson,  3605  Naples  St.,  Corpus  Christi,  Texas 
W5ALW  James  W.  Lewis,  RFD  2 , Mesquite,  Texas 

W5ALZ  Hal  Worrell,  Highway  51,  Ridgeland,  Miss. 

W5AMB  HowardW  Forbes,  1003 RidgecrestCL, Albuquerque,  N.  Mex. 
W5AME  Luther  P Turner  Jr. , 2010  North  Fourth  St.,  Waco,  Texas 
W5AMJ  Henry  H Fisher,  1930  Priest  Dr.,  Houston,  Texas 

W5AMK  Merrill  Eidson,  1309  N,  Second  St.,  Temple,  Texas 

W5AMO  Josephus  G,  Morgan,  508  Garland,  Beaumont,  Texas 
W5AMR  Henry  W.  Ray,  RFD  2,  Indianola,  Miss. 

W5AMS  Louis  E.  Randall,  920  N.  Fifth,  Ponca  City,  Okla. 

W5AMT  Charles  R.  Hughes,  117  N.  College  St.,  Edmond,  Okla. 
W5AMU  Robinson  L.  Miller,  911  W.  Michigan  Ave.,  Midland,  Texas 
W5AMW  Alcide  J.  LeBlanc,  6426  Jefferson  Dr.,  Houston,  Texas 
W5AMX  George  H.  Lantz,  7020  Oriole  Drive,  Dallas,  Texas 

W5AN  Howard  W.  Phillips,  4813  East  King,  Tulsa  15,  Okla. 

Armory,  Winter  Haven,  Fla. 

W5ANA  Jesse  N.  Roberts  Jr.,  RFD  1,  Box  5,  Slidell,  La. 
W5AND  Charles  E.  Day,  1113  N„  New  Haven,  Tulsa,  Okla 

W5ANE  Arthur  G.  Charles,  4224  Sherry  Ln.,  Dallas  5,  Texas 
W5ANJ  Truman  Compton,  816  College  Street,  Little  Rock,  Ark. 
W5ANP  Ferdinand  A.  Pecoul,  Arkansas  St.,  Mississippi  City, Miss. 
W5ANR  Jack  H.  Denniston,  Alma,  Ark 

W5ANW  William  H Carter  Jr.,  1519  San  Jacinto  St.,  Houston,  Texas 
W5ANX  Albert  L.  Presley,  P.  O.  Box  555;  Pickens,  Miss. 

W5ANZ  Charles  W.  Newton,  6801  Japonica  St,,  Houston  12,  Texas 
W5AO  W.  N.  Nelson,  2132  Gallier  Street,  New  Orleans,  La. 
W5AOA  James  E,  Brannon,  313  Tamarack  St.,  Sulphur,  La. 
W5AOC  Kenneth  W Miller,  420  W.  Eufaula,  Norman,  Okla. 

W5AOE  James  L„  Stapleton,  RFD  4,  Albuquerque,  N.  Mex 

W5AOH  Victor  B.  Pitts,  644  Moulton  Ave,,  Raton,  N.  Mex, 

W5AOM  Emry  C.  Stuedle,  1160  N.  Cheyenne  St.,  Tulsa,  Okla. 

W5AOO  Dan  L.  McPherson  Jr,,  419  Fairview,  Abbeville,  La, 

W5AOP  James  R,  Shadden,  2257  Washington,  Ft.  Worth  4,  Texas 
W5AOT  Henry  L.  Brown,  2823  Pershing  Dr.,  El  Paso,  Texas 

W5AOX  Clarence  W.  Standridge,  Lexington,  Okla. 

W5AOY  Harold  L.  Kimsey,  79th  & No.  Oklahoma,  Okla.  City,  Okla 
W5AOZ  William  A.  Simo,  1927  Cleveland  Ave.,  New  Orleans,  La. 
W5APD  Lundy  L.  Zeigler,  1115  Silas,  Sweetwater,  Texas 

W5APG  Kenneth  M.  Ehret,  23  South  Oak,  Sapulpa,  Okla. 

W5APM  Ton  Serur,  431  Lindsey  St.,  San  Marcos,  Texas 

W5APP  Elbert  E.  Joel,  .4817  Sherman,  Galveston,  Texas 

W5APW  William  M.  Mead,  Chico,  Texas 

W5APX  Arthur  P.  Kay  Jr..,  2985  Terrell,  Beaumont,  Texas 

W5APY  George  R Winston,  902  W.  12th  St.,  Cisco,  Texas 

W5AQC  James  R.  Curtis,  1918  Marshall  St.,  Longview,  Texas 
W5AQD  William  F.  WorreU,  509  Dolphin  Street,  Camden,  Ark. 
W5AQE  Fred  W.  McKelvy,  604  South  Poplar,  Kermit,  Texas 
W5AQF  Joseph  T.  Hargis,  Okay,  Ark. 

W5AQK  E.  Holland  Henderson,  38  Country  Club  Place, 

Corpus  Christi,  Texas 

W5AQL  Brodie  E.  Cain,  1702  Kenwood  Drive,  San  Angelo,  Texas 
W5AQN  Joe  V.  Wright,  204  North  Justin  Street,  Dallas,  Texas 
W5AQS  Aulton  B.  Hamblen,  Palmer,  Texas 

W5AQW  Lemmon  A.  Wolfe,  110  Fourth  St,  Amory,  Miss. 

W5ARC  Lloyd  B.  Cherry,  612  W.  Lee  Ave.,  Weatherford,  Texas 
W5ARF  James  D.  H,  Anderson,  333  Mulberry,  Uvalde,  Texas 
W5ARH  Carl  L.  Kiehl,  220  W.  22nd  St.,  North  Little  Rock,  Ark. 
W5ARK  Stanley  C.  Baker,  2914  Avenue  H,  Ft.  Worth,  Texas 
W5ARQ  Charles  E.  Besancon,  4138  Jones  PI.,  Hondo,  Texas 
W5ARS  Robert  D.  Clark  1647  Keeler,  vVichita  Falls,  Texas 
W5ARV  Will  A.  Shaw,  Post  Office  Box  3336,  Fort  Wortn  5, Texas 
W5ARX  James  D.  Fields  Jr.,  1901  No.  "K”  St.,  Fort  Smith,  Ark. 
W5ASA  James  W.  McGuire,  718  West  Pacific,  Gladewater,  Texas 
W5ASE  Daniel  R.  Hines,  9122  Apple,  New  Orleans,  La. 

W5ASF  Homer  A.  Luckinbill,  511  W.  Grand,  Ponca  City,  Okla. 
W5ASG  William  Hall,  Widener,  Ark. 

W5ASH  William  G.  Taylor,  Jewella  Rd.,  Shreveport,  La. 

W5ASL  Edward  F.  Garland,  3365  State  St.  Dr.,  New  Orleans,  La. 
W5ASM  Stanley  G.  Coker,  1519  W.  Fifth  St.,  Freeport,  Texas 
W5ASO  William  L.  Lawson,  405  Shiras  St.,  Mountain  Home,  Ark. 
W5ASQ  Norman  B.  Drake,  608  W.  Otoe  Ave.,  Ponca  City,  Okla. 
W5ASR  Donald  E.  Drake,  298  Palomas  Rd.,  Albuquerque,  N Mex 
W5AST  Frank  E Fisher,  12th  & Brenner  St.,  Pawhuska,  Okla. 
W5ASU  Derden  Matthews,  434  Larkin  St.,  Athens,  Texas 

W5AT  Hugh  E.  Metcalf,  1534  Woodard,  Abilene,  Texas 

W5ATB  Edward  R.  Durham,  1300  South  Atlanta  St.,  Tulsa,  Okla, 
W5ATC  William  N.  Thompson  Jr,,  1967  Cooke  PL,  Dallas,  Texas 
W5ATD  Norman  Pendley,  2605  N.W  15th  St„,  Oklahoma  City,  Okla. 
W5ATG  Ernest  E.  Cross,  RFD  1,  Dodd  City,  Texas 

W5ATH  James  E.  Palmer,  203  W.  Magnolia  St., Ft  Worth  4,  Texas 
W5ATI  Don  L.  Hardin,  835  Elsbeth,  Dallas,  Texas 

W5ATJ  Howard  W.  Dow,  Main  & Tenth  Sts.,  Hammon,  Okla. 
W5ATM  August  F,  Lester,  Central  Avenue,  Richardson,  Texas 
W5ATO  J.  Raymond  Willis,  Mangum,  Okla 

W5ATQ  Horace  W.  Childers,  2100  Commerce  St.,  Dallas,  Texas 
W5ATV  George  C Waller,  6540  E Eashington  Blvd.,  Tulsa, Okla. 
W5ATW  Frank  L.  Kutzenberger,  4301  North  31st  Street, Waco, Texas 
svW5AU  Louis  J.  Gallo,  1507  N.  Miro,  New  Orleans,  La.  . 

W5AUB  Joseph  S Huffman,  410  N.  Green  St.,  Tupelo,  Miss. 
W5AUE  Nugent  F.  Chamberlain,  129  Utah  Street,  Baytown,  Texas 
W5AUG  Forrest  J Stephens,  Box  452,  Kiefer,  Okla. 

W5AUJ  William  C.  Mingus,  2209  32nd  St.,  Lubbock,  Texas 

W5AUR  Walter  L.  Farmer,  2736  Catherine  St,  Dallas  11,  Texas 
W5AUU  Herman  G.  Stermer,  RFD  2,  Conway,  Ark. 

W5AUX  Wm.  L.  Ratisseau  Jr.,  3812  Avenue  “P”,  Galveston,  Texas 
W5AVA  Edgar  G Chatterton,  1708  Woodrow,  Wichita  Falls,  Texas 
W5AVC  . Jesse  R.  Mitchell,  406  M Ave  , Levelland,  Texas 

W5AVF  Fred  L.  Ford,  917  Farmer  St.,  Vicksburg,  Miss 

W5AVG  Troy  H.  Bevers,  6623  Oriole  Drive,  Dallas,  Texas 

W5AVH  Dave  A.  Wommack,  138  Robison  Cts.,  Texarkana,  Texas 
W5AVJ  EUis  M Frost  Jr.,  804  Bellview,  Amarillo,  Texas 

W5AVK  John  M.  Nelson,  1625  South  15th  Street,  Woodward,  Okla. 
W5AVL  William  L.  Aikman,  645  Garrity  Rd.,  San  Antonio,  Texas 
W5AVM  James  B.  Redfearn,  3501  Jackson  St,  Amarillo,  Texas 
W5AVO  Robert  E.  Sterner,  4600  S.  Carrollton,  New  Orleans,  La 
W5AVR  Leroy  C.  Tucker,  1101  Oak  Avenue,  Duncan,  Okla. 

W5AVU  Carl  W„  Goulden,  1303  N,  Fulton,  Marshall,  Texas 

W5AW  James  J.  Nachlinger,  Box  325,  Rosenberg,  Texas 

W5AVW  Willie  C.  Howard,  728  Stanton,  Beaumont,  Texas 

W5AW  Andrew  M,  Jones,  KBST  Transmitter  Bldg.,  Big  Spring,  Texas 
W5AWD  Bartlett  Edwards,  408  Uvalde,  San  Antonio,  Texas 

W5AWF  Elmo  E.  Smith,  613  8th  Avenue  N.  W.,  Ardmore,  Okla, 
W5AWI  Louis  L.  McCabe,  1724  West  Main  Street,  Houston,  Texas 
W5AWJ  Harvey  T.  Wheeler,  628  Harvard,  Houston,  Texas 


W5AWO  Alden  C.  Metcalf,  Star  Route,  Fisk,  Texas 

W5AWP  William  M.  Essary,  1204  Bunch,  Corinth,  Miss. 

W5AWQ  Ernest  R.  Brown,  107i  W.  Ida  Ave.,  Electra,  * Texas 
W5AWT  Melvin  E Boatman,  903  E.  12th,  Big  Spring,  Texas 
W5AWU  George  P.  Kearse,  3880  Pontiac  Street,  Baton  Rouge,  La. 
W5AWW  Russell  E.  Norrell,  805  North  Harrison,  Sherman,  Texas 
W5AX  Richard  R.  Hayes,  1608  Marde  11  Blvd.,  San  Antonio, Texas 
W5AXA  Arnold  M.  Maupin,  3210  So  Cincinnati,  Tulsa,  Okla. 
W5AXD  Marshall  N.  Sandefur,  1717  Bush  Ave.,  Alexandria,  La. 
W5AXE  Lawrence  C.  Brown,  RFD  2,  Hennessey,  ~ Okla. 

W5AXF  Wayne  E.  Sansbury,  819  Clement  Dr.,  Norman,  Okla. 
W5AXI  Arthur  E.  Hutchins,  159  Burr  Rd.,  San  Antonio  9,  Texas 
W5AXM  James  M.  Bolger , 5434  Brookhaven  PL, Oklahoma  City,  Okla. 
W5AXN  James  T.  Peterson,  3608  College,  Fort  Worth,  Texas 
W5AXP  Earl  V.  Henderson,  302  Fairview  St.,  Texarkana,  Ark 
W5AXQ  Harry  A.  Watson,  540  Broadway  Ave.,  Jackson,  Miss. 
W5AXS  Shirley  S.  Arrighi,  Lobdell  Lane,  Baton  Rouge,  La. 
W5AXT  John  R„  Monts,  1315  N.  Carroll,  Dallas,  Texas 

W5AXU  Walter  H=  Allen,  c/o  KALB,  Alexandria,  La. 

W5AXY  Lee  Bammel,  801  Garner  Avenue,  Austin,  Texas 

W5AY  Kermit  F.  Tracy,  326  Fairfax,  Little  Rock,  Ark. 

W5AYB  Stuart  S.  Smith,  Junction,  Texas 

W5AYC  Thomas  O.  Hutcherson,  2416  Lillian,  Fort  Worth,  Texas 
W5AYF  John  H.  Douglas,  1402  S.  Urbana,  Tulsa,  Okla. 

W5AYG  Frank  E.  Parrish,  4308  Pershing,  Fort  Worth,  Texas 

W5AYH  Cecil  L.  Suitt,  184  Ramble  Street,  Hot  Springs,  Ark. 

W5AYL  Edward  D.  Oldfield,  2221  N.W.  26th,  Oklahoma  City,  Okla. 
W5AYO  Horace  J.  Marrinan,  302  North  Redmond,  Bethany,  Okla. 
W5AYU  Burton  D.  Lee,  2110  Watts  Road,  Houston  5,  Texas 

W5AZC  Dudley  C McCary,  4531  Denley  Drive,  Dallas,  Texas 

W5AZN  Eugene  J.  Bauer,  2315  S.  Marsalis  Ave.,  Dallas  16,  Texas 

W5AZO  MiltonO.  Saunders,  412  S W.  26th  St  .Oklahoma City,  Okla. 
W5AZQ  William  K.  Barton,  1309A  Harrison  Amarillp,  Texas 

W5AZR  Jordie  G.  McClanahan,  1321  Reid,  Houston  9,  Texas 

W5AZS  William  H.  Rogers,  1614  N.  Delaware  St.,  Roswell,  N.  Mex. 
W5BAA  Robert  B.  Gettys,  Box  95,  Custer,  Okla. 

W5BAB  Chauncey  F.  Darling,  703  W.  Elgin,  Siloam  Springs,  Ark. 
W5BAC  Leonard  H.  Lyons,  1124  North  Ave.  "C”,  Crowley,  La. 
W5BAD  George  A.  Krutilek,  Post  Office  Box  227,  El  Paso,  Texas 
W5BAH  John  Adams,  2207  Grant  St.,  Wichita  Falls,  Texas 

W5BAJ  Vernon  A.  Qualls,  142  Belvidere  St.,  Brownsville,  Texas 
W5BAM  Luther  E.  Harrison,  2410  Salerno  Drive,  Dallas  16,  Texas 
W5BAP  Charles  W McCollum,  Swifton,  Ark. 

W5BAR  Robert  V.  Freeland,  232  East  27th  PI.  North,  Tulsa,  Okla. 
W5BAY  Dan  W.  Whitaker,  779  Rivercrest  Dr.,  Abilene,  Texas 
W5BBG  Frank  J.  Feagm,  3781  Plumb  St.,  Houston,  Texas 

W5BBH  Ernest  T.  Neff,  3417  Clary,  Fort  Worth,  Texas 

W5BBK  Preston  T.  Sellers,  627  Harbor,  Houston,  Texas 

W5BBM  Ernest  L.  Clark,  1305  Hickory  St.,  Bartlesville,  Okla. 
W5BBR  Frank  S.  Libbe,  North  Shore  Drive,  Port  Isabel,  Texas 
W5BBS  Arthur  A.  McNatt,  4520  East  Fifth  Place,  Tulsa,  Okla. 
W5BBV  Temple  B.  Anderson,  1103  Jackson  Blvd.,  Houston,  Texas 
W5BBW  Herbert  L.  Samuels,  524  Pine,  Minden,  La 

W5BBX  Bolivar  S.  McDougal,  706  Hamlin,  Tupelo,  Miss. 

W5BBZ  Ralph  P.  Hawkins,  1213  South  25th  Street,  Temple, Texas 
W5BC  John  H.  Homsy,  6022  Vanderbilt,  Dallas,  Texas 

W5BCF  Benjamin  Freeman  Jr.,  4008  Proctor,  Port  Arthur.  Texas 
W5BCG  Walter  C.  Douglas,  1650  Avenue  "A”,  Beaumont,  Texas 
W5BCK  W.  F.  Hawkins  Jr.,  Box  2040,  Pampa,  Texas 

W5BCN  Paul  H.  Waller,  Avenue  “B'\  Ingleside,  Texas 

W5BCO  James  R.  Hicks,  RFD  1,  Catoosa,  Okla. 

W5BCQ  Marvin  J.  Thrasher,  5139  Ridgedale,  Dallas  6,  Texas 
W5BCT  Marshall  B.  Day,  820  Hackberry,  Matador,  Texas 

W5BCU  Roger  J.  Conant,  2908  Lafayette,  Houston,  Texas  . 

W5BCW  Jack  A Creech,  900  W.  Payne,  Olney,  Texas 

W5BCZ  Jewell  L.  Sikes,  RFD  8,  Little  Rock,  Ark, 

W5BD  Theodore  L.  Downing  Jr.,  Angleton,  Texas 

W5BDH  Wilbur  L.  Anderson,  115  W 17th  St.,  San  Angelo,  Texas 
W5BDI  'Ammon  O.  Young,  4803  EH,  Houston,  Texas 

W5BDM  Eugene  F.  Culp,  912  West  Wilson,  Norman,  Okla. 

W5BDQ  Henry  L.  Boschert,  Duncan,  Miss. 

W5BDR  Edward  A.  Moory,  Main  Street,  DeWitt,  Ark. 

W5BDT  Chester  W.  Pendarvis,  4804  East  Avenue,  Austin,  Texas 
W5BDW  Joe  C.  Holt,  RFD  2,  Shirley,  Ark. 

W5BDX  Andrew  J.  Burton,  1605  E.  Randolph  St.,  Enid,  Okla. 
W5BE  Leslie  B.  Essington,  450  Avant  Ave., San  Antonio  10,  Texas 
W5BEB  Richard  W.  Jones,  507  W Henry,  Hamilton,  Texas 

W5BEE  George  H Chapman,  1231  So  Vandalia,  Tulsa,  Okla 

W5BEF  Howel  D.  Lynn,  Crawford,  Texas 

W5BEH  Wilbur  G.  Stark,  502  15th  St.,  Galveston,  Texas 

W5BEL  Curtiss  C.  Cochrane,  Lee  Heights,  Baytown,  Texas 

W5BEP  Gerald  Tuma,  Nobel,  Okla, 

W5BEQ  John  P.  Bloomer,  619  N.  Penelope  St.,  Belton,  Texas 
W5BEV  Robert  L.  Montgomery,  301  North  Third,  Columbus,  Miss 
W5BEY  Jud  P.  Neighlbors,  Matador,  Texas 

W5BEZ  Joseph  R.  Niles,  Houston,  Texas 

W5BFA  Ray  M.  Samberson,  214  N.  Hodgecoke  St.,  Borger,  Texas 
W5BFF  Terrell  C.  Kimes,  Lamesa,  Texas 

W5BFI  Alexander  Clarke  Jr.,  2013  Carlton,  Fort  Worth,  Texas 
W5BFJ  Albert  H Stewart,  218  Walnut,  Commerce,  Okla 

W5BFL  Origen  G.  Crow,  Bandera,  Texas 

W5BFM  Kenneth  R.  Ervin,  RFD  4,  Box  233,  Jackson,  Miss. 
W5BFS  Morris  R.  Kelso,  329  East  Kelly,  Pharr,  Texas 

W5BFT  George  L Coenen,  1301  Boston,  Laredo,  Texas 

W5BFX  Hugh  H.  Watson,  4208  Greenwood  Lane,  Shreveport,  La. 
W5BFZ  Samuel  E„  Bernard,  1220  Cincinnati  St.,  Muskogee,  Okla 
W5BG  J.  H Robinson,  522  Cumberland,  Dallas,  Texas 

W5BGC  Harry  C.  Wilson,  79  West  Miami  St.,  McAlester,  Okla. 
W5BGE  William  D.  Davis,  1518  Santa  Anna,  San  Antonio  1,  Texas 
W5BGG  Lonnie  A.  Denman,  6831  Avenue  “Q”,  Houston  11,  Texas 
W5BGH  Leonard  B.  Kreuz,  2908*  San  Gabriel,  Austin,  Texas 

W5BGP  Morris  Guzick,  1303  E..  Richards,  Sherman,  Texas 

W5BGR  Lome  D.  Porter,  General  Delivery,  La  Marque,  Texas 
W5BGT  Carl  F.  Kilander,  916  Lamar  Street,  Amarillo,  Texas 

W5BGU  Robert  L,  Greene,  Main  Street,  Yazoo  City',  Miss. 

W5BGZ  Carl  W.  Yeary,  522  E.  Eighth  St.,  San  Angelo,  Texas 
W5BHB  B.  L.  Cornwell  Jr.,  Sour  Lake,  Texas 

W5BHD  Ernest  L Baucum,  117  N.  Forrest,  Altus,  Okla. 

W5BHE  Gillis  S Foret,  Golden  Meadow,  La 

W5BHF  Arthur  E.  Anderson,  502  North  Dal  Paso,  Hobbs,  N.Mex. 
W5BHL  Oswald  S.  Droke,  Belcher,  La. 

W5BHO  David  H.  Calk,  7730  Joplin  St  , Houston  3,  Texas 

W5BHS  Russell  L.  Biermannn,  1451  So.  Quaker  St.,  Tulsa  5,Okla. 
W5BI  Paul  Schreiber,  1818  No.  Claiborne  Ave.,  New  Orleans,  La, 
W5BID  Earl  W.  Marshall,  Jackson,  La. 

W5BIE  Alvin  L.  Latimer,  408  S.  Fourth  St  , McAlester,  Okla 
W5BEH  Travis W. Andrews, 1203 E. Park, P.O. Box 541, Hobbs, N.  Mex. 

W5Bn  Richard  M.  Cobb,  4409  Main  St,,  Dallas,  Texas 

W5BIN  Leo  Kennedy,  3515  Mitchell  Road,  Waco,  Texas 

W5BIP  Herbert  T.  Wiley,  1612  Garfield,  Wichita,  Texas 

W5BIQ  Alvin  E.  Martin,  Livingston,  Texas 

W5BIW  Richard  J.  Matthias,  P.O.  Box  548,  State  College,  N.  Mex. 
W5BIZ  Orville  D.  Sparks,  818  Cavalier  Ave  , San  Antonio,  Texas 
W5BJ  Roy  W.  Layton,  Post  Office  Box  23,  Midland,  Texas 


W5BJD 

W5BJE 

W5BJF 

W5BJH 

W5BJR 

W5BK 

W5BKD 

W5BKE 

W5BKF 

W5BKG 

W5BKH 

W5BKJ 

W5BKL 

W5BKN 

W5BK0 

W5BKS 

W5BKV 

W5BKW 

W5BKX 

W5BKZ 

W5BLE 

W5BLF 

W5BLJ 

W5BLL 

W5BLM 

W5BLQ 

W5BLU 

W5BLW 

W5BM 

W5BMI 

W5BML 

W5BMM 

W5BMT 

W5BMU 

W5BN 

W5BNG 

W5BN1 

W5BNM 

W5BNO 

W5BNQ 

W5BNR 

W5BNS 

W5BNT 

W5BNU 

W5BO 

W5BOB 

W5B0C 

W5BOR 

W5B0T 

W5BOW 

W5B0Y 

W5BPL 

W5BPM 

W5BPV 

W5BPW 

W5BQA 

W5BQD 

W5BQE 

W5BQT 

W5BQU 

W5BRQ 

W5BRR 

W5BRS 

W5BRT 

W5BRW 

W5BRX 

vV5BSB 

W5BSC 

W5BSF 

W5BSK 

W5BSM 

W5BSP 

V/5BSQ 

W5BSR 

W5BSV 

W5BSY 

W5BT 

W5BTA 

W5BTE 

W5BTJ 

W5BTO 

W5BTQ 

W5BTR 

W5BTS 

W5BTU 

W5BUA 

W5BUF 

W5BUK 

W5BUL 

W5BUP 

W5BUV 

W5BUW 

W5BUX 

W5BUY 

W5BUZ 

W5BV 

W5BVB 

W5BVF 

W5BVG 

W5BVH 

W5BVK 

W5BVM 

W5BVR 

W5BVV 

W5BWJ 

W5BWM 

W5BWO 

W5BWQ 

W5BWZ 

W5BXC 

W5BXM 

W5BXN 

W5BXO 

W5BXY 

W5BXZ 

W5BY 

W5BYB 

W5BYC 

W5BYF 

W5BYN 

W5BYP 

W5BYR 

W5BYX 

W5BYY 

W5BZG 

W5BZH 

W5BZI 

W5BZL 

W5BZO 

W5BZR 

W5BZT 

W5BZY 
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Francis  D,  Sirjane,  16-J  Sky  Farm  Ave„,  Vicksburg;  Miss. 
Clyde  T.  Patton,  828  N„  H St.,  Muskogee,  Okla 

Claude  E Smith,  311  S.  72nd  W Ave  , Tulsa,  Okla 

Carleton  E.  Denny,  Delight,  Ark. 

Wm,  W.  Meriwether,  309  W.  Garland  St,,  Paragould,  Ark, 
Walter  K,  Langley,  1309  W.  Pine  St.,  Hattiesburg,  Miss, 
Glenn  T„  Raborn  Jr.,  801  No.  Clements,  Gainesville,  Texas 
Clarence  T,  Lawson,  211  Clifford  Ct.,  San  Antonio,  Texas 


David  Schuh,  South  Houston,  Texas 

Ethel  B.  Henderson,  38  Country  Club  Pl.s  Corpus 
Christl,  Texas 

William  A.  Green,  1834  University  Blvd.,  Abilene,  Texas 
Kyle  Johnson,  115  Hoover  Avenue,  San  Antonio,  Texas 
Harvey  W.  Eversole,  Los  Fresnos,  Texas 

Elmer  L.  Fields,  3439  Liberty,  Oklahoma  City,  Okla 
Carl  L,  Greer,  337  W.  Jefferson,  Brownsville,  Texas 
Robert  T.  MacFarland,  6117  Kenwick  Ave.,  Ft.  Worth,Texas 
Sally  O Walker,  Avenue  “C”  & Walnut,  Wharton,  Texas 
Wm.  L, Havard,  Box  103, Twin  Gables,  Friendswood,  Texas 
Winfred  Menees,  1504  S.  Pine  St.,  Little  Rock,  Ark, 
James  H,  Mitchell,  703  E.  38th,  Austin,  Texas 

Edgar  W.  Behrendt,  437  Devine  St.,  San  Antonio  3,  Texas 
Charles  O.  Purdin,  1701  Irving  St.,  Muskogee,  Okla 

Oren  E.  Sanders,  706  W-»  Tishomingo,  Sulphur,  Okla. 


Joseph  F Pittinger,  Hinds  Junior  College,  Raymond,  Miss. 
Maurice  E . McClanahan,  412  W Willingham,  Cleburne,  Texas 


W5CA 

W5CAB 

W5CAE 

W5CAH 

W5CAT 

W5CBL 

W5CBO 

W5CBS 

W5CBZ 

W5CC 

W5CCD 

W5CCL 

W5CCS 

W5CCT 

W5CCW 

W5CD 

W5CDA 

W5CDC 

W5CDD 

W5CDE 

W5CDK 

W5CDS 

W5CDU 

W5CDV 

W5CDW 


James  W Gaines  Jr,,  Loop  Road,  Monroe,  La. 

Daniel  C.  Taulman,  3605  Canyon  Ridge  Dr.,  Ft.  Worth,  Texas 
Charles  M Dibrell,  803  C St.  N.W.,  Ardmore,  Okla. 

John  E.  Bailey,  409  Wood  Avenue,  Monticello,  Ark. 

Errett  F Henning,  1923  Johnson  St.,  Little  Rock,  Ark. 
Cyril  F Toman,  4703  Lockwood  Dr  , Houston  10,  Texas 
George  S.  Acton,  Plain  Dealing,  La. 

Herman  W.  Morey,  101  Arkansas  Missouri  Hwy., 

North  Little  Rock,  Ark. 

Lloyd  M.  Chaffin,  Grapevine,  Texas 

JohnM,  McGovern,  328  Bouny  St„,  New  Orleans,  La 
Lester  L Harbin,  4515  Calmont,  Fort  Worth  7,  Texas 

Frederick  O.  Bohls,  1729  North  Drive,  Taylor,  Texas 

Glenn  L,  Bacher,  Uncas,  Okla. 

John  P.  Hemley,  Grapevine,  Texas 

Dale  R„  Rigby,  120  N.  Stuart,  Lancaster,  Texas 

Anthony  A.  Thomas,  2425  N.  Broadway,  Albuquerque, N Mex 
Charles  H„  Lewis,  641  Cimarron  Trace,  Grand  Prairie, Texas 
D Elmo  Darrah,  1802  So.  Walter,  Albuquerque,  N Mex 
Edgar  S»  Stroup,  819  W„  Choctaw,  Tahlequah,  Okla. 

Robert  W.  Weir,  1 504  Owens  Blvd.,  New  Orleans,  La. 

Roy  A,  Lierman,  RFD  1,  Waco,  Texas 

Samuel  T.  Donnell,  619  Georgetown  Rd.,  Lampasas,  Texas 
John  H.  Vensel,  1017  South  Atlanta  Street,  Tulsa,  Okla. 
William  R.  Sharp,  307  Eastview  Street,  Jackson,  Miss. 
Ronald  A.  McGee,  Box  753,  Univ  of  Miss., University,  Miss. 
John  J.  Poindexter,  365  W.  SaxetDr.,  Corpus  Christi,  Texas 
Henry  W.  Thomas,  3515  Banks  St,  New  Orleans,  La. 
East  Texas  Ama.  Radio  Club,  Ellie  D.  Lockey,  Troup, Texas 
Wallace  A.  Braswell,  Bunkie,  La. 

William  M.  Gale,  Pondcreek,  Okla 

Reuben  F.  Hinck,  Oden,  Ark. 

Arthur  H.  Loe,  177  Preston,  Shreveport,  La. 

Maurice  E.  Sundt,  343  N.  Hermosa,  Albuquerque,  N.  Mex 
Ronald  W.  Wheeler  Jr. ,313  Washington  St.,  Frederick,  Okla. 
Byrl  H.  Burdick,  2520  Louisville  Street,  El  Paso,  Texas 
Jesse  F.  Jones,  931  National  Street,  Vicksburg,  Miss 
GeorgeT  DeLaMatyr,  1018Camelia Av,, BatonRouge,La 
Spurgeon M Hornburg,  1205 N.  Elm  St  , Weatherford,  Texas 
Ralph  L.  Cordell,  1103  N.  New  Haven  St.,  Tulsa  4,  Okla. 

Harry  R.  Fischer,  544  N.  51st,  Fort  Smith,  Ark. 

Hardy  Glenn,  11242  South  Boulder,  Tulsa,  Okla 

Thomas  E.  Rudd,  5126  Sunset  Ave Beaumont,  Texas 
George  Lynn,  Crawford,  Texas 

Eugene  T Butt,  721  Earl  Garrett  St.,  Kerrville,  Texas 
Ernest  Frisco,  4710  East  Fourth  Place,  Tulsa,  Okla 

Vernon  C Marsolan,  106  Columbia  St.,  Covington,  La, 
Richard  A.  Mallard,  1513  Fifth  St.,  Bay  City,  Texas 
Rex  E.  Miller,  Route  2,  Box  185,  Frederick,  Okla, 

Victor  Canfield,  2440  Lake  St.,  Lake  Charles,  La. 

Oscar  D.  Jones  Jr.,  550  Kirk  Place,  San  Antonio,  Texas 
Travis  H.  Tittle,  1104  W.  Mulberry  St.,  Denton,  Texas 
Dwight  E.  Powell,  411  S.  Eleventh  St.,  Frederick,  Okla 
Clarence  D.  Willingham,  Blanchard,  La. 

Esca  R.  Wentz,  907  Virginia  Street,  Beaumont,  Texas 

Robert  G.  Breckenridge,  1911  Bernard  PL,  Dallas  , Texas 
Samuel  H.  Crawford,  Rt.  1,  Palestine,  Texas 

Thurston  T.  Paul  Jr.,  522  Crosby  Road,  Ft.  Bliss,  Texas 
Arthur  C Holmes,  406  Black,  Schulenberg,  Texas 

Charles  J.  Robinson  Jr.,  3016  Ave,  R| Galveston,  Texas 
Roy  Ayers,  Andrews,  Texas 

Will  M.  Shaw,  1815  May  Street,  Fort  Worth  4,  Texas 

SylvesterG.  Thompson,  6460  Vicksburg,  New  Orleans, La. 

John  L.  Robertson,  3521  Monroe  St.,  New  Orleans  18,  La, 
Ralph  W,  Dubose,  55  Country  Club  Rd.,  Brownsville,  Texas 
Dr,  Lawrence  P.  Wilson,  RFD  1,  Box  55,  Walls,  Miss, 
Chester  A.  Murgatroyd,  205  Gillette  Blvd  , San  Antonio, Texas 
Patrick  J.  Atkinson,  1810  Gardina,  San  Antonio  1,  Texas 
George  H„  Steed,  1912  Beech  St.,  Pine  Bluff,  Ark 

Duffy  A.  Sasser,  1315  Gidding,  Clovis,  N.Mex. 

Ralph  H.  Palmer,  3111  14th  St.,  Port  Arthur,  Texas 

Dan  L McPherson  Jr  , 1617  N 24th,  Baton  Rouge,  La. 
Clarence  O.  Phillips,  419  Mounts  St.,  Denton,  Texas 

Felix  W.  Mullings,  2521  Sealy,  Galveston,  Texas 

Oliver  D.  Gassett.  3005  Alexander,  Waco,  Texas 

Herman  M Tomlin,  4729  Stanford,  Dallas,  Texas 

Carl  W,  Cooper,  1006  Duncan  Ave.,  Duncan,  Okla. 

Jesse  L.  Smith,  2931  Wylie  Dr.,  Dallas,  Texas 

John  M.  Luttrell,  614  Okmulgee  St.,  Norman,  Okla 

Lloyd  W.  Ledbetter,  1112  S.W.  37th,  Oklahoma  City.Okla 
Charles  C.  Wells,  4048  Stanford  St.,  Dallas,  Texas 

Arthur  F.  Hasbrook,  701  E Woodlawn,  San  Antonio  2,  Texas 
Ackley  T.  Bush,  RFD  3,  Box  188,  Seminole,  Okla. 

Samuel  F.  Duffie,  1610  Linscomb,  Austin,  Texas 

Forest  Gaspard,  211  W,  LaSalle  St.,  Ville  Platte,  La. 

John  T.  Turner,  1408  Sulzberger  Ave.,  Okla.  City,  Okla. 


Alf red C.  Bridenthal, 4243  So.  CrestHaven  Rd.,  Dallas, Texas 
Joseph  F,  Ballard,  710  No.  Clarkson  St.,  Little  Rock,  Ark. 


Hal  L.  Benson,  524  North  Oak,  Holdenville,  Okla. 

Buster  F.  Horn,  P.  O.  Box  493,  Abilene,  Texas 

Winford  B.  Carruth,  McNary  Street,  Brookhaven,  Miss. 
Enoch  W.  Jackson,  6606  Lockheed,  Dallas,  Texas 

Albert  R Shannon,  301  Second  St.,  Cuero,  Texas 

Edward  N.  Cox,  1307  E.  Cleveland  Ave.,  Guthrie,  Okla. 
Luther  D.  Lynn,  127  W.  College,  San  Angelo,  Texas 

William  Weinberger,  3845  Greenbrier,  Dallas,  Texas 
Vernon  O.  Wasson,  RFD  1,  Wolfe  City,  Texas 

Carl  J Gunn,  2021  Blue  Bonnet  Dr,,  Fort  Worth,  Texas 
William  H.  Edens  Jr  , Michigan,  Hot  Springs,  N.  Mex. 
Edgar  J.  Kern,  4016  Curtis  Lane,  Shreveport,  La 
Wm.  C.  Sharbrough,  Cornelia  & Marshall,  Holly  Bluff, Miss. 
Archie  L.  Compton,  612  N Fourth  St  , Henryetta,  Okla. 
Howard  B.  Hamilton,  631  E.  Zion  Street,  Tulsa,  Okla. 

Otis  M.  Salter,  Post  Office  Box  342,  Del  Rio,  Texas 

Glenn  R.  Ellis,  2520  Avenue  "E",  Bay  City,  Texas 

William  T„  Fritz,  516  Constable,  Mmden,  La 

Robt  Mims,  Chalmers  Courts  Ct  4,  Apt  9,  Austin,  Texas 
William  W.  Withrow  Jr  , Cedar  St.,  Teague.  Texas 
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W5CDY 

W5CDZ 

W5CEA 

W5CEE 

W5CEH 

W5CEL 

W5CEO 

W5CEQ 

W5CET 

W5CEV 

W5CEW 

W5CEZ 

W5CF 

W5CFA 

W5CFK 

W5CFN 

W5CFP 

W5CFQ 

W5CFS 

W5CFW 

W5CG 

W5CGC 

W5CGH 

W5CGI 

W5CH 

W5CHA 

W5CHB 

W5CHE 

W5CHI 

W5CHJ 

W5CHN 

W5CHP 

W5CHU 

W5CI 

W5CIJ 

W5CIT 

W5CIU 

W5CIX 

W5CJ 

W5CJE 

W5CJJ 

W5CJO 

W5CJP 

W5CJY 

W5CKF 

W5CKG 

W5CKH 

W5CKI 

W5CKK 

W5CKO 

W5CKT 

W5CKW 

W5CKY 

W5CL 

W5CLA 

W5CLB 

W5CLD 

W5CLH 

W5CLP 

W5CLR 

W5CLT 

W5CLV 

W5CLZ 

W5CM 

W5CMJ 

W5CMK 

W5CMQ 

W5CMR 

W5CMS 

W5CMU 

W5CMV 

W5CMW 

W5CN 

W5CNA 

W5CNC 

W5CNE 

W5CNF 

W5CNG 

W5CNH 

W5CNK 

W5CNM 

W5CNO 

W5CNV 

W5CNX 

W5CO 

W5COA 

W5COB 

W5COE 

W5COK 

W5COO 

W5COZ 

W5CP 

W5CPA 

W5CPB 

W5CPC 

W5CPG 

W5CPI 

W5CPM 

W5CPN 

W5CPR 

W5CPT 

Wr'CPV 

W5CPW 

W5CPX 

W5CQ 
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Alois  D„  Middelton,  9 Kay  Road,  Tijeras,  N.  Mex. 

Carl  Keppler  Jr  , 632  E.  Eleventh  St.,  Houston  8,  Texas 
Ernest  C.  Burch,  4316  Somerville,  Dallas,  Texas 

Darrell  K.  Ford,  1431  N.  Birmingham  PL,  Tulsa,  Okla. 
Cecil  R.  Gray,  1009  Woodlawn,  Duncan,  Okla. 

Charles  D.  Pryor,  Route  1,  Box  93,  Texarkana,  Texas 
George  A.  Freeman  Jr,,  2117  Ave  "L”,  Gavleston,  Texas 
Glover  B Brock,  1738  SW  Military  Dr.,  San  Antonio,  Texas 
Franklin  L.  Baker,  547  S Ragsdale,  Jacksonville,  Texas 
Harwell  V.  Shepard,  300  W.  Ross  St.,  Denton,  Texas 
Arden  T.  Clinger,  7 Harman  Road,  Maplewood,  La. 
Basil  B.  Butler,  Box  433,  Grayson  Street  Station, 

San  Antonio  8,  Texas 

Jesse  A.  Greenwalt,  1418  North  j,  Galveston,  Texas 
Esmond  Hebert,  RFD  1,  Box  716,  Port  Arthur,  Texas 
Leland  C Champion,  747  W.  Dixon  St.,  Fayetteville,  Ark 
Victor  C.  Besancon,  3522  Topeka  St.,  Corpus  Christi,  Texas 
Wayne  T„  Hogue,  115  South  College,  Tyler,  Texas 

David  P.  Callahan,  516  Louisana  St.,  Little  Rock,  Ark, 
James  S.  Lunn,  5023  Avenue  N.,  Galveston,  Texas 

Maurice  Jones,  30  Bledsoe  Rd.,  Prairie  View,  Texas 
George  L,  Rawlinson,  513  School,  Houma,  La. 

John  L.  Blaine,  RFD  3,  Denison,  Ttxas 

Joseph  G.  Buch,  5234  Vickery  Blvd.,  Dallas,  Texas 

Samuel  P.  Neill,  1705  E.  North  St.,  Victoria,  Texas 

John  J.  Kirby,  3232-A  "A”  Street,  Sandia  Base, 
Albuquerque,  N.Mex. 

Herman  L.  White,  First  St.,  Celeste,  Texas 

James  S.  Giddings,  Somerville,  Texas 

Henry  Y.  Gantt,  163  East  Center  Street,  Canton,  Miss. 
John  D.  Edwards,  2937  Milton,  Dallas,  Texas 

Ivan  R,  Davis,  405  E.  Clinton,  Hobbs,  N.Mex 

Francis  X.  Skinner,  Mill  Street,  Lucedale,  Miss. 

Ernest  L.  Crofts,  120  Damon,  Terrell,  Texas 

Joseph  M,  Lavender  Jr.,  P O.  Box  596,  Texarkana,  Ark. 
Chester  Ludwick,  904  N.  Morton  St.,  Okmulgee,  Okla. 

Barnett  H.  Whitney,  252  Evans  Street,  Houston,  Texas 

Chas.  H.  Smithson  Jr.,  406  Laurel  Land  Rd.,  Dallas,  Texas 
Allen  F.  Wingate,  230  Wichita,  Shreveport  57,  La. 


Carter  L.  Simpson,  Hollywood  Subdivision,  Maplewood,  La. 
Robert  E.  Cowan  Sr.,  2336  Medford  Ct  , Fort  Worth,  Texas 
Wm.  H.  Johnson,  1020  N.W.  39th  St.,  Oklahoma  City,  Okla. 
Charlie  C.  Phares,  823  W.  St.  Charles  St.,  Brownsville,  Texas 


Samuel  L.  Cron,  401  N Bailey  St,,  Hobart,  Okla. 

Frank  J.  Sosolik,  1111  East  23rd  Street,  Bryan,  Texas 
John  L.  Hug,  1221  Maywood,  Dallas,  Texas 

Hilary  E.  Lindsey,  417  East  Lincoln  Street,  Tyler,  Texas 


Sherman  M.  Branen,  P.  O.  Box  428,  Lake  Charles,  La. 
Marion  E.  Apple,  6145  Prospect  Avenue,  Dallas,  Texas 
Joseph  K.  Acton,  1034  Boulevard  St.,  Shreveport,  La. 
Albert  W.  Everly  Jr  .,  1011  Mcllvaine,  San  Antonio,  Texas 
William  E,  Owen,  2921  Jefferson  Ave.,  El  Paso,  Texas 
Clyde  S.  Mosteller,  522  N.W.  24th,  Oklahoma  City, Okla. 


Jay  Schisel,  3611  Beckham  Drive,  Shreveport,  La. 
Louis  A Barnette,  4801  Linden  St.,,  Bellaire,  Texas 

Holland  C.  Ford  Jr.,  Granite,  Okla. 

Jesse  R,  Parker,  1222  Tyler  Ave.,  Corpus  Christi,  Texas 
Franklin  R.  Kennedy,  2715  Aster  St,,  Dallas,  Texas 

Hubert  M.  Caraway,  Lot  22,  Norwood  Lane,  Austin,  Texas 
Lee  O.  Taylor,  525  South  “C”  Avenue,  Kermit,  Texas 
Edgar  G,  Bowden,  1721  Montrose  Dr.,  Ft.  Worth,  Texas 
Myrl  B.  Patterson,  4205  Stanhope  Ave.,  Dallas,  Texas 
Floyd  L.  Adkins,  Lake  Olney,  Route  2,  Olney,  Texas 

Nathan  L.  Carriere,  Livonia,  La. 

Gladman  W.  Upchurch,  17th  At  Catus,  Silver  City,  N.  Mex 
Bernard  B„  Thorn,  601  E.  Main,  Cuero,  Texas 

William  M.  Canterbury,  Govt.  Quarters  1602,  Sandia 
Base,  Albuquerque,  N.Mex. 

Paul  O.  Gose,  2310  Ninth,  Wichita  Falls,  Texas 

J.  D.  Pritchett,  1614  ML  Lake  Rd.,  Dallas  8,  Texas 
John  M de  Ben,  1710  Audubon,  New  Orleans,  La. 

Charles  Cerba,  1110  Barcelona  Ln.,  Santa  Fe,  N.  Mex 

Grady  B.  Ellis,  1921  Henderson,  Rusk,  Texas 

John  H.  Connell,  1519  East  Dunnam,  Hobbs,  N.  Mex. 

Alan  G Wood,  3912  Mattison,  Fort  Worth  7,  Texas 

Stuard  C Lesley,  6206  Llano  St.,  Dallas,  Texas 

Ernest  W.  McNeil  Jr.,  1830  Walnut,  Baton  Rouge,  La. 

Herman  O.  Harrison,  1822  Huntingdon,  Dallas  16,  Texas 
George  Ande,  1808  NW  12th  Street,  Oklahoma  City,  Okla. 
William  C.  Hahn,  2122  South  Dewey,  Bartlesville,  Okla. 
Arthur  J,  Hill,  1614  Enfield  Road,  Austin,  Texas 

Robert  E Shank,  964  Harding  St.,  Jackson,  Miss. 

Charles  F.  Martin,  Lot  33  B1  34,  Devme,  Texas 

Holmes  Crisp,  517  Barnes  Ave.,  Alva,  Okla. 

Richard  J.  Cheatham,  1613  27th  St,,  Lubbock,  Texas 
Lewis  C Anderson,  2 Auburn  Ave.  , Natchez,  Miss, 

Kenith  L„  Ballard,  2217  Morse  St.,  Houston  6,  Texas 
Jos eph  G , Rountree  Jr , , 433 3 Southwestern  B1 . , Dallas  5 .Texas 
Clarence  A.  Taylor,  2308  Saunders  Av„,San  Antonio,  Texas 
James  C.  Taylor,  802  West  Elm  Street,  Olney,  Texas 

Earl  H.  Boswell,  204  Bradford,  Orange,  Texas 

Alden  X.  Boddeker,  3012  Wichita  Ave,,  Houston,  Texas 
William  R.  Cate  Jr.,  Route  4,  Austin,  Texas 

Osborne  C Palmer,  Municipal  Airport,  Tyler,  Texas 
Winborn  N Jenkins,  Rising  Star,  Texas 

Eugene  L.  Miller,  336  White  Oak  Drive,  Minden,  La. 
Joseph  W.  Bartlett,  500  West  Brown,  Ennis,  Texas 

William  H.  Massey,  RFD  2,  Berry  ville,  Ark. 

James  O.  Gann,  118  West  Texas  Street,  Denison,  Texas 
Dayle  S.  Odell,  2209  West  Ave.  “L”,  San  Angelo,  Texas 
Donald  C.  Bowman,  5546  East  4th  Terrace,  Tulsa,  Okla. 

James  F.  Burnes,  231  N Marsalis  Ave  , Dallas,  Texas 
Arthur  J.  Riely,  1508  »Treadwell,  Austin,  Texas 

Paul  W,  Ross,  P.  O.Box  553,  Fayetteville,  Ark. 

John  H.  Curry,  3719  Miramar,  Dallas  5,  Texas 

Morris  G„  Dundee,  4107  South  Detroit,  Tulsa,  Okla. 

Howard  E,  Griffith,  Edgewater  Gardens,  Monroe,  La 
Oscar  W.  Redwine,  235  Mobile  Ave  , Fort  Arthur,  Texas 
Edward  F.  Bray,  506  Holsen,  Poteau,  Okla. 

Merle  Saxon,  3524  S.  Henderson  St.,  Ft  Worth,  Texas 
Edmund  Serur,  203  West  Hutchinson,  San  Marcos,  Texas 
Fay  C.  Hardeman,  620  Eleventh,  Lake  Charles,  La 
George  E.  Serrill  Jr.,  461  Avenue  “H”,  Newgulf,  Texas 
John  W Thomas,  Shelby,  Miss. 

Charles  L.  Riemar,  1024  S.  Haddon  St.,  El  Reno,  Okla 
Charles  A.  Francis,  7401  Satsuma  St.,  Houston  12,  Texas 
Richard  K.  Brown,  410  West  Yandell,  El  Paso,  Texas 
Charles  G.  Prior,  2224  Hillcrest  St.,  Ft  Worth,  Texas 
Kenneth  H.  Crisp,  517  Barnes  Ave  , Ala,  Okla 

Donald  A.  Yaap,  5938  Vickery  Blvd.,  Dallas,  Texas 

William  C,  Ellis,  5326  Nakoma  Drive,  Dallas,  Texas 

Joseph  F.  Doran,  7113  Hemlock  (12),  Houston,  Texas 
James  M.  Headrick,  704  Grant  St.,  Clarendon,  Texas 

Robert  A.  Gauldin,  320  South  Tenth  Street,  Enid,  Okla. 

Frank  E„  Jackson,  301  Elm,  Pasadena,  Texas 

Jack M Harkins,  1109  N Miller  Blvd.,  OklahomaCity,  Okla. 
James  O'Donnell,  3104  Ave.  P|,  Galveston,  Texas 

Howard  C,  Lowen,  1126  N,W.  30th,  Oklahoma  City,  Okla 

Arnold  W Stewart,  3528  Avenue  R.,  Galveston,  Texas 
Emmett  Simmons,  Box  463,  Clarendon,  Texas 

Grady  L.  Hardin,  206  W.  Washington  St.,  Camden,  Ark. 
Richard  M.  Weeks,  3210  Culver,  Dallas,  Texas 

William  B Henderson,  326  West  Court,  Piggott,  Ark. 

Ray  J.  Morrow,  2911  Barnard,  Waco,  Texas 
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W5CQA  Louis  S„  Hicks,  110  Frazier  Street,  Conroe,  Texas 

W5CQF  Walter  E.  Bornemann,  1630  Arabella  St.  -.  New  Orleans,  La. 
W5CQI  Donald  C.  Larson,  1308  Aldrich,  Houston,  Texas 

W5CQJ  Raymond  C Coker,  521  Mitchell  Avenue,  Jackson,  Miss. 

W5CQL  David  W.  Yarborough,  207  South  Penn,  Roswell,  N.Mex. 

W5CQO  Paul  T.  Libby  Jr.,  6830  Woodard,  Dallas.  Texas 

W5CQQ  Raimunt  J.  Machu,  3109  Parrott  Ave.,  Waco,  Texas 
W5CQT  Wilson  Ruppenthal,  RFD  A-l,  Box  117,  Goltry,  Okla. 
W5CQU  George  Mayfield,  4520  Martha  Lane,  Fort  Worth , Texas 
W5CQY  John  G.  Clark,  123  Carthage  Court,  San  Antonio,  Texas 
W5CRE  Wendell  L.  Neil,  721  W.  71st  St.,  Shreveport,  La. 
W5CRI  Loyd  J LeBlanc,  411  Kayton  Ave.,  San  Antonio,'  Texas 
W5CRM  Otto  J,  Nilson,  4725  East  Side  Avenue,  Dallas  1,  Texas 
W5CRV  Harry  L.  Arnold,  5512  Warrington  Dr.,  New  Orleans,  La. 
W5CSD  Joseph  Hotard  Jr.,  Sorrento,  x La. 

W5CSE  William  H.  Sanders,  1901  S.  Chilton  Ave.,  Tyler,  Texas 

W5CSJ  Leroy  J.  Korges,  1712  N„  Pine  St.,  San  Antonio,  Texas 

W5CSU  B.  Whitfield  Griffith  Jr.,  6502  Wofford  Ave.,  Dallas,  Texas 
W5CT  James  N.  Barlcay,  8th  & Colorado  Sts.,  Austin,  Texas 

W5CTA  Russell  R.  Phelps,  321  S.  Drive,  Beaumont,  Texas 

W5CTG  John  C.  Eckhart,  3226  West  34th  Street,  Sandia  Base, 

Albuquerque,  N.Mex. 

W5CTM  Paul  H.  Daniels,  305  24th  S.E.,  Paris,  Texas 

W5CTP  William  D„  Ready,  Box  701,  Walker  AFB,  Roswell,  N.  Mex. 
W5CTS  Octave  O.  McBride,  4117  Normandy  Ave.,  Dallas,  Texas 
W5CTX  Chester  A.  Churchwell,  3909  Curtis,  Houston  9,  Texas 

W5CU  E.  Harvey  Cunningham,  Box  55,  Zapata,  Texas 

W5CUA  Albert  L,  Burke,  1034  N.  Trinity  St„,  Decatur,  Texas 

W5CUB  DeLake  Bowen,  105  Bowen,  Tupelo,  Miss, 

W5CUH  William  A Gabbart  Jr,  Durham,  Okla. 

W5CUU  Charles  A Ray,  2828  Poplar  Springs  Dr.,  Meridian,  Miss. 
W5CUY  James  L.  Hunter,  512  August,  El  Campo,  Texas 

W5CV  Darrell  M.  Davis  1707  31st  St.,  Lubbock,  Texas 

W5CVB  Wilbur  H.  Crumbaker  Jr.,  RFD  1,  Box  92,  Roanoke,  Texas 
W5CVF  Eugene  W.  Smith,  1028  Tulane  Street,  Houston  8,  Texas 
W5CVJ  Cecil  K.  Farris,  1325  Campbell  Rd.,  Oklahoma  City,  Okla. 
W5CVN  William  U.  Griffith  Jr..,  109  Munford  St.,  Houston  8,  Texas 
W5CVQ  David  Harrell  Jr.,  4700  Bull  Creek  Rd  , Austin,  Texas 

W5CVW  William  F.  Bonnell,  3820  Hamilton  Dr.,  Fort  Worth,Texas 
W5CW  William  T.  Freeland,  RFD  2,  New  Orleans,  La.. 

W5CWB  Leon  W.  McCreight,  N.  Iowa  St  ,;  Irving,  Texas 

W5CWE  James  W.  Potts,  3004  Monroe,  Amarillo,  Texas 

W5CWJ  William  Reid  Jr.,  1823  Colquitt  St.,  Houston,  Texas 

W5CWP  Joseph  L.  Reiffin,  700  Commerce  Street,  Dallas,  Texas 

W5CWS  Ernest  C.  Williams,  Silsbee,  Texas 

W5CWU  David  C.  Wilson,  938  W.  42nd  St.,  Houston,  Texas 

W5CWV  Henry  C.  Wilson,  732  E.  12i  St.,  Houston,  Texas 

W5CWX  Thompson  J„  Simpson,  504  Arabella  St.,  New  Orleans  15,  La. 

W5CWY  John  G.  Lewis,  704  Fredonia,  Muskogee,  Okla. 

W5CX  Louis  C Skipper,  210  Palm  Blvd.,  Brownsville,  Texas 
W5CXA  Jack  Lipscomb.  2736  Dalrymple  Dr  , Baton  Rouge,  La. 

W5CXD  Morris  E . Ohsfeldt,  1027  Waverly  St.,  Houston,  Texas 

W5CXE  Kenneth  *V.  Cochran,  1424  N.E . 12th  St.,  Oklahoma  City, Okla. 
W5CXP  Sidney  S.  Pipkin,  Star  Route,  Broadview,  N.  Mex 

W5CXQ  Harold  J.  Ballam,  1926  Benefit  Street,  New  Orleans,  La. 

W5CXS  William  W.  Basden,  35  Honeydale  Rd.,  Brownsville,  Texas 
W5CY  Gordon  G.  Ash,  109  S.  Ravinia  Dr.,  Dallas  11,  Texas 
W5CYF  Edwin  B.  Robertson,  Bonita,  La. 

W5CYG  Lawrence  C.  McArthur,  KECK  Trans.  Bldg,,  Odessa, Texas 
W5CYI  Jesse  A Marcel,  Roswell  Army  Air  Field,  Roswell,  N.  Mex 
W5CYJ  Howard  A.  Maxwell,  100  Lamar  St.,  Terrell,  Texas 

W5CYK  Gustavus  B.  Moore  Jr  , 1806  Kessler  Blvd,,  Dallas,  Texas 
W5CYS  Glenn  C.  Divelbiss,  3417  Idalia  St.,  El  Paso,  Texas 

W5CYT  Howard  C,  Dillon,  312  S.  Brighton  Ave.,  Dallas,  Texas 
W5CYV  Thomas  J„  Pitman,  103  West  Eighth  Street,  Dewey,  Okla. 
W5CYW  Weston  L.  Shadow,  Dubberly,  La, 

W5CYX  Pryer  C.  Smith,  301  N.  Independence,  Amarillo,  Texas 
W5CYY  Edward  C.  Spangler,  213  S.  Oak  St.,  Shawnee,  Okla. 

W5CZ  Matthew  H.  Gaston,  5422  Fontainbleau  Drive, 

New  Orleans,  La. 

W5CZB  Jerry  J.  Soukup,  Mountain  Park,  Okla, 

W5CZF  Louis  A.  Bauer  Jr.,  14  Zaragosa,  Brownsville,  Texas 
W5CZJ  Gilbert  J.  Boudreaux,  3135  Dumaine  St.,  New  Orleans,  La. 
W5CZR  Forrest  A.  Caskey,  909  South  Neches,  Coleman,  Texas 
W5CZZ  Frederick  T.  Brewer,  803  Griffith  Ave,,  Terrell,  Texas 
W5DA  James  L.  Young  Jr.,  4425  Bordeaux,  Dallas  5,  Texas 

W5DAA  Henry  L.  Brewer,  11  Avenue  "B”,  Kingsville,  Texas 

W5DAD  Alva  R.  Wilson,  812  N.  Kansas,  Roswell,  N.  Mex 

W5DAH  Hubert  H.  Patterson  Jr.,  3079  P 34th  Street, 

Sandia  Base  Br„,  Albuquerque,  N.  Mex. 

W5DAK  Hubert  L.  Camp,  Wetumka,  Okla. 

W5DAM  Henry  W.  Nelson,  2138  Anson  Rd.,  Dallas,  Texas 

W5DAQ  John  A.  Swanson,  624  Louisiana  Ave.,  Corpus  Christi,  Texas 
W5DAS  N.  C.  Settle,  QSL  to  W5MNL 

W5DAW  Robert  K Walters.  3142  Oakdale,  Houston,  Texas 

W5DB  Walter  C,  Putnam,  Shell  Pipe  Line  Camp,  McCamey, Texas 

W5DBE  LeRoy  B.  Lomas,  4626  Bradshaw,  Dallas,  Texas 

W5DBF  Reybern  D.  Huffman,  446  McKee  Court,  Orange,  Texas 
W5DBN  Marion  J.  Chelkowski,  1201  Corpus  Christi,  Laredo,  Texas 
W5DBR  Edward  A.  Moory,  Main  Street,  DeWitt,  Ark. 

W5DBS  Clarence  H Flowers,  Sour  Lake,  Texas 

W5DBT  Charles  H.  Dobbins,  3313  Milton  Ave.  , Dallas,  Texas 

W5DC  Cecil  E.  Bland,  109  Carrollton,  Shreveport,  La. 

W5DCM  Edward  L Kenyon,  3902  Cheyenne  Terr  , Amarillo,  Texas 
W5DCN  Hoyt  R Warren  Jr.,  148  Park  Ave  , Lake  Charles,  La. 
W5DCP  Robert  H.  Wallace,  Route  2,  Box  328-F,  San  Antonio,  Texas 
W5DCR  George  Tolle,  141  Lorita  Drive,  San  Antonio,  Texas 

W5DCS  John  D.  Vance,  612  Blanco  St.,  Austin,  Texas 

IV5DCV  William  N.  Broman,  2106  Arpdale,  Austin,  Texas 

W5DDC  Herbert  E.  Leo,  1420  Hawthorne,  Houston,  Texas 

W5DDH  Jesse  J Hill,  914^  N.  Kentucky,  Oklahoma  City,  Okia. 
W5DDI  George  W.  Holt,  2216  East  5th  Place,  Tulsa,  Okla. 

W5DDJ  Garth  L,  Johnson,  1428  23rd  St.,  Galveston,  Texas 

W5DDP  William  D„  Reed,  Cor.  of  Austin  & Pegram,  Holland,  Texas 
W5DDX  Roy  E Finley,  2508  Helena  St  , Houston,  Texas 

W5DE  Willard  L.  Kline,  2922  Frankfort  Street,  El  Paso,  Texas 
W5DEH  Roy  Rust,  Waring,  _ Texas 

W5DEJ  John  T.  Davis  Jr.,  2215  28th  Avenue,  Meridian,  Miss. 
W5DEL  Neill  G.  Carpenter,  821  Clemont,  Lake  Charles,  La. 
W5DEN  Lloyd  R.  Tipton,  Sandia  Base,  Albuquerque,  N.  Mex 

W5DEP  Jesse  L Norvell,  1312  Pine  St.,  Dalhart,  Texas 

W5DER  Harry  L.  Watkins,  1600  Sheldon,  Clovis,  N Mex. 

W5DES  Weldon  M.  Vogt,  1103  25th  St.,  Galveston,  Texas 

W5DET  William  B.  Teitzel  Jr.,  1102  W.  Randolph,  Enid,  Okla. 
W5DEW  Mary  G.  Palmer,  3109  14th  St.,  Port  Arthur,  Texas 

W5DF  Arthur  D Mayo  Jr.,  1914  West  Capitol  St.,  Jackson,  Miss. 
W5DFC  Ralph  W.  Engelhardt,  223  W.  32nd  St.,  Houston,  Texas 
W5DFK  Robert  S.  Alexander,  Dundee,  Miss. 

W5DFN  Reagan  L Mathis,  1314  Fifth,  Port  Arthur,  Texas 

W5DFO  Frank  J.  Milton,  3909  Penrod  Avenue,  Dallas,  Texas 

W5DFR  Emory  G.  Lux,  3312  N.W.  21st  St.,  Oklahoma  City,  Okla. 
W5DFU  Warren  J.  Weldon,  2530  E 25th  St.,  Tulsa,  Okla. 

W5DFX  Jewell  C.  Bennett,  500  North  Center  Street,  Lonoke,  Ark. 
W5DFY  Edmund  J.  Billingsley,  2106  Main  St  , Little  Rock,  Ark. 
W5DFZ  Harold  W.  Harrison,  1002  Parker,  Little  Rock,  Ark 

W5DG  Russell  E.  Curry.  2121  N.W.  34th,  Oklahoma  City,  Okla. 
W5DGB  George  Hidalgo,  220  Railroad  Ave  , Plaquennne,  La. 
W5DGE  Charles  B.  Palmer  Jr.,  267  Leo  Ave.,  Shreveport,  La. 
W5DGF  Charles  A.  Perry,  1 109  N Miller  Blvd  , Oklahoma  City,  Okla. 
W5DGL  Vincent  W.  Robinson,  1706  West  28th,  Pine  Bluff,  Ark 
W5DGV  William  E.  Maddox,  2311  Valmont  St.,  New  Orleans,  La. 
W5DHE  Clifford  Ratliff,  2938  Fail-fields  Ave.,  Baton  Rouge,  La. 
W5DHG  James  L Tucker,  1609  Vaughn  St.,  Pine  Bluff,  Ark. 

W5DHH  Arthur  E.  Maus,  2457  Trichel,  Bossier  Citv.  La. 
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David  Overton  Jr.,  1709  West  30th,  Austin,  Texas 

Garber  H.  Dyess,  203  Brown  St„,  Columbus,  Miss, 

Grover  C.  Tuley  Jr,,  2208  W.  Road,  Little  Rock,  Ark. 

V.  O.  VanDusen,  5223  I St,,  Little  Rock,  Ark, 

Robert  T.  Bradford,  406  E.  Seventh  St,,  Little  Rock,  Ark. 
Bundy  J.  Wray,  4012  Amherst,  Houston,  Texas 

Joe  W.  Woods,  RFD  4,  Marshall,  Texas 

Glaveston  Amateur  Radio  Club,  Marvin  W.  Watson, 

YMCA,  707  Tremont  St.,  Galveston,  Texas 

Malcolm  D.  Rains,  Pleasant  Hill,  La. 

DeWitt H. Holder,  1915  Bodenger  Blvd„,  New  Orleans,  La. 
Grant  C,  Pfeil,  Curtis  St.,  Schertz,  Texas 

Elmer  L.  Gilmore,  909  West  Palestine,  Rusk,  Texas 
Thomas  S.  Depew,  122  E.  Broadway,  Enid,  Okla 

Herbert  E.  Eversole,  420  E,  Dewey,  San  Antonio,  Texas 
Willie  V.  Hearne,  1604  Sabine  St.,  Austin,  Texas 

Arthur  J.  Middleton,  134  Yarmouth  St.,  Dallas  8,  Texas 
William  F.  Thompson  Jr.,  2015  Tennessee  St..  Dallas,  Texas 
William  F.  Semple,  1109  Woodward,  Tulsa,  Okla. 

Clovis  L.  Bailey,  RFD  2,  Crowley,  La. 

Frank  J.  Hanus  Jr.,  1111  Niagara,  Houston,  Texas 

Francis  C.  Shepard  Jr.,  Box  995,  Rodeo,  N.  Mex 

Eugene  H.Treada  way,  3547DeSaixBl.,  New  Orleans  i9,La. 
Alvis  H.  Gardner,  428  N.  Field  St.,  Cleburne,  Texas 
Joseph  C„  Wallis,  2406  Kelly  St.,  Gulfport,  Miss. 

John  L.  Hamner,  1504  W.  Ninth  St.,  Austin,  Texas 

Robert  W.  Massey,  993  Peavy  Road,  Dallas,  Texas 

Clarence  A.  Richter,  Odem  & Market  Sts.,  Sinton,  Texas 
Frank  A.  Smiley,  3414  Grove,  Dallas,  Texas 

Ansyl  D.  Eckols,  5506  Auden  St.,  Houston  5,  Texas 

Cleo  H.  Vannoy,  1918  West  Sycamore,  Denton,  Texas 

Gilbert  G.  Ocker,  Box  207,  RFD  1,  Ballinger,  Texas 

Lee  Toothman,  Overton,  Texas 

Frank  Wilson  Jr.,  Harwood  Road,  Gonzales,  Texas 


Shannar  A.  Whitsett.Apt.  716E,Howzeville,Gainesville.  Texas 


Elmo  P.  Crossno,  8707  Forest  Hills  Blvd.,  Dallas,  Texas 
Willard  W.  Travland,  712  E.  .12th  St.,  Sweetwater,  Texas 
Edwin  G.  Fehrenbach,  1520  Commerical  Avenue, 

San  Antonio  4,  Texas 

Roscoe  O.  Little,  West  First  St=,  Fabens,  Texas 

Charles  B.  Buddecke,  3515  Tenth  St.,  Port  Arthur,  Texas 
Homer  E.  Stevenson,  Boothe  Lane,  Austin,  Texas 

Joseph  E.  Harrington,  4028  29th  Ave.,  Meridian,  Miss. 
EdwardS.  Zierath,  4607  Hastings  Street,  El  Paso,  Texas 
James  E.  King,  3331  Seventh  Street,  Meridian,  Miss. 

Tucker  J.  Thibodaux,  1201  29th  Avenue,  Meridian,  Miss. 
H.  Leon  McClurkin,  Box  396,  Spur,  Texas 

Carl  F.  Butcher,  Hamlin,  Texas 

Henry  L.  Borden,  2109  Kipling,  Houston,  Texas 

Charles  L.  Culley,  Church  St.,  Melville,  La. 

Edmund  M.  Karcher,  209  Patton  Ave.,  Hattiesburg, Miss. 
Howard  M.  Sutton,  610  Rockwood  St.,  Dallas,  Texas 

Donald  F.  Holaday,  4217  Wycliff,  Dallas,  Texas 

James  L.  Norman  Jr.,  7210  Gillen  St.,  Houston  12,  Texas 
Firmin  M„  Fiolle,  2301  Marigold  St.,  Fort  Worth,  Texas 
Frederick  H.  Hooper  Jr.,  263  Pennsylvania  Street, 
Shreveport,  La. 

Oscar  N.  Travland,  Travland  Airport,  Beeville,  Texas 

Felix  Boizelle,  2255  Kleinert  Ave.,  Baton  Rouge,  La. 
Evan  C.  Rentfrow.  Brownsville,  Texas 

Wm.  J.  Simpson,  3613  Cambronne  St.,  New  Orleans,  La. 
Charles  W.  Tittle,  120  Welch  Street,  Denton,  Texas 

Madie  E.  Eidson,  1309  N.  Second  St.,  Temple,  Texas 
Aubra  E.  Tilley,  303  Quapaw,  Bartlesville,  Okla. 

Nathan  Blum,  423  Main,  Palacios,  Texas 


Samuel  B.  Leslie  Jr,,  122  East  3rd  St,,  Okmulgee,  Okla. 
Floyd  H.  R.  Smith,  2345  Glenwood  Dr.,  Port  Arthur,  Texas 
Yetivd'Teev”  Matthias,  P.O.Box  548,  State  College,  N,  Mex, 
James  V.  Shipley,  32nd  St.,  & Hollaway Av.,  Okla.  City,  Okla. 
Kenneth  A,  Snarr  Jr.,  2020  N.E.  18th  St.,  Oklahoma  City ,Okla. 


Allen  J.  Christmas,  Box  56,  Holly  Ridge,  La. 

Grent  W.  Moore,  RFD  11,  San  Antonio,  Texas 

Eugene  M.  Roberts,  3621  S.  Fitzhugh  Av.,  Dallas,  Texas 
George  H.  Steed,  114  East  Barraque  St., Pine  Bluff,  Ark. 
Edgell  D.  Bales,  Bldg.  105,  “A"  Street,  Sandia  Base, 
Albuquerque,  N.Mex. 

Clifford  Stephens,  P.  O.  Box  360,  Tom  Bean,  Texas 

John  L.  Stockton,  309  E.  Benton  St.,  Siloam  Springs.  Ark, 
Weldon  W.  Webb,  2479  Hazel  Street,  Beaumont,  Texas 

Victor  H.  Cobb,  604  W.  Fourth  St.,  Hope,  Ark. 

Walter  B. Storey,  U.S.Veterans  Hospital,  Legion,  Texas 

Arthur  E.  Lippert,  210  W.  Elmview,  San  Antonio,  Texas 
Hubert  F.  Nelson,  404  No.  Roosevelt  St.,  Lamesa,  Texas 
John  S.  Anderson,  1304  W.  19th,  Pine  Bluff,  Ark. 

William  A.  Boon,  220  Bilmarsan  Drive,  Biloxi,  Miss. 

Marvin  W.  Watson,  2024  Avenue  "M”,  Galveston,  Texas 
Frank  K.  Work,  417  W.  Yandell,  El  Paso,  Texas 

Hendrick  J.  Arnold  Jr.,  RFD  1,  Fayetteville,  Ark. 

Thomas  E.  G.  Abbott,  535  Astor  St.,  San  Antonio  10,  Texas 
Harold  E.  Kent,  418  Stephenson  St.,  Shreveport,  La. 
Elbert V. Winningham,  2540 N.W.  25thSt.,  Okla.  City,  Okla. 
Hegar  C,  Kriegel,  4152  Coleridge,  Houston  5,  Texas 

Louis  J.  du  Treil,  204  Homedale  Ave.,  New  Orleans,  La. 
Martin  R.  Hullender,  222  S.  16th,  Frederick,  Okla. 

Otto  L.  Pietzner,  Kemah,  Texas 

Clarence  Vick,  201  No.  Fulton  Street,  Wharton,  Texas 
Mrs.  Wayland  M.  Groves,  1406  W.  12th  St.,  Odessa,  Texas 
Harry  J.  Pfrehm,  3712  Bradley  St.,  Houston,  Texas 
Donald  H.  Blodgett,  620  West  Semmes  St.,  Osceola,  Ark. 
James  G.  Baker,  2215  31st  St.,  Lubbock,  Texas 

Riley  W.  Abercrombie,  813  Laird  Ave.,  Kilgore,  Texas 
Samuel  G.  Apple,  220  Monroe,  Lonoke,  Ark 

George  B.  Bean,  4821  Kavanaugh,  Little  Rock,  Ark. 

Claude  Glasson,  Portland,  Texas 

James  A.  Wilson,  2305  Silver  St.,  El  Paso,  Texas 

Louis  A.  Stafford,  1611  S.  17th  St.,  Fort  Smith,  Ark. 
Herschel  S.  Peake,  2041  Clinton  Ave.,  Abilene,  Texas 


Dave  Ablowich  Jr.,  725  W.  Kleberg  Ave.,  Kingsville, Texas 
Edward  T.  Jurney,  Post  Office  Box  433,  Los  Alamos,  N.Mex. 
Mabron  K.  Dillon,  116  N.  Monroe  St.,  Little  Rock,  Ark. 
Adrian  L.  Degraffenreid,  904  S.  Johnson,  Big  Springs, Texas 


Robert  W.  Hinson,  122  N.  Tin,  Deming,  N.  Mex 

Rex  Flowers,  2760  Cedar,  Abilene,  Texas 

Hershal  H.  Speer,  232  Ingram  Street,  Shumaker,  Ark. 
Norman  C,  Finney,  4125  University  Blvd.,  Dallas  5,  Texas 
Philip  H.  Bloom,  8 Wales  Drive,  Brownsville,  Texas 
Louis  E.  Howell,  Box  613,  Vivian,  La. 

Edwin  E.  Brod,  RFD  1,  Cameron,  Texas 

William  L.  Wickett,  RFD  10,  Box  270,  Tulsa,  Okla. 

Cortlandt  McCoy,  308  Anderson,  West  Monroe,  La. 
Samuel  L.  Parrish,  335  Alexander,  Jackson,  Miss. 

Clyde  B.  Trevey,  2555  Pierce,  Beaumont,  Texas 

Andrew  J.  Floyd,  Richardson,  Texas 

Roy  A.  Swale,  5810  N.W.  39th  Street, Oklahoma  City,  Okla. 
Walter  O.  Andersen,  704  Illinois,  Weslaco,  Texas 

Robert  C.  Harper,  1424  Eagle  Dr.,  Fort  Worth,  Texas 
Arthur  L.  Smith,  410  E.  Jefferson  St., Siloam  Springs,  Ark. 
Charles  W.  Knight,  8706  Diceman,  Dallas,  Texas 

Charles  S.  Fleming,  Forrest  City,  Ark. 

Robert  J.  Fulwiler,  3000  Windsor  Ave.,  Waco,  Texas 
Paul  E.  Dudley,  534  Harrison,  Trumann,  Ark. 

Wayne  R.  Chitwood,  224  Henderson  Av  ,Hot  Springs,  Ark. 


Charles  P.  Belian,  2617  Niagara  St.,  Corpus  Christi,  Texas 
James  E.  Schubert,  2404  Timberline  Dr..  Ft.  Worth,  Texas 


W5DYZ  Jack  E.  Prather,  4107  LaLuz  St.,  El  Paso,  Texas 

W5DZ  William  P.  Clarke,  2M  Robinson  Road,  Waco,  Texas 

W5DZA  Wm.  H.  Allen,  707  W.  Dickinson  Blvd.,  Ft.  Stockton,  Texas 
W5DZG  Paul  H.  Cranford,  RFD  7,  Hattiesburg,  Miss. 

W5DZI  Clarence  W.  Talafuse,720  W.  Avenue  “J”, San  Angelo,  Texas 
W5DZK  Dallas  J.  Stickler,  600  W Poplar  St.,  Paragould,  Ark. 
W5DZS  Chas,  W. Walker,  1025  N.W.  32nd  St,  Oklahoma  City,  Okla. 
W5EA  Leo  V.  Brians,  6th  William,  Carlisle,  Ark. 

W5EAE  Phillip  E.  Champion,  1209  Park,  Laredo,  Texas 

W5EAK  Milo  F.  Hawkins,  South  Coffeyville,  Okla. 

W5EAL  Harry  A.  Keep,  1110  Winbern  St.,  Houston,  Texas 

W5EAM  William  H.  Becker  Jr.,  2360  Rice  Blvd.,  Houston,  Texas 
W5EAN  Howard  M. Cornell  Jr. ,1303  Kayton  Ave., San  Antonio, Texas 
W5EAS  Ralph  Ratcliff,  821  W.  St.  Francis,  Brownsville,  Texas 
W5EAV  Ray  E.  Hughes,  202  “D”  S.E  , Childress,  Texas 

W5EAX  Thomas  G.  Hubbard,  Route  3,  Tahlequah,  Okla. 

W5EAY  Sireno  E.  Bowers,  RFD  1,  Alfalfa  Plantation,  Boyce,  La. 
W5EB  Marvin  M.  Hill,  107  Filer,  Monroe,  La. 

W5EBD  J.  Clyde  White,  720  N.  Van  Buren  St.,  Little  Rock,  Ark. 
W5EBF  Rupert  H.  Beatty,  Newton,  Miss. 

W5EBI  Eugene  K.  Schmuck,  RFD  4,  San  Benito,  Texas 

W5EBL  James  T.  Hall  Jr.,  Rockport,  Texas 

W5EBM  Leonard  A.  Meyer,  274  Liberty,  New  Braunfels,  Texas 
W5EBN  Raymond  M.  Mickle  Jr.,  5009  Lovell  St.,  Ft.  Worth,  Texas 
W5EBO  Robert  S.  Bryant,  1308  32nd  St,,  Lubbock,  Texas 

W5EBP  Marcus  H.  Lovelady,  2110  18th,  Corpus  Christi,  Texas 
W5EBS  James  F.  Fouts,  4801  Trowbridge  St.,  El  Paso,  Texas 
W5EBT  Charles  L.  Jeffers,  514  W.  Lynwood,  San  Antonio,  Texas 
W5EBV  Fred  C.  Hammond,  3970  Cambronne,  New  Orleans.  La. 
W5EBW  Marvin  L.  Farris,  3232  Baylor,  Fort  Worth,  Texas 

W5EBX  Robert  N,  White,  1130  West  Ashby  PL,  San  Antonio  1, Texas 
W5EC  Earl  R.  Peters,  2609  So.  Tyler  Street,  Little  Rock,  Ark. 
W5ECA  Robt.  W.  Swinney,  1128  N.W.  28th  St.,  Oklahoma  City, Okla. 
W5ECB  Louis  J.  Smykal,  1419  Fairwood  Road,  Austin,  Texas 
W5ECE  James  A.  Smith,  425  Walnut  Street,  Ranger,  Texas 

W5ECT  Albert  L.  Cater  Jr.,  1040  Euclid  Ave.,  Laurel,  Miss, 

W5ECU  Gowan  L.  Cecil,  4001  Windsor  Ave.,  Dallas  5,  Texas 

W'5ECV  Edward  H.  Currie,  Mayhew  Rd.,  Starkville,  Miss. 

W5ECY  Howard  _P.  Black,  Court  Street,  Ellisville,  Miss. 

W5EDB  Jack  L.  Caruth,  4407  Munger  Ave,,  Dallas,  Texas 

W5EDC  Donald  F.  Easterwood,  1018  S.  Edgefield,  Dallas,  Texas 
W5EDI  William  R.  Griffin,  Seymour,  Texas 

W5EDO  Edwin  S.  Bones,  Star  Route  A,  Austin,  Texas 

W5EDV  Gray  Moore,  434  S.  Barnett  St.,  Dallas,  Texas 

W5EDW  Howard  R.  Dreggors,  3427  Wylie  Street,  Dallas,  Texas 
W5EDX  H.  Jordan,  Route  2,  Box  208-Z,  San  Antonio,  Texas 
W5EDY  Wilfred  B.  White,  103  Maryland  Dr.,  New  Orleans,  La 
W5EEB  Evert  L.  Hensley,  2626  Fernwood  Ave.,  Dallas,  Texas 
W5EEF  James  E.  Chilton,  1429  Violet  St.,  Vernon,  Texas 

W5EEJ  George  E„  Pitts,  2406  Vance,  Little  Rock,  Ark. 

W5EEL  Woods  D Johnson,  Highway  62,  Oklahoma  City,  Okla. 
Wr5EEN  Eugene  V.  Anderson,  400  Lamar  St.,  Holland,  Texas 
W5EER  William  J,  Yount,  RFD  3,  Mesquite,  Texas 

W5EEV  Weeks  T.  Harrison,  7447  HampsonSt.,  New  Orleans  18,  La. 
W5EEW  George  S.  Rooker,  Greenville  Road,  Dallas,  Texas 

W5EEX  George  O.  Leediker,  1133  Dorothy,  Houston,  Texas 

W5EEY  RichardW.  White,  1745  Brownlee  Blvd., Corpus  Christi, Texas 
W5EFB  James  B.  Jeffries,  5405  Aspen  Street,  Bellaire 

Station,  Houston,  Texas 

W5EFC  William  Schmitz,  4107  Falls  Drive,  Dallas  11,  Texas 
W5EFN  John  R.  Ragland,  866  Elm  St.,  Abilene,  Texas 

W5EFX  John  W.  Spencer,  333  Duncan  Ave.,  Jackson,  Miss. 

W5EFY  Loyal  L.  Lee,  2101  S.W.  29th,  Oklahoma  City,  Okla. 
W5EG  Howard  H.  Davenport,  2925  Daniels  Ave,,  Dallas,  Texas 
W5EGA  Harold  W.  Frank,  711  N.W.  30th  St.,  Oklahoma  City,  Okla. 
W5EGB  Donald  L.  Frans,  1406  East  Richard  St.,  Pasadena,  Texas 
W5EGC  Robert  E.  Brown,  2420  East  14th  Place,  Tulsa,  Okla. 

W5EGE  Samuel  B.  Cain,  221  E Monticello  St.,  Brookhaven,  Miss. 
W5EGG  Oliver  M.  Davidson  Jr.,  Ged,  La. 

W5EGI  Charles  G.  Bakofsky,  3231  Nations,  El  Paso,  Texas 
W5EGJ  H.  Herbert  Key,  RFD  3,  Box  1,  Perryton,  Texas 

W5EGK  Philip  P.  Lynch,  Route  4,  Box  1-A,  West  Monroe,  La. 
W5EGO  Royal  G.  Heckman,  411  W.  Shintaffer  St.s  Britton,  Okla. 
W5EGR  Jack  D.  Gant,  521  Boundry  N.W.,  Ardmore,.  Okla. 

W5EGU  Ely  Primeaux,  1306  Park  Ave.,  Alexandria,  La. 

W5EGX  FranklinC.  Burt,  1900  South  Pierce  St.,  Little  Rock,  Ark. 
W5EGY  Harry  E . Lamport, PO  Bx  4 11,809  Grim  Av., Texarkana,  Ark. 
W5EH  Edward  S.  Mace,  1115  Oxford  St.,  Houston,  Texas 

W5EHC  CarlC  Drumeller,  5824  N.W.  58th  St.,  Oklahoma  City,  Okla. 
W5EHI  Fred  N.  Ward,  908  West  Missouri  Street,  El  Paso,  Texas 
W5EHR  Norman  P.  Jessup,  2213  N.W.  34th,  Oklahoma  City,  Okla, 
W5EHU  Elvin  J.  Snyder,  3416  S.  Harvey,  Oklahoma  City,  Okla. 
W5EHY  John  E.  Hawkins  Jr.,  Sallisaw,  Okla. 

W5EI  Forrest  H.  Ward,  8222  Harding  St.,  Houston  12,  Texas 
W5EIB  Richard  C.  Hall,  2820  Bellaire  Blvd.,  Houston  Texas 
W5EID  Samuel  L.  George,  RFD  3,  Perryton,  Texas 

W5EIF  James  R.  King,  1114  E.  Francis,  Pampa,  Texas 

W5EIH  Arvel  H.  Edwards,  3612  N.W.  14th,  Oklahoma  City, Okla. 
W5EIJ  Lester  L.  Woosley,  Carlisle,  Ark. 

W5EIO  Kenneth M.  Jessup,  5929  N W.  52nd  St  , Oklahoma  City,  Okla. 
W5EIR  Cecil  M.  Polvado,  321  North  King  Street,  Alice,  Texas 
W5EIS  Joe  B.  Porter,  647  Mcllvaine,  San  Antonio,  Texas 

W5EIV  Frank  M.  Mullen,  210  Easterling  Drive,  Alice,  Texas 
W5EIW  Laurence  C.  Thornton,  2138  Branard,  Houston,  Texas 
W5EJC  William  A.  Guy,  705  Arco  Lane,  Laurel,  Miss. 

W5EJI  John  D.  Sonier,  435  Fulton,  San  Antonio,  Texas 

W5EJR  John  T.  Pennington,  Hondo,  Texas 

W5EJS  King  Ramsey,  1001  West  21st  Street,  Odessa,  Texas 
W5EJT  Eugene  A.  Jank,  2400  Clower,  San  Antonio,  Texas 

W5EJV  Lawrence  F.  Wanja,  804  Shady  Lane,  Dallas.  Texas 
W5EJW  Seymour  E.  Fellerman,  3347  Norwalk  Drive,  Dallas,  Texas 
W5EJZ  Lee  R.  Herbrig,  6301  Washington  Ave.,  Houston,  Texas 
W5EK  Walter  F.  Lenoir  Jr.,  iyi  Lovett  Blvd.,  Houston,  Texas 
W5EKD  John  P.  McRae,  6123  Kenwood  Rd.,  Little  Rock,  Ark. 
W5EKE  Alfred  B.  Long,  RFD  1,  Beaumont,  Texas 

W5EK3  Harry  J.  Stevenson  Jr.,  825  Morrell  St.,  Dallas  16,  Texas 
W5EKK  Gene  R.  Bussey,  1412  R,  Washington  St.,  Amarillo,  Texas 
W5EKO  Joe  H.  Noles,  West  Columbia,  Texas 

W5EKR  John  D Steel,  1008  W.  Cantey  St.,  Fort  Worth,  Texas 
W5EKU  David  L.  Doherty,  Box  563,  Vivian,  La. 

W5EKY  James  P.  Broussard,  924  First  St.,  Morgan  City,  La 
W5ELC  Robb  R.  Stegall,  3217  Hamilton  St.,  Fort  Worth,  Texas 
W5ELE  Billy  R.  Bowen,  3035  Wellington,  Greenville,  Texas 

W5ELF  Albert  J.  Aucoin,  3319  Constance  St.,  New  Orleans,  La. 
W5ELO  Kenneth  W.  Irwin,  1208  Williston,  Pampa,  Texas 

W5ELR  Russell.H.  Dausman,  3703  Jardin,  Houston  5,  Texas 

W5ELU  Lester  B.  Lucy,  1001  S.  Monroe  St.,  Little  Rock.  Ark. 
W5ELX  Vincent  F.  Larrison  3600  S.  High  St.,  Oklahoma  City,  Okla. 
W5EM  Robert  J.  Evans,  226  Orion  Avenue,  Metairie,  La. 

W5EMA  William  J.  Johnson,  116  Fauna,  Houston,  Texas 

W5EME  John  M.  Burke  Jr.,  1315  S.  College  Ave.,  Tyler,  Texas 
W5EMG  Frank  Adam,  3415  Asbury,  Dallas,  Texas 

W5EMH  RoydenR. Freeland,  6113  N.W.  49thSt.,  OklahomaCity,  Okla. 
W5EMI  Davis  B.  Fuller,  BOQ  3 Ft.  Worth  AAF,  Ft.  Worth,  Texas 
W5EMJ  Harold  R.  Kimery,  Prague,  Okla. 

W5EMP  Joseph  D.  Carter,  3816  NW  Liberty,  Oklahoma  City,  Okla. 
W5EMQ  Bennett  Coulson,  2223  Riverside  Dr.,  Houston,  Texas 

W5EMS  Howard  E.  Harry,  8318  Stroelitz  St.,  New  Orleans,  La. 
W5EMV  Lewis  B.  Shaw,  113  E.  Lee  St,  Harlingen,  Texas 

W5EMX.  Herbert  L.  Roper,  1111  Woodland,  Houston,  Texas 

W5EMY  William  A.  Pope,  204  W.  Curtiss  Dr.,  Midwest  City,  Okla. 
W5EN  Johnie  L.  Boulton,  2106  North  Stonewall,  Greenville,  Texas 
W5END  Guy  N.  Whealdon,  1735  W.  Fourth  St.,  Freeport,  Texas 
W5ENE  Ben  F.  Holloman,  Webb’s  Chapel  Rd.,  RFD  5,  Dallas, Texas 


W5ENI  Hilton  W.  Gillett,  Lovington,  N Mex 

W5ENQ  Creswell  C Jones,  Howe,  Texas 

W5ENX  Malloy  J.  Bavoux,  2415  38th  St,  Galveston,  Texas 

W5EO  Clarence  W.  Evans,  3451  Johnette  Street,  Shreveport, La. 
W5EOC  Wilfred  T.  Martin,  Tularosa,  N.Mex. 

W5EOD  Robert  G.  Sullivan,  Seymour,  Texas 

W5EOG  Leon  Piland,  Apt.  654A  Cactus  Housing  Area,  Cactus,  Texas 
W5EOH  Marion  H.  Marshall,  2830  Emmett  Street,  Dallas,  Texas 
W5EOK  Godfrey  D.  Donovan,  1829  Short  St,  New  Orleans,  La. 
W5EON  Harry  J.  Kearns,  3230  N W.  12th,  Oklahoma  City,  Okla. 
W5EOS  Leonard  K.  Jones.403  E.  Mayfield  Blvd., San  Antonio.  Texas 
W5EP  Thomas  M.  Kenesson,  4694  Hartel,  Beaumont,  Texas 
W5EPB  Robert  P.  Thomas  Jr.,  234  Rosemary  St.,  San  Antonio,  Texas 
W5EPH  Lorain  H.  Sampson,  RFD  1,  U.  S.  Hwy.  96,  Silsbee,  Texas 
W5EPJ  Jay  R Huckabee,  3433  S.  Eleventh  St.,  Abilene,  Texas 
W5EPL  Robt.  E.  Hackett,  Gem  Av.  & Ninth  St,  Raymondville.,  Texas 
W5EPN  Orvin  Y.  Fowler,  23  Baywood  Dr.,  Pinevilld,  La. 

W5EPS  John  R.  Fletcher,  1029  Nolan  St.,  San  Antonio,  Texas 
W5EPT  Eugene  B.  Davis,  10-C  Park  Ave.,  Jackson,  Miss. 

W5EPX  Thomas  H.  Holmes,  1095  Alma  Street,  Beaumont,  Texas 
W5EQ  Edgar  W.  Allen,  1122  W.  Larissa  St.,  Jacksonville,  Texas 


W5EQA  Conrad  F.  Harington,  1922  Cumberland  St.,  Little  Rock,  Ark, 


W5EQF  Earl  L.  Kearns,  3230  N.W.  12th  St.,  Oklahoma  City,  Okla. 
W5EQI  Stuart  M„  Volk,  RFD  2,  Denton,  Texas 

W5EQJ  Odis  S.  Peacock,  1636  S.  Fitzhugh,  Dallas,  Texas 

Wr5EQK  Robert  E.  Price,  3016  Las  Palmas  Dr.,  Griffing  Park, 

Port  Arthur,  Texas 

W5EQP  Walter  W.  McClenney,  Fountain  Hill.  Ark. 

W5EQQ  Luther  T.  Tuttle,  Hwy.  90,  Devers,  Texas 

W5EQU  Jack  Barker,  Irving,  Texas 

W5ER  Byron  G.  Lowrey,  1006  North  22nd  Street,  Waco,  Texas 
W5ERC  John  A.  King,  517  N.  Fifth  St.,  Kingsville,  Texas 

W5ERD  T.  J.  Old,  1503  West  8th  Street,  Texarkana,  Texas 

W5ERJ  Gordon  R.  Bachand,  AEC  Housing  Area,  Sandia  Base, 

Albuquerque,  N.  Mex. 

W5ERL  Jess  I.  Miracle,  410  N.  Third  St.,  Okemah,  Okla. 

W5ERM  E.  Ray  Long,  2440  West  Eubanks,  Oklahoma  City,  Okla. 
W5ERQ  Carmon  C.  Harris,  2014  W.  17th  St.,  Oklahoma  City,  Okla. 
W5ERR  Eugene  C.  Hannan  Jr.,  933  N E Park,  OklahomaCity,  Okla. 
W5ERS  Charles  P.  Zimmerman,  3809  Marlowe,  Houston  5,  Texas 
W5ERT  Floyd  R.  Gravitt,  Levelland,  Texas 

W5ERW  DurwardO.Dearing,  221  E.  Myrtle  Ln.,  Midwest  City,  Okla. 
W5ERX  Eldred  E.  Telford,  1237  South  Toledo,  Tulsa,  Okla. 
W5ERY  Allen  A.  Watson,  316  N.W.  Second,  Moore,  Okla. 

W5ESA  William  H.  Risinger,  504  Redbud  Street,  El  Dorado,  Ark. 
W5ESB  William  H.  Smith,  Route  2,  Box  110-C,  Edmond,  Okla. 
W5ESC  Kenneth  R.  Budd,  5207  Mission  St.,  Dallas  6,  Texas 

W5ESE  Emmett  C Sutton,  724  N.  President  St.,  Jackson,  Miss. 
W'5ESG  Hoy  H.  Nave,  RFD  1,  West  Lake,  La. 

W5ESI  Robert  W.  Boebinger,  30  Franklin  Rd.,  El  Paso,  Texas 
W5ESL  William  R.  Clardy,  903  South  33rd  Street,  Temple,  Texas 
W5ESP  Nelson  M.  Galyen,  RFD  1,  Isabella,  Okla. 

W5EST  Orin  C . Montgomery,  810  Armstrong  St., Bartlesville,  Okla. 
W5ESV  Benjamin  F.  McCoy,  146  N.  Delaware  PL,  Tulsa,  Okla. 
W5ESY  John  H.  Sumbera,  Holland,  Texas 

W5ESZ  Dean  R.  Spires,  1861  Kentucky  St.,  El  Paso,  Texas 

W5ETA  Grady  A.  Payne,  5103  Linden  Box  156,  Bellaire,  Texas 
W5ETL  Jesse  A.  Williams,  410  South  Parkway,  San  Angelo,  Texas 
W5ETM  Truett  M,  Blackmon,  Lovington,  N.  Mex 

W5ETR  Wm.  B.  Kendall  Jr.,  3148  So.  Rockford  Dr.,  Tulsa,  Okla. 
W5ETW  Glen  Stovall,  315  S.  Ninth,  Chickasha,  Okla 

W5ETZ  Frank  L.  Foxall,  P.  O.  Box  326,  Albuquerque,  N.  Mex 

W5EUD  Gerald  R.  Williams,  Moriarty,  . N.  Mex, 

W5EUF  Ernest  D.  Hoblit,  1928  Berkley  Place,  Ft.  Worth,  Texas 
W5EUG  Lillian  F.  Hall,  2820  Bellaire  Blvd.,  Houston,  Texas 
W5EUI  Ted  Suggs,  410  Floyd  Ave.,  San  Antonio,  Texas 

W5EUK  Alton  C.  Thompson,  166  Notre  Dame  Ave.,San  Antonio,  Texas 
W5EUO  Richard  M.  Mills,  214  Spence  Avenue,  Kerrville,  Texas 
W5EUS  William  B.  Carter,  613  Chantilly  St.,  Laurel,  Miss. 

W5EUT  Theodore  E.  Mundhenk,  320  Park  Drive,  Fort  Worth,  Texas 
W5EUY  Radio  Club  of  NT  AC,  Merrill  W.  Joy,  Mechanical 

Arts  Bldg.,  Arlington,  Texas 

W5EUZ  Highland  Park  High  School  Radio  Club,  Luther  S. 

Pully  Jr  , 4220  Emerson  St.,  Dallas,  Texas 

W5EV  Graham  W.  Fuller,  P.  O.  Box  1136,  Marfa,  Texas 

W5EVA  John  W.  Schneider,  RFD  1,  Sinton,  Texas 

W5EVB  I.  D.  Sutherlin,  3326  Avenue  “K”  Fort  Worth,  Texas 

W5EVD  Raymond  M.  Beem,  RFD  1,  Traskwood,  Ark. 

Wr5EVI  George  C.  Becker,  2223  Bennett,  Dallas,  Texas 

W5EVJ  Otto  P.  Koreger,  Route  2,  El  Paso,  Texas 

W5EVK  Lawrence  W.  Clee,  2110  W.  Olmos  Dr.,  San  Antonio  1, Texas 
W5EVL  Ervin  R.  Mills,  116  Belvedere  Dr.,  Brownsville,  Texas 
W5EVQ  John  G.  Hooe,  319  Bush  Ave  , Alexanderia,  La.. 

W5EVR  Gaines  C.  Batson,  631  St.  Peter,  New  Orleans)  La. 
W5EVS  Hewitt  I.  Reid,  4221  Van  Ave.,  New  Orleans,  La. 

W5EVX  Henry  H.  Pool,  4434  Stegall,  Dallas  9,  Texas 

W5EVZ  John  A.  Brady  Sr.,  P.O.  Box  139,  Golden  Meadow,  La. 
W5EW  Minor  J.  Wilson,  P.  O.  Box  472,  Brownsville,  Texas 

W5EWB  Willis  U.  V.  Blake,  2122  Tenth  St.,  Lubbock,  Texas 

W5EWC  Chester  P.  Isbell,  713  Short,  Amarillo,  Texas 

W5EWD  Jewell  W.  Cole,  514  Virginia  Ave.,  McComb,  Miss. 

W5EWH  Vivian  W.  Storey,  U.  S.  Veteran's  Hospital,  Legion,  Texas 
W5EWK  Swan  T.  Richardson,  Highway  70,  Bennington,  Okla. 

W5EWL  Stanley  N.  Heaps,  2722  O’Bannon,  Dallas  8,  Texas 

W5EWP  Leo  W.  Atkinson,  2324  Tenth  St.,  Port  Arthur,  Texas 

W5EWU  Theodore  F.  Watkins,  6240  Vickery  Blvd.,  Dallas,  Texas 
W5EWV  Joe  Woosley,  U S.  Waterways  ExperimentStn.,Clinton,Miss. 
W5EWW  Robert  L.  Farrell,  RFD  2,  Picayune,  Miss. 

W5EWX  Preston  R.  Todd,  1608  Moss,  North  Little  Rock,  Ark. 
W5EWY  John  E.  Lund,  8428  Apricot  Street,  New  Orleans,  La. 
W5EXA  Sam  C.  Dear,  325  E.  Blair,  Mineola,  Texas 

W5EXF  Melvin  V.  Page,  900  Park  St,  Fort  Worth,  Texas 

W5EXG  Ted  W.  Quan,  700  West  Lead  Street,  Albuquerque,  N.Mex. 
W5EXI  Edward  G.  Miller,  612  Harding,  Lafayette,  La. 

W5EXO  Melvin  O.  Harrison,  330  Adarns,  Corpus  Christi,  Texas 
W5EXW  Sneed  A.  Greever,  4163  Lawther,  Dallas,  Texas 

W5EYB  Roy  L.  Albright,  107  Rosemary.  San  Antonio,  Texas 
W5EYG  Laurence  M.Reed,  3001  N.W.  21st St., Oklahoma  City, Okla. 
W5EYK  Norman  W.  Smith,  3210  So.  Cincinnati  Ave.,  Tulsa,  Okla. 
W5EYU  R.  L.  Kelly,  3233  Odessa,  Fort  Worth,  Texas 

W5EYV  Ariel  A.  Cooper,  Refugio,  Texas 

W5EYY  Hugh  C.  Griffis,  Sunny  Lane  Road,  Shadowlawn  Hgts., 

W5EYZ  Howard  E Self,  3005  Burchill  Rd=,  Fort  Worth,  Texas 
W5EZA  Daniel  C.  Blake,  Redwood,  Miss. 

W5EZC  Norman  A.  Budd  Jr.,  3445  Austin,  Corpus  Christi,  Texas 
W5EZD  Jack  Blackwell,  2432  27th,  Lubbock  , . Texas 

W5EZE  Max  W.  Busick,  RFD  3,  Box  195-AA,  Houston  4,  Texas 
W5EZI  Clurin  G.  Martin,  Omaha,  Texas 

W5EZK  Cecil  H.  Harrison,  P.  O.  Box  122,  Enid,  Okla. 

W5EZP  Billy  B.  Honeycutt,  9025  Roanoak,  Dallas  18,  Texas 

W5EZQ  Herman  H.  Heffernan,  806  N.  Sixth  Street,  Lamesa,  Texas 
W5EZU  Willis  B.  Morter,  901  Independence  St.,  Plainview,  Texas 
W5EZX  Robert  L.  Rogers,  401  Cherry  Street,  Lewisville,  Ark. 
W5EZY  James  M.  Hicks,  1031  Denver  Blvd.,  San  Antonio,  Texas 
W5FA  Clifton  H.  Williams,  S.  Main,  Verona,  Miss 

K5FAA  Daniel F. Hynes,  Bldg.  101  N.O.  Airport,  New  Orleans,  La. 
W5FAB  Wilfred  E.Varley,2109N.E.  21st  St., Oklahoma  City,  Okla. 
K5FAB  Walker  Air  Force  Base  Radio  Amateur  Club,  Charles 

A.  Suderno,  Walker  AAFB.  Roswell.  N.  Mex. 

K5FAC  Edward  S.  Fitzgerald,  Bldg.  54.11,  Lackland  AFB, 

San  Antonio,  Texas 

K5FAD  Joe  D.  Pettigrew,  Bldg.  408,  Hensley  Field,  Dallas,  Texas 
K5FAE  Albert  J.  Little,  340th  Bomb  Group,  200  North 

Memorial,  Tulsa,  Okla. 


K5FAF 

W5FAG 

K5FAG 

W5FAH 

K5FAH 

W5FAJ 

K5FAJ 

K5FAK 

W5FAL 

K5FAL 

K5FAM 

K5FAN 

W5FAO 

W5FAP 

K5FAP 

K5FAQ 

K5FAR 

W5FAS 

K5FAS 

W5FAT 

K5FAT 

K5FAU 

W5FAV 

K5FAV 

K5FAW 

K5FAX 

W5FAY 

K5FAY 

K5FAZ 

W5FB 

W5FBA 

K5FBA 

K5FBB 

W5FBC 

K5FBC 

K5FBD 

K5FBE 

W5FBH 

W5FBJ 

W5FBK 

W5FBL 

W5FBT 

W5FBU 

W5FC 

W5FCB 

W5FCD 

W5FCG 

W5FCH 

W5FCI 

W5FC0 

W5FCP 

W5FCT 

W5FCU 

W5FDC 

W5FDD 

W5FDI 

W5FDO 

W5FDP 

W5FDQ 

W5FDT 

W5FDV 

W5FDY 

W5FDZ 

W5FEA 

W5FEC 

W5FED 

W5FEF 

W5FEK 

W5FEL 

W5FEM 

W5FEO 

W5FEP 

W5FER 

W5FEY 

W5FEZ 

W5FFC 

W5FFD 

W5FFE 

W5FFF 

W5FFG 

W5FFM 

W5FFU 

W5FFW 

W5FFX 

W5FG 

W5FGB 

W5FGE 

W5FGF 

>V5FGH 

W5FGI 

W5FGJ 

W5FGL 

W5FGM 

W5FGP 

W5FGQ 

W5FGR 

W5FGT 

W5FGV 

W5FGW 

W5FGX 

W5FH 

W5FHC 

W5FHD 

W5FHE 

W5FHG 

W5FHH 

W5FHK 

W5FHY 

W5FI 

W5FID 

W5FIF 

W5FIH 

W5FIJ 

W5FIK 

W5FIQ 

W5FIR 
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W5FIV 

Joseph  A.  Patterson,  Rt.  5,  Am.  Airlines,  Harrison, 

Ark. 

W5FSQ 

W5FIW 

Newell  D.  Voss,  33  Rentfro  Blvd.,  Brownsville, 
Richard  L.  Gongdon,  1914  No.  Harwood,  Dallas  1, 

Texas 

W5FSS 

W5FIX 

Texas 

W5FST 

W5FJ 

Lyman  M.  Edwards,  1516  W.  Maine  St.,  Enid, 

Okla. 

W5FSU 

W5FJA 

Dwight  C.  Otis,  2810  Albans  Road,  Houston  5, 

Texas 

W5FSW 

W5FJE 

Cedric  H.  Senter,  214  No.  Pine  St,,  Albuquerque, 

N.  Mex. 

W5FSX 

W5FJF 

Charles  Fermaglich,  2119  Dryden  Rd.,  Houston, 

Texas 

W5FT 

W5FJP 

Arthur  B Dobbs,  3616  Pershing,  Fort  Worth, 

Texas 

W5FTA 

W5FJT 

Kenneth  W Caldwell,  407  E.  Aztec  St.,  Gallup, 

N.  Mex 

W5FTE 

W5FJV 

Doyle  E.  Collup,  3300  Mt.  Vernon,  Fort  Worth  3. 

Texas 

W5FTG 

W5FJW 

Mrs.  Jewel  L Caraway,  3609  Gordon  Ave.,  Monroe, 

La. 

W5FTK 

W5FJX 

Eugene  R.  Kintz,  424  Bailey  Avenue,  San  Antonio, 

Texas 

W5FTM 

W5FJY 

Horace  G.  Tanner,  114  West  Tenth,  Little  Rock, 

Ark. 

W5FTS 

W5FJZ 

Harold  A.  Gilbertson,  307  East  Northrup  Drive, 

W5FTT 

Midwest  City, 

Okla. 

W5FTV 

W5FK 

Ed  McKinney,  Box  338,  Muenster, 

Texas 

W5FTW 

W5FKB 

Harland  V Newson,  Celina, 

Texas 

W5FTZ 

W5FKE 

Favian  M.  Adair,  603  West  Elm,  Tyler, 

Texas 

W5FUB 

K5FKF 

Chester  B.  Lewis,  Hq.  & Hq.  Sq.  San  Antonio,  Air 

W5FUD 

Air  Materiel  Area,  Bldg.  988,  Kelly  Field, 

Texas 

W5FUE 

W5FKG 

Charles  W.  Oliphant,  2160  East  38th  Street,  Tulsa, 

Okla. 

W5FUH 

W5FKH 

Frank  S.  Mitchell  Jr.,  Wilmer, 

Texas 

W5FUM 

W5FKJ 

William  L.  Williams,  225  Robison  Cts,  Texarkana, 

Texas 

W5FUR 

W5FKL 

James  E.  Holley,  Qtrs. 527,  Artillery  Center,Ft. Sill, 

Okla. 

W5FUS 

W5FKM 

Richard  0:  Deitrick,  3713  Travis  St.,  Dallas, 

Texas 

W5FUW 

W5FKO 

Anthony  J.  Lucia,  3904  Brandt  St  , Houston  6, 

Texas 

W5FUY’ 

W5FKP 

M.  R Baird,  P.  O,  Box  1107,  Santa  Fe, 

N.  Mex, 

W5FUZ 

W5FKQ 

Gerald  C.  Summers,  1447  Fleming  Ave.,  Dallas  16, 

Texas 

W5FVD 

W5FKR 

Howell  Dickson,  2027  W.  Magnolia  Av.,  San  Antonio  1, Texas 

W5FVF 

W5FKU 

John  F.  Anderson,  3454  Locke  Lane,  Houston, 

Edward  L.  Safford  Jr,,  1206  Butterfield  St  , El  Paso, 

Texas 

W5FVH 

W5FKZ 

Texas 

W5FVJ 

W5FL 

Melvin  T.  Hill,  7011  Pasadena,  Dallas, 

Texas 

W5FVK 

W5FLA 

Claude  B.  Smith,  Huffman  & Avenue  “XJ”,  Snyder, 

Texas 

W5FVN 

W5FLD 

Jack  Hopkins,  3325  Purington,  Fort  W'orth, 

Texas 

W5FVO 

W5FLE 

George  R„  Stewart,  4241  W.  Tenth  Ave.,  Amarillo, 

Texas 

W5FVT 

W5FLJ 

Clifton  F.  Moorman,  Goree, 

Texas 

W5FVY 

W5FLM 

Lawrence  E.  Vicknair,  Reserve, 

La 

W5FWA 

W5FLN 

Walter  S Dudley,  5120  Sixth  St.,  Port  Arthur, 

Texas 

W5FWC 

W5FLQ 

Paul  A McCollum,  College  Cts.  4B,  Stillwater, 

Okla. 

W5FWF 

W5FLR 

Robert  Saibara,  7506  Moline,  Houston  12, 

Texas 

W5FWH 

W5FLV 

Jestwin  E.  Lee  Jr.,  1600  S.  Olive,  San  Antonio, 

Texas 

W5FWI 

W5FLY 

James  F Gray,  413  2 S.  Tancahua,  Corpus  Christi, 

Texas 

W5FWJ 

W5FLZ 

Louis  M Gregory,  3225  Alexander  St,,  Shreveport, 

La 

W5FWS 

W5FMA 

Roy  E.  Duff,  2456  E.  Newton  St.,  Tulsa  6, 

Okla. 

W5FWT 

W5FMB 

Roy  E.  Eakins,  Helena, 

Okla, 

W5FME 

Lowell  J.  Mahaffey,  RFD  2,  Fairmont, 

Okla. 

W5FWU 

W5FMF 

Owen  G Mahaffey,  Springtown, 

Ark. 

W5FWW 

W5FMG 

William  J.  Hamm, St  Louis  Ave., San  Antonio  7, 

Texas 

W5FWX 

W5FMH 

Pearl  N.  Ward,  6670  Myrtle  St.,  Houston, 

Texas 

W5FWZ 

W5FMM 

Leonard  F.  Dodds,  KGGM  Transmitter  Bldg.,  West 

W5FXC 

Albuquerque, 

N,  Mex. 

W5FXD 

W5FMO 

Thomas  J,  Morgavi,  3421  Beaulieu  St.,  Metairie, 

La, 

W5FXF 

W5FMP 

Harry  L Wood  Jr.,  2626  New  Boston  Rd,,  Texarkana,Texas 

W5FXG 

W5FMQ 

Ralph  F.  Lee,  2704  31st  Street,  Lubbock, 

Texas 

W5FXJ 

W5FMR 

Harold  A.  Starosta,  1542  W,  Hildebrand,  San  Antonio 

Texas 

W5FXK 

W5FMV 

James  H.  Roberts,  1134  W.  Kings  Hwy.,  San  Antonio, 

Texas 

W5FXN 

W5FMY 

John  R.  Holmlund,  615  Peters  Avenue,  Dalhart, 

Texas 

W5FXO 

W5FNA 

Bili  Case,  122  W.  White  Ave.,  San  Antonio, 

Texas 

W5FXP 

W5FND 

Willard  J.  Carmack,  618  Hoover  Ave.,  San  Antonio, 

Texas 

W5FXR 

W5FNH 

Cedric  R.  Toler,  944  Water  St.  , Kerrville, 

Texas 

W5FXS 

W5FNI 

Eugene  M.  Meyers,  6919  Ilex,  Houston, 

Texas 

W5FXV 

W5FNP 

J.  Toxey  Pittman,  1805  Calhoun  St.,  San  Antonio, 

Texas 

W5FXW 

W5FNQ 

Lucian  C.  Ochsner,  Crosbyton, 

Texas 

W5FXX 

W5FNR 

Charles  W Worley,  4315  Pomona  Rd  , Dallas, 

Texas 

W5FY 

W5FNS 

Joseph  D Knight,  905  West  Morton,  Denison, 

Texas 

W5FYA 

W5FNV 

Ralph  C.  Immel,  5024  Milam,  Dallas  6, 

Texas 

W5FYB 

W5FNY 

Charles  E Burford,  414  Senisa  Drive,  San  Antonio, 

Texas 

W5FYD 

W5FO 

Fred  W.  Harris,  44  E.  Main  St„,  West  Point, 

Miss, 

W5FYE 

W5FOA 

Alan  B.  McClellan,  3120  Bristol  Rd.,  Fort  W'orth, 

Texas 

W5FYI 

W5FOC 

Max  M.  Morrison,  5123  Vanderbilt,  Dallas, 

Texas 

W5FYN 

W5FOD 

Floyd  B.  Jones,  1401  West  29th  Street,  Austin, 

Texas 

W5FYO 

W5FOE 

H.  Wayne  Rudmose- Jones,  3456  Stanford  Ave.,  Dallas, 

Texas 

W5FYP 

W5FOG 

Clarence  E„  Scott,  Star  Route,  Lawton, 

Okla. 

W5FYS 

W5FOH 

Norris  K.  Maxwell,  Bldg.  866,  Apt.  3,  Camp  Hood, 

Texas 

W5FYT 

W5FOK 

Elvin  C.  Welch,  3210  Glenview  Ave.  , Austin, 

Texas 

W5FYX 

W5FOM 

James  E.  Holley,Artillery  School, Bldg,  900,  Ft  Sill, 

Okla. 

W5FYZ 

W5FON 

Roy  J Clements,  202  E Michigan  Av..,  Hammond, 

La. 

W5FZ 

W5FOQ 

William  A,  Deen,  1857  North  Eighth  St.,  Abilene, 

Texas 

W5FOU 

John  P.  Dempsey,  1217  Magoffin  Ave.,  El  Paso, 

Texas 

W5FZA 

W5FOW 

James  D,  Johnson,  6911  Roswell  St=,  Houston  9, 

Texas 

W5FZB 

W5FOY 

Lewis  R Bowen,  Duncanville, 

Texas 

W5FZC 

W5FOZ 

Roy  S.  Miller,  Sunrise  Acres,  El  Paso, 

Texas 

W5FZH 

W5FP 

Charles  E.  Houston,  2604  30th  Street,  Lubbock, 

Texas 

W5FZK 

W5FPB 

Einar  H.  Morterud,  2717  No.  Jackson,  Albuquerque, 

N.Mex. 

W5FZL 

W5FPC 

Daniel  L.  Thistle,  Holy  Family  Church,  Hanover, 

N.  Mex 

W5FZM 

W5FPD 

William  E.  Gray,  109  Kenwood  PL,  Hot  Springs, 

Ark 

W5FZP 

W5FPE 

Waverley  Conway,  RFD  2,  Vicksburg, 

Miss. 

W5FZQ 

W5FPH 

Robert  H.  Crawford,  Underwood  Addition,  Kermit, 

Texas 

W5FZT 

W5FPJ 

Basil  C Barbee,  116  Wetermark  St.,  Nacogdoches,  Texas 

W5FZU 

W5FPK 

Elmer  A.  Wingfield,  2417  Cedar  St.,  Little  Rock, 

Ark. 

W5FZW 

W5FPL 

James  L.  Speer,  1625  W.  Elizabeth  St..,  BrownsviUe,  Texas 

W5FZX 

W5FPO 

Short  Wave  Amateur  Club  of  America,  C.  Alfred 

W5FZZ 

Thomas,  624  Beach  Blvd  , Waveland, 

Miss. 

W5GAA 

W5FPR 

Louis  P.  Dempsey,  1309  Santa  Anna  St,,  San  Antonio, 

Texas 

W5GAB 

W5FPS 

George  L Dotson  Jr.,  3501  Pershing  Dr.,  El  Paso, 

Texas 

W5GAD 

W5FPX 

Cail  E.  Gibbs,  624  N.W\  Second  St.,  Walnut  Ridge, 

Ark. 

W5GAE 

W5FPY 

Wylie  C Hardgrave,  5205  Elcampo,  Ft.  Worth, 

Texas 

W5GAJ 

W5FPZ 

Charles  M.  Hatchett,  1926  23rd  Avenue,  Meridian, 

Miss. 

W5GAL 

W5FQ 

The  Meridean  Amateur  Radio  Club,  Charles  A.  Ray 
Jr.,  2640  24th  Avenue,  Meridian, 

Miss. 

W5GAN 

W5FQB 

Jackson  D.  Pinkerton,  RFD  4,  Siloam  Springs, 

Ark. 

W5GAO 

W5FQG 

Earl  Alkire,  610  W.  Tenth  St  , Cisco, 

Texas 

W5GAS 

W5FQI 

Frank  K Russell,  104  E.  Whitney  Dr.,  Houston, 

Texas 

W5GAU 

W5FQK 

Curtis  M.  Simmons,  Box  37,  The  Grove, 

Texas 

W5GBJ 

W5FQL 

Albert  M Smith,  931  Northwest  St.,  McComb, 

Miss, 

W5GBN 

W5FQP 

Roy  O.  Robinson,  2312  Avenue  “P”,  Lubbock, 

Texas 

W5GBO 

W5FQQ 

Barnor  H.  Stanley,  527  West  30th,  Houston, 

Texas 

W5GBS 

W5FQS 

Cams  V Clarke  Jr  , KXYZ  Transmitter  Bldg., 

W5GBT 

Deepwater, 

Texas 

W5GBY 

W5FQT 

Dude  M,  Coffman,  RFD  1,  Goree, 

Texas 

W5GC 

W5FQY 

George  L.  Corley,  7414  Concord  St.,  Dallas  9, 

Texas 

W5GCB 

W5FRA 

Morris  G Watson,  602  Cleveland,  Rotan, 

Texas 

W5GCC 

W5FRB 

Orvel  T Keith,  Box  44,  Carter, 

Okla. 

W5GCE 

W5FRD 

Raphael  L McAlister,  Texas  Christian  University 

W5GCF 

Physics  Lab.,  Fort  Worth, 

Texas 

W5GCG 

W5FRE 

Lewis  C.  Gallagher,  5438  McCommas  Ave.,  Dallas  6,  Texas 

W5GCJ 

W5FRH 

Lawrence  L.  Gracey,  1408  Pile,  Clovis, 

N.  Mex, 

W5GCM 

W5FRM 

John  H,  Baxter,  Reeves, 

La. 

W5GCO 

W5FRO 

William  A.  White  Jr.,  202  Sidney  St.,  Longview, 

Texas 

W5GCQ 

W5FRU 

William  D.  Scarlett,  1008  West  12th  Street,  Cisco, 

Texas 

W5GCR 

W5FRV 

Chester  Pierce,  Route  3,  North  Little  Rock, 

Ark. 

W5GCS 

W5FRW 

John  L.  Latimer,  522  E.  Harmon  Dr.,  Midwest  City, 

Okla. 

W5GCT 

W5FRX 

James  E.  Lewis,  714  Post  Oak,  Austin, 

Texas 

W5GD 

W5FRY 

Wm.  U.  Witt  Jr.,  2803  N.  Hudson  Av., Oklahoma  City, 

Okla. 

W5GDH 

W5FRZ 

Edward  T.  Hall,  714  So.  Quincy,  Tulsa, 

Okla. 

W5GDK 

W5FS 

Robert  M.  Wisner,  807  Ninth  Street,  Alamogordo, 

N.Mex. 

W5GDM 

W5FSA 

Louis  F.  Hargus  Jr.,  215  Helois,  Metairie, 

La, 

W5GDV 

W5FSC 

Ervin  J.  Beck,  1462  Suebarnett,  Houston  8, 

Texas 

W5GDX 

W5FSG 

William  R.  James  Jr,,  Wood  St.,  Ferris, 

Texas 

W5GDZ 

W5FSH 

Arthur  B:  Jolly,  3701  Mobile  St,,  El  Paso, 

Texas 

W5GE 

W5FSJ 

Stanley  A.  Cox,  220  McLane  Ave.,  San  Antonio  2, 

Texas 

W5GEA 

W5FSL 

Robert  E.  Kincaid,  Mulhall, 

Okla. 

W5GEC 

W5FSM 

Robert  J.  Holt,  Wheeler, 

Texas 

W5GEF 

W5FSP 

Milton  D,  Haines,226  St,  John  St.,  San  Antonio, 

* 

Texas 

W5GEI 
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Charles  A.  Francis,  Hq„  63rd  Fighter  Wing, 

Texas  Air  National  Guardi  Ellington  Field,  Texas 

James  H.  Harrell  Jr.,  School  of  Mines  Housing  Area, 

House  10,  Socorro,  N.Mex. 

Henry  W»  Thomas, USAF,RFD  4,  Sta.D,  New  Orleans  22,  La. 
William  O.  Porter,  12  Mi.  S.  E.,  Kenedy,  Texas 

Walter  A.  Becklund,  Bldg.  49,  Goodfellow  Air 
Force  Base,  San  Angelo,  Texas 

Charles  P.  Calhoun,  5216  Milam  St.t  Dallas  6,  Texas 

Edwin  N.  Myers,  Tinker  AFB,  Oklahoma  City,  Okla. 

Denzil  S.  Overman,  2593rd  Air  Force  Training  Center, 

Bldg.  87,  Brooks  Field,  Texas 

Luther  P.  Gordon,  1815  Broadway,  Little  Rock,  Ark 
Joseph  C.  Morris,  97th  Bomb  Wing  Medium,  Bldg. 

560,  Biggs  Air  Force  Base, Biggs  Field,  El  Paso,  Texas 
Warren  S.  Quinn,  Air  ROTC,  University  of  Texas, 

Blvd.  2200,  Austin,  Texas 

James  W.  Gillespie  Jr.,  309th  AirDiv.,  Bombardment, 

Bldg.  Ill,  Hensley  Field,  Dallas,  Texas 

Rev.  Noel  V.  Guice,  Calvary  Baptist  Church,  Vernon, Texas 
William  A.  Gray,  1134  Sims  Avenue,  San  Antonio,  Texas 
Garland  B.  Hilton,  Bldg.  348,  Ellington  AFB,  Houston, Texas 
Philip  P.  Taylor,  USAF,  27th  Fighter  Wing  Air  Force 
Base,  Bldg.  3922,  Bergstrom  Air  Force  Base,  Austin,  Texas 
Virgil  L.  Terry,  136th  Aircraft  Warning  Sqdn.,  Texas 
Air  Nat’l  Guard,  Jefferson  County  Airport, Port  Arthur, Texas 
John  Adel,  1706  West  Martin  St.,  San  Antonio,  Texas 
Harold  S.  Criner,  Bldg.  794,  Vance  AFB,  Enid,  Okla. 
Arthur  G.  Albin,  523  Vanderbilt  St.,  San  Antonio,  Texas 
Walter  D.  Hale,  7th  Bomb.  Wing,  CAF  Base,  Ft.  Worth,  Texas 
James  L.  Weeks,  USAF  Security  Service,  Bldg.  98, 

Brooks  Air  Force  Base,  Texas 

Alton  W.  Stewart,  Fort  Worth  Hwy.,  Brownwood.  Texas 
Chas.  D.  Sexton,  Bldg.  431,  Kirtland  AFB,  Albuquerque,  N.Mex. 
John  B.  Fisher, -La  Air  Nat.  Guard,  Area  C, 

Jackson  Barracks,  New  Orleans,  La. 

Charles  H.  Redwine,  Bldg.  1-3,  Connally  AFB,  Waco,  Texas 
Lewis  F„  Jaggi,  6118  Goliad,  Dallas,  Texas 

Elwood  R.  Smith,  134th  Aircraft  Central  Sqdn.,  Texas 
Air  Natl  Guard,  Houport  Airport,  La  Porte,  Texas 

John  R.  Watkins,  Goodfellow  AFB,  Bldg.  49,  San  Angelo, Texas 
Harold  H Clarke,  Hazen,  Ark. 

Rubel  E,  Joseph,  109-111  S Victory,  Little  Rock,  Ark 
Albert  S.  Williams  Jr.,  3500th  Pilot  Training  Wing, 

Building  T-69,  Reese  Air  Force  Base,  Texas 

John  H.  Parrott  Jr.,  MARS,  Bldg.  20,  Keesler  AFB,  Miss. 
Joe  E„  Woods,  321  Foster  Dr  , Corpus  Christi,  Texas 
Howard  H.  Davenport,  Texas  Air  National  Guard, 

Building  401,  Hensley  Field,  Dallas,  Texas 

William  A.  Werber,  MARS,  Building  87,  Brooks 
Air  Force  Base,  San  Antonio,  Texas 

Lloyd  L.  Bosley,  MARS,  Bldg.  846,  Sheppard  Air 
Force  Base,  Wichita  Falls,  Texas 

Earl  E.  Davis,  8145  Grafton  Street,  Houston,  Texas 
Richard  R.  Murray,  1754  Caldwell,  Beaumont,  Texas 

John  R.  Marschall,  3717  Avenue  South,  Galveston,  Texas 
Josephs,  Howell  Jr.,  308S.E,  8thSt..,  GrandPrairie,  Texas 
Jack  E.  Whitley,  207  Park  Avenue,  Baytown,  Texas 

William  L.  Roche,  1205  West  Garza  Street,  Slaton,  Texas 
Dallas  Amateur  Radio  Club,  J.  D.  Pritchett,  Trustee, 

Bldg.  T-106,  Nat’l  Guard,  Love  Field,  Dallas,  Texas 

Alvin  McCurley,  McManus,  La 

Eric  B.  Hjerpe,  3911  Sixth  St.,  Port  Arthur,  Texas 

Jerome  J Butcher,  1013  W.  College,  Lafayette,  La 

Sidney  J.  Blailock,  131  Third  St.,  McComb,  Miss. 

Thomas  E Fay,  Continental  Oil  Co.  Camp,  Jal.  N Mex 
John  B.  Hussey,  4741  Thornhill  Avenue,  Shreveport,  La. 
Robert  W.  Jackson,  Qtrs  624  US.  Ft.  Sill,  Okla. 

Jack  N Nahas,  2305  Laurel  Avenue,  Beaumont,  Texas 
Asa  E.  Bolton,  RFD  4,  Longview,  Texas 

Edward  A.  Lastrapes,  1700  Sixth  St.;  Lake  Charles,  La. 
Cecil  T.  Marshall,  5639  Anita  St.,  Dallas,  Texas 

John  G.  Claiborne,  4120  Hanover,  Dallas  5,  Texas 

Charles  M.  Riley,  311  S.  Rankin  St.,  Edmond,  Okla 

Clarence  E.  Schiller,  31  North  Victor  St.,  Tulsa,  Okla. 

L.  M.  (Swifty)  Swift,  1033  E.  34th  St.,  Tulsa  1,  Okla. 

Geo  S Turpin,  RFD  7,  237  Woodmont  Dr.,  Jackson,  Miss. 
Tipton  L Hill,  3707  Mocking  Bird  Lane,  Dallas,  Texas 
Leo  Broussard,  2027  College  Drive,  Baton  Rouge,  La. 
Norris  R.  Browne,  2218  Harwell  Lane,  Houston,  Texas 
Burney  B Jones.  108  West  Chisum,  Artesia,  N.  Mex. 

Richard  L.  Hawkins,  2704  “C”  St.,  Lawton,  Okla 

James  E.  Galloway,  2012  Tenth  St.,  Wichita  Falls,  Texas 
Connie  L.  Guess  Jr.,  3104^  McGowan,  Houston,  Texas 
Waldo  W Townley,  4307  Alba,  Houston  18,  Texas 

Ornith  H Richards,  7729  Scanlock  St.,  Houston  12,  Texas 
Charles  C White,  1625  Wesley  St  , Houston,  Texas 

Elwood  D.  Hiatt  Jr,,  Route  2,  McLoud,  Okla. 

Earl  W.  Inglet,  1000  Frazier,  Conroe,  Texas 

Edward  L.  Harllee,  1927  Tennessee,  Dallas,  Texas 

Frederick  C.  Neidert,  204  W.  Hull  St.,  Denison,  Texas 
Carl  W.  Raetzsch  Jr.,  125  West  Vanderbilt, 

Corpus  Christi,  Texas 

Charles  M Eavenson,  1604  SW  49th, Rt,  7, Okla.  City,  Okla 


Steve  M.  Clark,  -5405  Aurora  Drive,  Austin, 
Edgar  A.  Sahm,  694  West  Coll  St,,  New  Braunfels, 
Robert  R,  Smathers  Jr„,  RFD  3,  Florence, 


Texas 

Texas 

Miss. 

Texas 

Texas 

Okla. 

Okla. 

Texas 

Texas 


Marvin  J.  Soefje,  RFD  1,  Sequin, 

Eldon  F„  Tatum,  230  East  Elgie  Street,  Beaumont, 

Frederick  Cullison,  1415i  Delaware  St.,  Bartlesville, 

Harold  E Davis,  1419  W,  Archer  St..  Tulsa  6, 

William  C.  McLendon,  1820  Garland  St.,  Longview, 

Roscoe  M Hornsby,  George  vVest, 

Robert  L.  Montgomery,  1604  Rosalia,  Alamogordo,  N.Mex. 
Louis  E Wieht,  203  Broad  Street,  Hattiesburg,  Miss. 
S.  A.  "Sallye”  Woyley,  2319  28th  Street,  Pearsall,  Texas 
William  H.  Baldwin  Box  1404,  Kilgore,  Texas 

Roy  B.  Maynard,  1139  Maple,  Lawton,  Okla. 

John  K Poage,  806  E,  Republic  Ave.,  Goose  Creek,  Texas 
DeRyee  A.  Crossley,  109  Acacia  Dr.,  Brownsville,  Texas 
Larry  I.  Duthie,  4319  Cambridge  Street,  El  Paso,  Texas 
Michael  J.  Williams,  2100  Corley  Avenue,  Beaumont, Texas 
Henry  M,  Rhodus,  210  Ward  Ave.,  San  Antonio  4,  Texas 
Franklin  B.  Sinclair,  Hempstead,  Texas 

Karern  O Soule,  519  Nolen  Street,  Kilgore,  Texas 

Louis  L.  Hartley,  209  Oak  St.,  San  Antonio  2,  Texas 

Ray  C.  Crockett,  138  Washington  Ave  , Ocean  Springs,  Miss. 
Lawrence  W.  Peay  Jr.,  206  Vincent  Street,  Houston,  Texas 
George  E.  DeVilbiss,  516  S,  Staples  St.,  Corpus  Christi,  Texas 
Harry  Koepp,  Hobbs  Army  Air  Field,  Hobbs,  N Mex 

Henry  L.  Post,  715  Pelly  Rd.,  Baytown,  Texas 

Alfred  J Mims,  3348  Sanders  St  , Houston,  Texas 

Louis  E,  Nadau  du  Treil,  1623  Fern,  New  Orleans,  La 

Peter  Nieto,  2208  Montreal  St.,  New  Orleans,  La. 

Mrs  Bennie  L Stewart,  Sinton,  Texas 

Clarence  J.  McCoy,  1228  S.  Pittsburgh,  Tulsa  4,  Okla. 
Conrad  H.  L.  Rusche,  5308  Kolb  Street,  Houston,  Texas 

George  E.  Krutilek,  5434  Belmont  Ave.,  Dallas,  Texas 

Frank  C.  Sneed,  406  Ferris  St.,  Lawton,  Okla. 

James  H.  McElhany,  501  S.  Santa  Fe,  Norman,  Okla. 

Charles  N.  Leach,  1912  Miramar,  Oklahoma  City,  Okla. 
Alfred  B Ashley,  1169  North  Meta,  Oklahoma  City,  Okla. 
Cecil  I.  Dobbs,  918  N-  White  St.,  New  Orleans,  La. 

William  C.  Brigance  Jr.,  1011  Broadus,  Ft.  Worth,  Texas 


Walter  E.  Tippin,  Box  392,  El  Paso,  Texas 

Eldridge  L.  Felder,  Tylertown,  Miss. 

Victor  C.  Fusselman,  811  East  Cedar  St.,  Seguin,  Texas 
John  R.  Potts,  2312  Avenue  “P”,  Lubbock,  Texas 

Robt.  W.  Beaty,  105  SW.  Commerce  St.,  Oklahoma  City, Okla. 
John  A.  Fulmer  Jr.,  2120  Jena,  New  Orleans,  La. 

R.  G.  Wilkins,  2224  Parkway,  Austin,  Texas 

James  H Stuckey,  804  W Levee  St.,  Brownsville,  Texas 
Ivan  G.  Dyer,  1927  N.W.  Tenth  St.,  Oklahoma  City, 

Otto  W.  Chambers,  211  Plaquemine  St.,  Plaquemine, 

Dwight  C.  Paulsen,  1301  No.  Starkweather,  Pampa, 

Elmer  C.  Adair,  39  Beauregard,  Maplewood, 

Willis  A,  Wilson,  RFD  2,  Brownsville, 

Jesse  B.  Rawls  Jr.,  1031  Rockwood  St„,  Dallas, 


William  A.  Baldwin,  3002  N.  Piedras,  El  Paso, 
Junius  J.  Bailey,  1952  Marine  Pkwy,,  New  Orleans, 
Norman  D Black,  713  Brashier  Ave.,  Morgan  City, 
Henry  A.  Bratcher,  501  Grand  Ave.,  Waxahachie, 
Ralph  W,  Bradley,  P O.  Box  135,  Paris, 

William  H.  Bradley,  1018  No.  13th  St.,  Ft.  Smith, 
Odell  Warren,  3707  Thomas  Avenue,  Dallas, 


Okla. 

La. 

Texas 

La. 

Texas 

Texas 

Texas 

La. 

La. 

Texas 

Ark. 

Ark. 

Texas 


Kenneth  M Purdy,  4082  Whitehaven  St.,  Baton  Rouge,  La. 


Okla. 

La. 

Ark. 

Texas 

Texas 

La. 

Texas 


Nathan  Janco,  3637  S.  Wheeling,  Tulsa, 

Arthur  V.  Hudnall,  910  College  Street,  Shreveport, 

W.  Ross  Beard,  1122  South  Buerkle,  Suttgart, 

Robert  L.  Gilpin,  312  Maple,  Whitewright, 

Joe  J.  Godbey,  3324  Purdue,  Dallas, 

James  F.  Digby,  1611  N.  Fourth  St.,  Monroe, 

Elmer  E.  Reynolds,  3327  Avenue“K”,  Ft.  Worth, 

William  S.  Rogers,  3715  Forbes  Street,  Fort  Worth,  Texas 
Hugh  M„  Johnston,  Port  Brownsville,  Texas 

Donald  K.  Allan,  925  Louisiana  Ave.,  Baton  Rouge,  La. 
Eldon  W.  Garrison,  910  Baylor  St.,  Perryton,  Texas 
Willis  A.  Finchum  Jr.,  5517  E.  Helen,  Albuquerque,  N.Mex. 
Samuel  B.  Williams,  307  E.  Grumman,  Midwest  City,  Okla. 
William  A.  Hannett,  RFD  3,  Blake  Rd.,  Albuquerque,  N.Mex. 
Charles  E.  Armstrong  Jr.,  RFD  1,  Belton,  Texas 

Henry  C,  Lammermann,  4028  Erie, Houston,  Texas 

Henry  C.  Neser,  209  North  Woodrow,  Little  Rock,  Ark. 
Marshall  N.  Clark,  3995  Reed,  Beaumont,  Texas 

A,  C.  Hecht,  Jr.,  1609  Beech  St.,  Abilene,  Texas 

Merle  D.  Boucher,  1705  Robin  Drive,  Corpus  Christi, Texas 
Nora  L.  Ochsner,  Crosbyton,  Texas 

The  Rice  Institute  Radio  Club,  John  R»  Doggett  Jr., 

The  Rice  Institute,  Houston, 

Elijah  T Reno,  232  Richland  Road,  New  Orleans  14, 

Jack  C.  Plaster,  415  E.  Main,  Henryetta, 

Charles  H,  Evans,  308  N=  14th  St.,  Lawton, 

Marvin  E.  Morrow,  1333  N.  Utica,  Tulsa, 

Edgar  Lee,  McLaurin, 

Cari  A Lemon,  1204  S.  Richmond,  Tulsa, 

William  L.  Moseley,  35  Kent  Avenue, Alexandria  18, La, 
Frank  W,  Boswell,  307  W.  Merrick  St.,  Henryetta,  Okla. 
Everard  B.  Hamilton,  Wilburton, 

Charles  W„  Ammen,  1029  Philip  St.,  New  Orleans, 

James  M. Price  Jr. , 804 Bouldin,P.O  Box716, Austin, 

Lucius  P.  Smith  Jr.,  Box  493,  Sanatorium, 

Howard  H.  Williams,  1223  S,  Utica  St.,  Tulsa, 

Wesley  F.  Bacon,  Elgin, 

Homer  L,  French,  RFD  1,  Box  438,  Beaumont, 

John  J.  Bilsbo rough,  3509  Dartmouth,  Dallas, 

Rex  Lacy,  306  Elm  Dr.,  Terrell, 

Albert  A,  Levy,  1123  Royal  Street,  New  Orleans  16, 

R„  Fro  Hotz,  1160  West  Mill,  New  Braunfels, 

DonaldT.  O’Connor,  Qtrs.  28,  Kelly  AFB, San  Antonio, 

Roland  H.  Kohlenberg,  5336  Richard  St.,  Dallas, 

Archie  B,  Norris,  68  Venus  St,  San  Antonio, 

Charles  M Boyd,  908  Chandler,  Alice, 

Otis  W.  Stewart,  CAA  Intermediate  Airport,  Sait  Flat,  Texas 
Robert  L,  Hasbrook,  1510  Kentucky  Ave.,  San  Antonio,  Texas 
Alton  C.  Heskew,  1846  W.  Gramercy,  San  Antonio,  Texas 
Armand  B.  Bastien,  1412  Avenue  “G”,  Galveston,  Texas 
Andrew  W.  Covington,  720  Jordan,  Shreveport,  La 
William  K.  Harrison,  1728  Lawther  Dr  .,  Ft.  Worth,  Texas 
Earl  Briehn,  247  Herndon  St.,  Shreveport  18, 

Ernest  D.  Brown,  RFD  2,  Box  192,  Lafayette, 

William  O.  McCord  Jr.,  Qtrs.  3090,  36th  Place, 

Sandia  Base,  Albuquerque, 

Benjamin  F.  Cochran,  308  N,  Pine  St,,  San  Antonio, 

Dr.  Howard  H.  Weaver,  915  S.  Colorado.  Coleman, 


Texas 
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Okla. 

Okla. 

Miss. 

Okla. 


Okla. 

La. 

Texas 

Texas 
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Okla. 

Texas 

Texas 

Texas 

La. 

Texas 

Texas 

Texas 

Texas 

Texas 


La 

La. 

N.Mex. 

Texas 

Texas. 


Frank  J.  Belzung  Jr.,  2305  S.  Cherry  St.,  San  Antonio,  Texas 
Nathan  Hooker  Jr.,  200  Higdon  Ave.,  Hot  Springs,  Ark. 
Clinton  J.  Keedy,  Ever  Breeze  Trailer  Ct.,  Biloxi,  Miss. 
George  T.  Bird,  7336  Oak  Hill  Dr.,  Houston,  Texas 

Hugh  A.  Saye  Jr.,  2014  Rosewood,  Houston,  Texas 

John  R Herrmann,  RFD  1,  Bayndge  Rd.,  LaPorte,  Texas 

Eugene  M.  Manning,  8826  Spruce  St.,  New  Orleans,  La. 
Clayton  R.  Leslie,  404  Johnson  Street,  Terrell,  Texas 

Tom  Prickett  Jr.,  702  No.  Crenshaw,  Bryan,  Texas 

James  A.  Cornvich,  4230  Elba,  New  Orleans 
Robert  W.  Brewster,  2401  No.  Copia,  El  Paso,  Texas 

Wallace  B.  Allen,  6334  Parkdale  Drive,  Dallas  17,  Texas 

Frank  H.  Bouldin  Jr.,  720  N.  First  St,,  Temple,  Texas 
JackG.  Hines, Qtrs.  P1417,  Sandia  Base,  Albuquerque,  N.Mex. 
Albert  F.  Lestelle,  LaPlace,  La. 

Preston  G,  Gaddis,  Country  Club  Road,  Bartlesville,  Okla. 
Alan  K.  Green,  1633  N.  Whitworth  Av  , Brookhaven,  Miss, 
Albert  Switzer,  2028  Oleander  St,.,  Baton  Rouge,  La 
Otis  K.  LoVette,  c/o  s/s  Atlantic  Coast,  Atlantic 
Refining  Co.,  P.  O.  Box  849,  Port  Arthur,  Texas 

Arthur  C Guyton,  1106  S.  Lamar  St.,  Oxford,  Miss. 

Boyd  D.  Fry,  4005  High,  Fort  Smith,  Ark. 

Robert  H Johnston,  613  Walnut,  Wharton,  Texas 

Arthur  R.  Connerly  Jr.,  1722  Gaines  St.,  Little  Rock,  Ark. 
Clarence  C Beasley,  Box  448,  Greggton,  Texas 

Oba  R Garrett,  RFD  6,  Little  Rock,  Ark  . 

Laney  E.  Huggins,  706  West  First  Street,  Morton,  Texas 
Cyrus  E Blackburn,  29  Avalon  Dr.,  Brownsville,  Texas 
Ken  L.  Banes,  2121  Cardinal  Lane,  Fort  Worth  11,  Texas 
David  R.  Dunlap,  1517  Agnes  St.,  Corpus  Christi,  Texas 
Wade  H.  Spear  Jr. ,7000  NW  Grand  Blvd.,  Okla.  City,  Okla. 
Robert  J.  Stipp,  Box  1667,  Hobbs,  N.Mex. 

Clarence  L.  Thompson,  4416  S 41  West  Ave.,  Tulsa,  Okla. 
William  H.  Torrey,  4246  W.  Tenth  St.,  Amarillo,  Texas 
Victor  E.  Thomas,  2745  E.  Haskell,  Tulsa,  Okla. 

Jesse  F.  Lee,  1307  Arthur  Street,  San  Angelo,  Texas 

Lawton,  Okla. 

Texas 
Texas 
Texas 
La 

Texas 
N.  Mex. 
Texas 
Texas 
Texas 
Texas 
Texas 
Texas 
Texas 
La. 
Texas 
La. 

N.  Mex 


Arthur  A.  Farrington  Jr  , 1607  Arlington  Av 
Edwin  R.  Mickle,  906#Golf,  Kerrville, 

Thomas  E.  Brown,  455*0  Moore  Street,  Beaumont, 
John  R.  Crouse,  3144  Wayside  Ave .,  Fort  Worth, 
William  W Fitzgerald,  704  Gladney,  Minden, 

Henry  F.  Schreiber,  Municipal  Airport,  Galveston, 
A.  Warren  Shepherd,  403  North  Lake  St.,  Carlsbad, 
Jerry  B.  Moorhouse,  Harris  Street,  Ysleta, 
George  L.  Huebner  Jr.,  125  No.  Ave.  ' A”,  Beliaire, 
James  R.  Rumbaugh,  Marble  Falls, 

Charles  H.  Redwine,  3107  Homan,  Waco, 

Lloyd  D,  Ochsner,  Eldorado, 

Troy  C,  Wooddell,  4524  Palmetto,  Beliaire, 

Joe  D.  Seifer,  1508  N.  MacGregor  Way,  Houston, 
Ted  O,  Cromwell,  La  Combe, 

Dayle  O.  Collup,  3300  Mt.  Vernon,  Fort  Worth  3, 
Fenton  B.  Smith,  3622  Phillips  St.,  Baton  Rouge. 
Copper  Shapley  Sr.,  East  Highway  80,  Deming, 
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W5GEJ 

W5GEL 

W5GEM 

W5GEO 

W5GEP 

W5GEQ 

W5GER 

*V5GEX 

W5GF 

W5GFB 

W5GFL 

W5GFM 

W5GFN 

W5GFO 

W5GFR 

W5GFU 

W5GG 

W5GGC 

W5GGD 

W5GGE 

W5GGI 

W5GGK 

W5GGL 

W5GG0 

W5GGP 

W5GGQ 

W5GGR 

W5GGS 

W5GGU 

W5GGV 

W5GGX 

W5GGY 

W5GHA 

W5GHB 

W5GHE 

W5GHF 

W5GHG 

W5GHK 

W5GHO 

W5GHP 

W5GHT 

W5GHV 

W5GI 

W5GIA 

W5GIC 

W5GIH 

W5GH 

W5GIL 

W5GIN 

W5GI0 

W5GIQ 

W5GIS 

W5GIX 

W5GIZ 

W5GJ 

W5GJD 

W5GJK 

W5GJP 

W5GJR 

W5GJS 

W5GJT 

W5GJU 

W5GJV 

W5GJW 

W5GJX 

W5GKA 

W5GKB 

W5GKC 

W5GKG 

W5GKH 

W5GKI 

W5GKJ 

W5GKN 

W5GK0 

W5GKR 

W5GKS 

W5GKW 

W5GKX 

W5GLD 

W5GLH 

W5GLJ 

W5GLO 

W5GLP 

W5GLS 

W5GLT 

W5GLW 

W5GLZ 

W5GMC 

W5GMD 

W5GMF 

W5GMG 

W5GML 

W5GMM 

W5GMO 

W5GMR 

W5GMS 

W5GMT 

W5GMU 

W5GNB 

W5GND 

W5GNH 

W5GNJ 

W5GN0 

W5GNQ 

W5GNR 

W5GNW 

W5GNX 

W5GNY 

\V5GO 

W5GOA 

W5GOB 

W5GOC 

W5G0L 

W5GOU 

W5GOZ 

W5GP 

W5GPA 

W5GPD 

W5GPF 

W5GPJ 

W5GPQ 

W5GPS 

W5GPU 

W5GQ 

W5GQA 


James  D.  DuCote,  3315  Eighth  Avenue,  Fort  Worth,  Texas 
Robert  N.  Douglas,  1720^  Second  Ave  , Corpus  Christi,  Texas 
New  Mexico  State  College  Radio  Club,  James  S„  Arnold, 


Trustee,  Goddard  Hall,  State  College,  N.  Mex, 

Franciel  Manning,  512  North  Bailey,  Fort  Worth,  Texas 
Harold  Griffity,  Stn  KEYS  Trans.  Bldg.,  Cantwell 
Lane,  Corpus  Christi,  Texas 

Conny  L.  Fleissner,  420  North  4th  St.,  Albuquerque,  N Mex 
Verne  B.  Morrison,  5007  Capitol  Ave„,  Dallas  6,  Texas 

James  M.  Washburn,  7566  Erath  St.,  Houston,  Texas 

William  J.  Gentry,  1509  Avenue  "Q”,  Lubbock,  Texas 
William  M.  Terry,  5432  Community  Dr.,  Houston,  Texas 
James  A.  Mills,  Route  5,  Abilene,  Texas 

Athanasio  G„  Nicolaides,  1517  N.  Dorgenois  St., 

New  Orleans,  La, 

Emmitt  S>  Malone,  608  E Texas,  Sweetwater,  Texas 

Ernest  C.  Manning  Jr  ,,  512  N.  Bailey,  Fort  Worth,  Texas 
John  D.  Dalton,  2207  North  Houston,  Fort  Worth,  Texas 
Henry  A.  Crayon  Jr.,  2653  Clover,  New  Orleans,  La. 
Harvey  L.  Treft,  602  S.  Court  St.,  Cleveland,  Miss. 
Rudolph  M.  Rubin  Jr.,  1410  N.  Whitaker  St.,  Midland,  Texas 
Fritz  W.  Glitsch  Jr.,  4414  Bluffview  Blvd Dallas,  Texas 
Robert  H.  Williams,  222  N.  Beach  St.,  Bay  St.  Louis,  Miss. 
Wayland  A,.  Carlson,  Tom  Grean  St.,  Elgin,  Texas 

Robert  S.  Lee,  2115  South  Mehl,  Oklahoma  City,  Okla. 
Jackson  A,  Schroeder,  121  Latham,  Houston,  Texas 

Benjamin  K.  Twyeffort,  Blackrock,  N.  Mex. 

John  E.  Yeates,  150  Ford  Ave.,  Jackson,  Miss. 

William  M.  Hieronymus,  102  So.  Eighth  St.,  Temple,  Texas 
Jerrold  O.  Hills,  Rule,  Texas 

Howard  E„  Gullberg,  RFD  6,  San  Antonio,  Texas 

Wayman  E.  Simmang,  100  Jeffery,  San  Antonio,  Texas 
Paul  M.  Elliott  Jr.,  Bishop,  Texas 

Leonard  A Smoll,  412j  So.  Yale,  Albuquerque,  N Mex 

Frank  W.  Miller,  504  N Marienfeld  St.,  Midland,  Texas 
Marcus  D.  O’Neal  Jr.,  2054 Cincinnati  Av.,  San  Antonio, Texas 
Ralph  N.  Weekes,  3545  Thomas  Blvd.,  Port  Arthur,  Texas 
Leith  E.  Bodley,  RFD  2,  Box  317A,  Claremore,  Okla. 
Robert  E Barr,  Box  446,  111  Wisdon  St.,  Springhill,  La. 
Herbert  Mathis,  803  West  Centre,  Artesia,  N„  Mex. 

Allen  W.  Glueck,  4909  Spruce  St.,  Bellaire,  Texas 

Jack  R.  Middleton,  1210  Martha,  Waxahachie,  Texas 

Robert  P.  Schmidt,  4307  St.  Ann,  New  Orleans.  La. 
Edwin  G.  Long,  4601  Orleans  Blvd.,  New  Orleans  20,  La 
Liberate  L.  Gallo,  1507  N.  Miro  St.,  New  Orleans,  La 
Lon  G.  Wainman,  3139  Wheeling  St.,  El  Paso,  Texas 
Isaac  Levy  Jr.,  116  Jeff  Davis  Avenue,  Biloxi,  Miss. 

John  M.  Goin,  1600  W.  Eleventh  St.,  Pine  Bluff,  Ark. 
Gail  G.  Benson,  Fannin  Road,  Luckney,  Miss. 

Richard  D.  Hall,  224  East  "D”,  North  Little  Rock,  Ark, 
Otis  L.  Wright,  3163  44th  Place,  Sandia  Base, 

Albuquerque,  N.  Mex. 

James  L.  Fisher,  3318  E.  King  St.,  Tulsa  4,  Okla. 
John  C.  Taylor,  8129  Detroit  Street,  Houston,  Texas 

Ewing  Canaday,  503  E.  Fairchild,  Midwest  City,  Okla. 
Leonard  J.  Gottlob,  RFD  1,  Azle,  Texas 

Stanley  W.  Preston,  Box  8415,  University  Station, 

Baton  Rouge  3,  La. 

Gauvian  C.  McClain,  Moscow,  Texas 

Henry  M.  Harris,  Veterans  Hospital,  Waco,  Texas 

Tech  High  Radio  Club,  P.N.  Jett,  Trustee,  637  Main 
Avenue,  San  Antonio  5,  Texas 

James  F.  Turner,  406  East  Broadway,  Drumright,  Okla. 
Fred  V.  Clark,  203  S.  Main,  Blackwell,  Okla. 

Louis  S.  Parkin,  Naval  Air  Sta.,  Corpus  Christi,  Texas 
Harry  J.  Hendrick,  3211  Hueco  Street,  El  Paso,  Texas 
Fred  E.  Harrison,  Silsbee,  Texas 

Harold  D.  McFarland,  1704  South  Hutchings  Blvd., 
Longview,  Texas 

Gholson  E.  Rigby,  616  West  3l£  St.,  Austin,  Texas 

Charles  G.,  Stokes,  2227  Joseph  St., New  Orleans,  La. 

Frank  N.  Thaxton,  2010  Ft.  Worth  St.,  Grand  Prairie,Texas 
Robert  E.  Cowan  Jr.,  1704  Ninth  St.,  Lake  Charles,  La. 

Esca  Forgy,  508  Park  Avenue,  Garland,  Texas 

George  E.  Glover,  2655  Goliad  St.,  Beaumont,  Texas 

Menford  R.  Sims,  RFD  3,  Seminole,  Okla, 

Anne  K.  Putnam,  Porter  Ranch,  Kenedy,  Texas 

Jack  B.  Cunningham,  RFD  2,  San  Antonio,  Texas 

Walter  W.  Everett,  2558  Jonquil  St.,  New  Orleans,  La. 
Victor  I.  Ovenden,  237  Hearne  Ave.,  San  Antonio  4,  Texas 
Edna  M.  Williams,  307  E.  Grumman,  Midwest  City,  Okla. 
Finis  E.  Wills,  1120  S„  Ninth,  Temple,  Texas 

John  T.  Nash,  1923  Thronton  Ct.,  Alexandria,  La. 
Harold  M.  Waite,  4419  Cedar  Springs,  Dallas,  Texas 

Joseph  J.  Wormser,  206  E.  Cypress,  San  Antonio,  Texas 


Frank  B.  Wood,  1737  Sixth  Street,  Rosenberg,  Texas 
Chas.  J.  Fox  Jr.,  5963  Annunciation  St,  New  Orleans,  La. 
George  W.  Marti,  Route  3,  Cleburne,  Texas 

Merle  Congdon,  RFD  3,  Florence,  Miss. 

Charles  B.  Kindred,  817  Shelton  Avenue,  Kingsville,  Texas 
George  N.  Sharp,  3541  Federal,  Pasadena,  Texas 

Harold  Bottomley,  1130  South  Canton,  Tulsa,  Okla. 

Theodore  J.  Kendrick,  917  No.  Trinity  St.,  Decatur,  Texas 
Robert  H.  Streeter,  301  Lamar,  Greenwood,  Miss 

Byron  J.  Bennett,  1922-A  Sixth  St.,  Lubbock,  Texas 

Herman  Solomon,  6 North  Circle  Drive,  Natchez,  Miss. 
John  W.  Cavanah  Jr.,  1700  Alvar,  New  Orleans,  La. 
Cooper  Shapley  Jr.,  East  Deming,  Deming,  N Mex 

Charles  L.  Cain  , Route  2,  Honey  Grove,  Texas 

Thomas  E.  Humphrey  Jr.,  2100  Ave.  L.,  Huntsville,  Texas 
James  M.  Delcambre,  Avery  Island,  La. 

Thomas  H.  Cagle,  130  Boyd,  Natchitoches,  La. 

Herbert  L.  Jones,  520  S Amherst,  Albuquerque,  N.  Mex 

Wyley  J.  Barr,  38  Country  Club  PL,  Corpus  Christi,  Texas 
Henry C. Harrell,  Army  &Navy  Hosp.,  Hot  Springs,  Ark. 
Roscoe  C.  Barnsley  Jr.,  2110  Franklin  Street, 

North  Little  Rock,  Ark. 

Thomas  F.  Rowan,  4013  Franklin  Ave.,  New  Orleans,  La 
Don  R.  Roberson,  1312  North  Grant,  Odessa,  Texas 

John  W.  Lanahan,  6510  Avenue  "K”,  Houston,  Texas 

William  W,  Wattenbarger,  3904  S.  Newport  St.,  Tulsa,  Okla 
Avery  Milstead,  1113  East  Farrel,  Shawnee,  Okla. 

Hal  C.  Becker,  5432  Genl  Diaz  Street,  New  Orleans,  La. 
Houston  W Mickler,  5134  Leeland,  Houston,  Texas 

Johnny  G.  Carabin,  2955  Amarillo  St.,  Beaumont,  Texas 
Oren  O.  Wunsch,  3525  Grand,  Beaumont,  Texas 

Roland  W.  Bush,  RFD  2,  Tej-rell,  Texas 

Victor  M.  Craig,  1461  Magazine,  New  Orleans,  La. 
Charles  L Frauman,  2606  Peabody,  Dallac,  Texas 

Clifford  Atkinson  Jr.,  2433  Stanmore  Dr., Houston  19, Texas 
Len  De  Cou,  1214  Keeler,  Bartlesville,  Okla. 

Edgar  D,  Ingels,  3603  Northview  Dr.,  Jackson  32,  Miss 
Otis  T.  Halliday,  2415  Brazoria  St.,  Houston,  Texas 

Grant  Irwin,  500  W.  Main,  Sulphur,  Okla 

Thomas  K.  Hutchins  Jr.,  209  S.W.  Third,  Bethany,  Okla. 
Clarence  B.  Scott,  2527  South  Evanston,  Tulsa  5,  Okla. 
Henry  A.  Tackett,  1617  Avenue  “Y”,  Lubbock,  Texas 

Grant  Patton,  719  Front  Street,  Berwick,  La. 

William  E.  Campbell,  2905  Breeze  Terr.,  Austin,  Texas 


Gerard  R.  Poirier,  4017  Magazine  St.,  New  Orleans,  La. 
Kenneth  R.  Boyle,  504  East  Main  Street,  Arlington,  Texas 
Eugene  C.  Bartholomew,  1900  Exposition  Blvd.,  Austin, Texas 
Lloyd  W.  Hilbun,  190  South  Awbrey  Road.  El  Paso,  Texas 


W5GQC  Dee  L.  Gould,  1007  Archer  St..,  Houston  9,  Texas 

W5GQD  Joe  M.  Morgan,  4301 'Nashville,  El  Paso,  Texas 

W5GQF  Richard  L.  Walker,  Quarters  16A,  Goodfellow  Field, 

San  Angelo,  Texas 

W5GQG  George  R.  Armstrong,  Main  & Oak  Sts.,  Harford,  Ark. 

W5GQT  Oron  L.  Bickley.  Edwards  Pt.,  San  Leon,  Texas 

W5GQU  Albert  B Pitts,  Bldg.  1228,  Kelly  Field,  Texas 

W5GQV  LeRoy  D.  Clough,  4118  Ave  R2,  Galveston,  Texas 

W5GR  Wallace  A.  Clemmons,  137  Carondelet  Street,  New 

Orleans  12,  La. 

W5GRA  James  C.  Pollard,  502  Llano,  Pasadena,  Texas 

W5GRC  Frank  S Borders,  2903  Welborn,  Dallas,  Texas 

W5GRE  Harold  P,  Schrieffer,  614  Soniat  St,,  New  Orleans  15,  La 
W5GRG  Paul  C.  Edmiston,  109  Mamie  Street,  Hattiesburg,  Miss. 

W5GRJ  James  D.  Moss,  Box  137,  Natchitoches,  La. 

W5GRM  Ralph  E Druen,  1330  E„  Oklahoma,  Enid,  Okla 

W5GRQ  Robert  E.  Johnson,  1540  S.  College  St.,  Tulsa  4,  Okla 

W5GRS  David  W Lahman,  1316  W Third  St.,  Stillwater,  Okla. 

W5GRX  Cora  M.  Clark,  522  So.  49th  West  Ave.,  Tulsa  6,  Okla. 
W5GRY  Arthur  W.  Pryor,  1117  Eustis  Street,  Shreveport,  La. 

W5GRZ  Lloyd  E.  Pawkett,  321  E.  Nueva  St  ,San  Antonio,  Texas 

W5GSA  Frank  O.  Sandoval,  619  N.  Amherst.  Albuquerque.  N.  Mex. 

W5GSD  George  F.  Smith,  912  No.  Kentucky  Ave  , Roswell,  N.  Mex. 
W5GSE  Marvin  Williams,  822  Oak,  Grand  Prairie,  Texas 

W5GSG  Edward  C„  Wamwright,  RFD  1,  Jackson,  Miss. 

W5GSL  Ansel  W,  Nichols,  1901  Dismuke  St«,  Houston,  Texas 

W5GSO  George  E Moore,  209  Cedar,  San  Antonio,  Texas 

W5GSQ  James  H.  Smith,  RFD  3,  San  Antonio,  Texas 

W5GSR  Charles  L.  Kautz,  Route  2,  Seagoville,  Texas 

W5GSS  Manning  B Trewitt,  5930  Reiger  Ave.,  Dallas,  Texas 

W5GSV  Maurice  F0  Shepherd,  411  Elm,  Sweetwater,  Texas 

W5GSY  Harold L.  Sudbury,  1320  ChickasawbaSt  , Blytheville,  Ark. 
W5GSZ  Cecil  B.  Taylor,  Plano,  Texas 

W5GTB  Alva  B.  Howell  Jr.,  4621  LaSalle  St.,  New  Orleans,  La 

W5GTC  Paul  B Balzersen,  1932  Stanley  Blvd  , Port  Arthur,  Texas 
W5GTD  Saxon  B.  Swearingen,  Denver  City,  Texas 

W5GTF  George  C.  Robinson,  2709  S.  Adams,  Fort  Worth  4,  Texas 

W5GTI  Paul  T Parker,  732  Vernon  .St.,  Baton  Rouge,  La. 

W5GTJ  Jesse  H.  Stanbrough  Jr.,  3404  Grooms  St.,  Austin,  Texas 

W5GTK  Ray  E.  Nordin,  Bldg.  1691,  Cemetery  Rd.,Ft.  Bliss,  Texas 

W5GTL  George  L.  Carlisle  Jr.,  209  Thompson,  Kilgore,  Texas 

W5GTM  Thomas  A.  York,  612  Martinique  Ave.,  Dallas,  Texas 

W5GTP  Roland  J.  Miguez,  33  Maumus,  New  Iberia,  La. 

W5GTS  Maurice  E.  Katzer,  1418  N.  Greenwood,  Ft  Smith,  Ark. 

W5GTY  Jesse  R„  Floyd  Jr.,  4300  Rusk  St.,  Houstin  3,  Texas 

W5GTZ  Fred  Gustafson,  200  Greenfield  Road,  RFD  1, 

Box  393-A,  San  Antonio,  Texas 

W5GU  Joseph  F Cory,  2100  N.,  W 32nd  St.,  Oklahoma  City,  Okla 

W5GUA  Duane  W.  Hoisington,  811  Creek,  Muskogee,  Okla 

W5GUB  Mordacuii  X,.  Crouse,  North  Loop  Garden  1,  El  Paso,  Texas 

W5GUD  Norval  J.  Norman,  Box  2787,  Odessa,  Texas 

W5GUF  Joe  T.  Thornton,  402  W.  Choctaw,  Tahiequah,  Okla 

W5GUG  Floyd  R.  Barrett,  3900  Asher  Ave..,  Little  Rock,  Ark 

W5GUI  Howard  R„  Garrison,  2507  San  Jacinto,  Austin,  Texas 

W5GUJ  Paul  M.  Carpenter,  2806  West  Sixth,  Little  Rock.  Ark. 

W5GUK  Earl  C.  Lancashire,  2233  Eads,  New  Orleans  17,  La 

W5GUM  Arthur  Clatfelter,  2920  Aurora,  El  Paso,  Texas 

W5GUT  Albert  S.  Riley,  4671  Eastern  St.,  New  Orleans  22,  La. 

W5GUW  John  C.  Bowden,  312  E.  Johnson  Ave.,  Kingsville,  Texas 

W5GUZ  Albert  C Senter,  214  No.  Pine  St.,  Albuquerque,  N Mex. 

W5GVF  Hans  U.  Hiltpold,  Markham,  Texas 

W5GVG  Wm.F.PoichowJr.,4017MagazineSt„,NewOrleans,  La. 

W5GVK  William  H.  Simons,  2019  County  Ave.,  Texarkana,  Ark. 

W5GVL  Reuel  J.  Thomson,  Route  6,  Marshall,  Texas 

W5GVN  Emil  A.  Musgrove,  624  Wood  St.,  Houma,  La 

W5GVQ  Martin  L.  H.  Baze  Jr.,  Box  232,  Fort  Stockton,  Texas 

W5GVR  Harold  S.  Campbell,  804  N Delaware,  Tulsa,  Okla 

W5GVS  William  R.  Baker,  1122  W.  Broadway,  Enid,  Okla 

W5GVV  Jesse  M.  Langford,  2005  W.  Oklahoma  Ct.,  Enid,  Okla. 

W5GVX  H C.  Zabriskie,  La  Tuna,  Texas 

W5GVZ  Talmadge  N.  Lawrence,  1000  University  Dr.,  Ft  Worth, Texas 
W5GW  Charles  S.  Dunn,  1926  S.  Knoxville,  Tulsa,  Okla 

W5GWA  Wade  S.  Luckett,  404  S Blair  St.,  Springdale,  Ark 

W5GWE  Jerry  A.  Westmoreland,  Rule,  Texas 

W5GWF  Gains  C.  Aldridge  Jr.,  505  Center,  Sherman,  Texas 

W5GWG  William  E.  Wilson,  2570  Hazel  St  , Beaumont,  Texas 

W5GWK  Roy  V.  Williams,  304  So.  Liberty  Street,  Marianna, Ark. 
W5GWL  George  J.  Latz,  327  W.  33rd  St  , Houston  8,  Texas 

W5GWQ  John  F.  Nicholas,  408  No.  11th  Street,  Albuquerque,  N.  Mex, 

W5GWR  Robert  P.  Mincy,  2805  Deen  Road,  Fort  Worth,  Texas 

W5GWS  Willis  L.  Beale,  3314  Stonewall  St  , Houston  10,  Texas 

W5GWT  Daniel  Boone,  3624  Park  Ave.,  Fort  Smith,  Ark 

W5GWU  William  J Bryan,  217  Second,  DeRidder,  La 

W5GWV  Howard  H.  Carvajal,  3400  Porter  Av.,  El  Paso,  Texas 

W5GWW  Ross  S Brink,  409  N„  East  25th  St.,  Oklahoma  City,  Okla. 

W5GWX  John  L.  Teague,  226  St.  Peter  Street,  Lafayette,  La 

W5GWY  Ray  H.  Runder,  237  Blanch  Circle,  Ft.  Worth,  Texas 

W5GWZ  Frederick  H.  Schmidt,  4307  St.  Ann,  New  Orleans,  La 
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W5GXP 

W5GXS 
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\W5GYP 
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W5GZF 

W5GZH 
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W5GZO 

W5GZF 
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W5GZU 

W5GZZ 

W5HA 

W5HAA 

W5HAC 

vV5HAD 


W5HAF 

W5HAJ 


W5HAM 

W5HAP 

W5HAQ 

W5HAU 


Wm.  T„  Block  Jr.,  Park  & Neches  Sts.,  Nederland.  Texas 
Byford  L.  Cook,  108  Mamie  Ave  , Corsicana,  Texas 

Geo.  H.  Schmitt  Jr.,  4939  S.  Galvez  St.,  New  Orleans,La. 
John  A.  King,  914  South  Barnes  Street,  Pampa,  Texas 
Adelbert  F.  Schultz,  P.  O.  Box  1163,  Las  Vegas,  N.Mex 
Jesse  C.  Bullock,  5226  Spain  Street,  New  Orleans  19,  La. 
Henry  O Gottschalk,  St.  Francis  Church,  Giddings,  Texas 
Arlton  H.  Hooker,  419  Pecan  St..,  PO  Box  511,  Center, Texas 
Theresa  A.  Pessoney,  411  S.  Sycamore.  Palestine,  Texas 


William  L.  Baird,  3811  Ridgeway,  Los  Alamos,  N.  Mex 
Engelbert  G.  Bartosch,  Sacred  Heart,  Mathis,  Texas 

Shirley  M.  England,  301  Martin,  Greenwood,  Miss. 

Myer  Frauman,  4511  Bowser,  Dallas,  Texas 

Eugene  F.  Bangs,  739  N.  Knoxville,  Tulsa,  Okla. 

Sethel  E Eckhardt,  4 Miles  Ct..  El  Dorado.  Ark. 

Carl  E.  Metzger.  2014  First  Street,  Lake  Charles,  La. 
Billy  J.  Nance,  3203  Broadway,  Houston,  Texas 

William  R.  Brown,  2915  Sacramento,  El  Paso,  Texas 
Luther  A.  Morris,  901  Wade,  Bossier  City,  La. 

Otto  H.  Uhrbrock  Sr.,  721  West  McIntyre,  Edinburg,  Texas 
Rex  C.  Mitchell,  Kedd  St.,  Iredell,  Texas 

Walter  D,  Baer,  1103  S Puerco  St.,  Gallup,  N.Mex 

William  C.  Bettis,  2005  Taylor  St.,  Wichita  Falls,  Texas 
Jerry  Zazvorka  Jr  , 334  Primrose  Dr.,  Corpus  Christi,  Texas 
Ellis  E.  Trepagnier,  1819  Painters,  New  Orleans  17,  La. 
William  H Niksch,  East  3rd  Center,  Blud  Jacket,  Okla. 
Wallace  W.  Griffin,  2441  West  Brooklyn,  Dallas,  Texas 
Albert  H.  Allen,  504  W.  21st  St..,  Ada,  Okla 

Boyce  A.  Taylor,  Thomas,  Okla 

William  M.  Terrell,  542  Baltimore,  Muskogee,  Okla. 

Joe  F.  Thompson,  401  East  Walnut,  Hillsboro,  Texas 
Ervin  P.  Huhndorff,  2003  Elysian  St=,  Houston,  Texas 

Harry  M„  Hutchinson  Jr,,  3140  East  21st  PL,  Tulsa,  Okla. 
Bedford  F,  Gammon,  515  E,  12th  Street,  Bonham,  Texas 
Clyde  M.  Hopson,  Box  2530,  Amarillo,  Texas 

Leroy  Green  Sr.,  Tupelo,  Miss., 

Erwin  A.  Whitnah,  RFD  3 Hot  Springs  Hwy  ., Little  Rock,  Ark. 
Roy  T Brown,  3904  S.  Newport,  Tulsa,  Okla. 

Tullius  Brady,  Natchez  Road,  Brookhaven,  Miss. 

Earl  L.  Blair,  842  Martin,  Kermit,  Texas 

Ellie  D.  Lockey,  Troup,  Texas 

Geo  D Russell,  3517  N W.  26th  St  , Oklahoma  City,  Okla 
Robert  H.  Cruce,  7310  Dixie  Drive,  Houston,  Texas 

Robert  E„  vVick,  4916  Rusk  Ave.,  Houston  3,  Texas 

Raymond  F Bean,  2226  N Third,  Abilene,  Texas 
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Peter  W.  Clement.  513  Santini,  Biloxi,  Miss. 

Noble  F.  Wynn,  716  Littler  PI  , Edmond,  Okla. 

Samuel  M.  Perry,  Cheyenne,  Okla. 

Olin  L.  Cox,  117  Douglas  Way,  Grand  Prairie,  Texas 

H.  Alexander  Brooks,  616  Mill  St.,  Bartlesville,  Okla. 

Epps  Griffin,  Pittsburg,  Texas 

Ivan  E.  Harrison,  5852  Glendora  Street,  Dallas,  Texas 

John  P.  German,  1907  Stamford  Lane,  Austin,  Texas 

Raymond  V.  Davis,  306  So.  Milam,  Seguin,  Texas 

Morris  M Ming,  804  Maple  Dr.,  Garland,  Texas 

Merwyn  C.  Lewis,  2119  Lamont,  Dallas  16,  Texas 

D.  Morgan  Richards,  Dripping  Springs  Ranch, 

Dripping  Springs,  Texas 

Scottie  W Chambliss,  2980  Irving  St.,  Beaumont,  Texas 
James  D Fry-  Jr.,  3627  W.  Houston  St.,  San  Antonio,  Texas 
George  C.  Sumner,  315  Chicago  Street,  Fort  Worth,  Texas 
William  F,  Warren,  2308  Christine  Ct„  Ft.  Worth  5,  Texas 
Horace  J.  Fohn,  1004  East  46th,  Austin,  Texas 

Robert  K Andrews,  108  Bentley  St.,  Alexandria,  La 
Robert  H.  Clarke,  3130  Nashville  St.,  El  Paso,  Texas 
Johnnie  Andrews,  1518  Dorris  Ave.,  Fort  Worth,  Texas 
Hal  R.  Culp,  1418  Wood,  Big  Spring,  Texas 


Robert  W.  Cochran,  409  W.  Hubbard,  Mineral  Wells,  Texas 
William  E.  Ross  Sr.,  1420  Spain  St.,  New  Orleans,  La. 
John  T.  Cannavan  Jr.,  61  Metairie  Ct,,  New  Orleans,  La 
J.  Otto  Lotz,  1564  Westbrook  Dr.,  New  Orleans  22,  La. 
John  E.  Douglas,  117  South  12th  Street,  Paragould,  Ark. 
Marshall  F.  Rawlings,  136  East  2nd  Street,  Phillips,  Texas 


Calvin  A.  Gulley,  734  Texas  Ave  , Mercedes,  Texas 

Charles  S.  Perry,  213  Lake  St.,  Lake  Providence,  La  = 
Beverly  M.  Campbell,  Route  1,  Pascagoula,  Miss. 

Emile  Antonini  Jr.,  2834  Bruxelles  St,,  New  Orleans  19,  La.. 

L.  Do  Irvine,  757  Merchant,  Abilene,  Texas 

Leonard  L.  Stephenson,  135  W.  Gramercy  Place, 

San  Antonio,  Texas 

Stafford  E.  Davis,  1216  South  Maxey,  Sherman,  Texas 
George  M.  Hicks,  Tunica,  Miss. 

Clarence  G Leonard,  P.  O.  Box  1837,  FayettevlllejArk 
Thomas  M.  Hoffman  Jr  , 505  Avenue  “E”,  Baytown,  Texas 
Tom  L McAlister,  Main  St,,  Morton,  Texas 

Edward  A.  Savage.  804  E.  15th  St.,  Big  Spring,  Texas 

Joseph  A Ley,  707  Ridge,  Houston  9,  Texas 

Arthur  R Craig,  1501  W.  30th,  Pine  Bluff,  Ark. 

Cecil  L.  Crutchfield,  RFD  1,  Natchez,  Miss. 

Ernest  M.  Roberts,  Carrizozo,  N.Mex 


Robert  H Nabours  Jr  ,,  1210  E.  27th  St.,  Cameron,  Texas 
Ernest  S.  Wells,  205  Circle  Street,  West  Monroe,  La. 
Fannye  D.  Wells,  205  Circle  Street,  West  Monroe,  La. 
Thomas  E,  Garrard,  202  W.  Seminole,  McAlester,  Okla. 
Robert  E.  Penick,  1806  Seventh,  Wichita  Falls,  Texas 
L C.  Breaux,  931  Tricou  St  , New  Orleans  17,  La 
Claude  Boyd  Jr.,  RFD  2,  Seagoville,  Texas 

Charles  J.  Hart,  519  Magnolia  St.,  No.  Little  Rock,  Ark. 
Billy  A.  Weisfeld,  4918  Cucullu  St.,  New  Orleans  15,  La 
John  H.  Ott,  RFD  7,  Box  113,  Oklahoma  City,  Okla 
E.  T.  Culp  Jr.,  2400  Blk  of  N,  Pecan,  Nacogdoches,  Texas 
John  R.  Whitaker  Jr. ,636  University  Walk,  Baton  Rouge, La. 
Marvin  I.  Doss,  914  Austin,  Amarillo,  Texas 

Lynn  A.  Breec.e,Box  534,  Barksdale  AFB,  Shreveport, La. 
Clarence  C.  Bies,  1450  Suebarnett  St.,  Houston,  Texas 
Charles  N.  Harrist.  Cadde  State  Park,  Karnack,  Texas 
John  W Huffman,  212  W,  12th  St.,  Oklahoma  City,  Okla, 
John  W.  Scott  Jr  , P„  O.  Box  731,  St:  Joseph,  La. 

Leslie  H.  Seright,  5200  13th  Street,  Port  Arthur,  Texas 
Otto  E.  Moates,  KTRN,  Highway  70,  Wichita  Falls,  Texas 
Otis  McGaffey,  2611  Oak  Cliff,  Houston,  Texas 

John  R Martin,  220  So.  Pruett  Street,  Paragould,  Ark. 
Harry  Cook,  Dell,  Ark. 

Ivan  Miller,  1314  N E.  15th  St  , Oklahoma  City  5,  Okla. 

Raymond  L Nichols,  441  S.  Evanston,  Tulsa  4,  Okla. 

William  C.  Wood,  724  West  Padon,  Blackwell,  Okla. 

Wm.  G.  Wheeler,  1415  S.W.  34th  St.,  Oklahoma  City,  Okla. 
Willett  W,  Story,  812  North  Harvard  Street,  Tulsa,  Okla. 
Frank  Z.  Patterson,  Buffalo,  Okla. 

Culver  Breckenridge,  4007  Chatham  Lane,  Houston  6,  Texas 
George  L.  Bird,  823  E.  Ninth  St.,  Pawhuska,  Okla. 

Franklin  Brown.  Cherokee,  Texas 

Raymond  C.  Barnard,  107  East  “E”  St.,  Covington,  Okla. 
Warren  L.  Anderson,  1217  N.  Shepherd  Dr.,  Houston,  Texas 
Herbert  G.  Smith,  501  West  Burleson,  Marshall,  Texas 
James  B.  Reid,  559  North  Jackson,  Houston,  Miss. 

Ira  D Wesley,  Prairie  View  College,  Texas 

Louisiana  Tech  Radio  Club,  William  E.  Owen,  Trustee, 
Bogard  Hall,  La  Polytechnic  Institute,  Ruston,  La 

Thomas  W.  Swafford,  1401  English  Street,  Irving,  Texas 
Foy  A.  Rogers,  914  Roslington  Ave.,  Albuquerque,  N.  Mex. 
Elmer  T.  Brewer,  Clayton,  Miss. 

Thomas  H.  Griffin,  405  N.E.  Third  Street,  Andrews,  Texas 


W5HH  Judd  W.  Cherryhomes,  105  South  5th  St.,  Jacksboro,  Texas 


W5HHA  Kenneth  H . Hickman,  502  Garden  Lane,  Kenner,  La. 
W5HHB  Gus  J.  Guillot,  RFD  4,  Box  278A,  Beaumont,  Texas 

W5HHC  W'illiam  L.  Orr,  2523  Swift  St  , Houston,  Texas 

W5HHE  Raymond  A Garren,  636  Denver  Blvd.,  San  Antonio,  Texas 

W5HHJ  William  S.  Robbins,  3715  Barr  Ave.,  Oklahoma  City,  Okla. 

W5HHL  G.  E.  Vandergrift,  855  Kirk  PI.,  San  Antonio,  Texas 

W5HHM  John  J Lang,  1024  Rigsby  St.,  San  Antonio,  Texas 

W5HHN  Wallace  Rabenaldt,  2403  E.  Houston  St.,  San  Antonio,  Texas 

W5HHS  Aubrey  L Muirhead,  1116  Washington  St.,  Vicksburg,Miss„ 
W5HHT  Irvine  J.  Levi  Sr  , 271  Fairway  Dr.,  New  Orleans  18  La. 

W5HHU  Hollis  H.  Whittenberg,  4609  Terry  Street,  Dallas,  Texas 

W5HHV  James  H Leveque,  415  Ingleside  St.,  Lake  Charles,  La. 

W5HHX  Glenn  Collard,  808  S.  Fourth  St.,  Artesia,  N,  Mex 

W5HIB  Louie  J Cunningham,  Hamlin,  Texas 

W5HIC  Joseph  J.  Traina,  820  Port,  New  Orleans,  La. 

W5HID  Verne  Garrison,  3511  Westcliff  Rd.  So.,  Ft.  Worth,  Texas 

W5HIF  Ted  C.  Chastain,  3037  S.  Staples,  Corpus  Christi,  Texas 

W5HIH  William  W.  Arnold,  905  English,  Houston,  Texas 

W5HIJ  Mary  E.  Moseley,  1936  Hill  Ave.,  Alexandria,  La. 

W5HIP  George  W.  Smith  Jr.,  RFD  2,  McKinney,  Texas 

W5HIR  Junius  B.  Fox,  6013  Tremont  St.,  Dallas  14,  Texas 

W5HIV  Clarence  G.  Warner,  2200  Grace,  Fort  Worth,  Texas 

W5HIW  William  T.  Hudgins  Jr.,  1212|  W.  Drew  St.,  Houston,  Texas 

W5HJ  Thomas  G.  Banks  Jr. ,4104  Park  Ln  ,Oklahoma City,  Okla. 

W5HJA  Lawrence  S Woolsey,  1706  N.  Tyler,  Little  Rock,  Ark. 

W5HJB  Albert  F.  Hintze,  1311  Park  Avenue,  Orange,  Texas 

W5HJC  Lonnie  L Powell  Jr.,  2015  16th  St.,  Galena  Park,  Texas 

W5HJD  Charles  W.  Taucer,  631  St.  Peter  St  , New  Orleans,  La 

W5HJF  Junius  G.  Hancock,  110  S.E.  Nevada  Street,  Portales,  N.Mex. 
W5HJN  George  L,  Carroll,  402  Sewell,  Abilene,  Texas 

W5HJT  John  A.  Hays,  2021  South  “Q”  Street,  Ft.  Smith,  Ark 

W5HJS  Clarence  Jones,  618  E.  Oklahoma  Street,  Tulsa,  Okla. 

W5HJU  David  R,  Whitaker,  3220  James  Ave  , Ft  Worth,  Texas 

W5HKA  Luke  B.  Dodds,  100  East  Daws,  Norman,  Okla. 

W5HKB  Larkin  B Jones  Jr..,  RFD  3,  Lubbock,  Texas 

W5HKD  Arthur  A.  Worrell,  117  W.  Park  Ave  , San  Antonio,  Texas 

W5HKE  Dewey  W Miles,  Box  861,  Rockport,  Texas 

V5HKG  George  R Morrow,  1310  N Atlanta  Ave.,  Tulsa,  Okla. 

W5HKH  Frank  B.  Frank,  3603  South  Yorktown,  Tulsa,  Okla. 

W5HKI  Jack  M.  Deming,  1906  South  Jamestown,  Tulsa,  Okla. 

W5HKJ  L.  Elmer  Sanders,  11th  Avenue,  Kentwood,  La. 

W5HKK  Frank  O Dillon,  1421  El  Campo  Dr.,  Dallas  18,  Texas 

W5HKN  John  C Calvert,  239  N.  Yukon  St.,  Tulsa,  Okla. 


W5HKP  Joseph  J.  Zammit,  4779St.RochAve.,  NewOrleans  17,  La. 
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W5HMW 

W5HNB 

W5HNE 

W5HNF 

W5HNH 

W5HNJ 

W5HNR 

W5HNT 

W5HNU 

W5HNW 

W5HNX 

W5H0 

W5HOA 

W5H0F 

W5H0G 

W5H0J 

W5H0K 

W5H0T 

W5HOO 

W5HOS 

W5H0T 

W5HOW 

W5HOY 

W5HP 

VV5HPA 

W5HPB 

W5HPC 

W5HPE 

W5HPG 

W5HPJ 

W5HPL 

W5HPM 

W5HPR 

W5HPW 

W5HPX 

W5HPZ 

W5HQ 

W5HQA 

W5HQC 

W5HQE 

W5HQJ 

W5HQM 

W5HQO 

W5HQP 

W5HQR 

W5HQS 

W5HQU 

W5HQW 

W5HQX 

W5HQY 

W5HR 

W5HRB 

W5HRC 

W5HRD 

W5HRF 

W5HRH 

W5HRN 

W5HR0 

W5HRT 

W5HRU 

W5HRW 

W5HRX 

W5HRZ 

W5HSB 

W5HSE 

W5HSM 

W5HSN 

W5HSO 

W5HSQ 

W5HST 

W5HSU 

W5HSV 

W5HSX 

W5HSY 

W5HTB 

W5HTC 

W5HTF 

W5HTH 

W5HTI 

W5HTK 

W5HT0 

W5HTP 

W5HTU 

W5HTX 

W5HTY 

W5HTZ 

W5HU 

W5HUA 

W5HUE 

W5HUG 

W5HUI 

W5HUJ 

W5HUK 

W5HUM 

W5HUN 

W5HUO 

W5HUQ 

W5HUS 

W5HUT 
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James  B.  Shelton,  Water  Proof,  La 

Luther  N.  Davis  Jr. , 902  Burke,  McComb,  Miss. 

Thomas  H Morrell,  6039  Bacon,  Baton  Rouge,  La. 
Walter  E.  Hart,  2119  Bosque  Blvd.,  Waco,  Texas 

Harry  B.  Smith,  32  Southwest  23rd  St  , Oklahoma  City,  Okla 
Theodore  L Van  Pelt,  1218  E.  Tenth,  Shawnee,  Okla 
Robert  A.  Wells,  4604  Ardyce  Drive,  Oklahoma  City,  Okla. 
Dickson  E.  Nuckols,  1007  Olive  St.,  Texarkana,  Texas 
John  D.  Tallant,  548  Orion  Avenue,  Metairie,  La 

Lena  E.  Kay,  2985  Terrell  Street,  Beaumont,  Texas 
Thomas  A.  Jennings,  Vance,  Miss. 

Clark  A.  Perkins,  315  Burcham  Ave.,  San  Antonio,  Texas 
Maurice  G.  Chernin,  1820  Montana  St,  El  Paso,  Texas 

David  H,  Weinstein,  1904  Branard,  Houston,  Texas 

Eldon  L.  Flesher,  2078th  Air  Wea  Recon  Sq., 

Bks.  718,  Room  3,  Tinker  AFB,  Oklahoma  City,  Okla. 
Varnell  E.  Fleming,  421  West  Lea,  Hobbs,  N Mex, 

Raymond  T.  W'hitaker,  616  Henderson  Street,  Bishop,  Texas 
Glen  Tritt,  1525  North  Ruddell  Street,  Denton,  Texas 

William  H McDowell,  315  Ws  Mesquite,  Coleman,  Texas 
Howard  H.  Hicks,  72  Franklin  Street,  Eudora,  Ark. 

Leonard  B Haggard,  4608  Virginia  Ln.,  Fort  Worth,  Texas 
Mark  N.  Terrell  Jr.,  RFD  1,  El  Paso,  Texas 

Henry  B.  Wallace,  408|  Travis  Street,  Luling,  Texas 
Tommie  W.  West,  RFD  2,  Rising  Star,  Texas 

George  M.  Williams,  522  Kayton  Ave  , San  Antonio,  Texas 
Anthony  W.  Connaughton,  Massard,  Ark. 

John  R.  Gano  Jr.,  835  Taft  Blvd  , San  Antonio.  Texas 

James  D.  Nance,  4814  Fern,  Bellaire,  Texas 

Wadel  A.  Welch,  Oakridge  Heights,  Austin,  Texas 

Samuel  W.  Ruff,  P.  O.  Box  692,  Austin,  Texas 

Ray  R.  Summersgill,  110  W„  Alameda,  Roswell,  N Mex 
Jesse  W.  Waller,  5123  Jean  Street,  Baton  Rouge,  La. 
Julian  W.  Stelzig,  1709  De  Pelchin  St.,  Houston  10,  Texas 
John  G Carlisle,  1117  Market  St.,  Galveston,  Texas 

Thomas  F Turk,  2715  Fordham  Ave.,  Dallas,  Texas 
Robert  A.  Glover,  1214  Theresa,  Houston,  Texas 

William  V Landa,  Danbury,  Texas 

Olen  C.  Craig,  1300  W.  31st  Ave.,  Pine  Bluff,  Ark. 

Loyd  F.  Phillips,  6609  Sondra  Drive,  Dallas  14,  Texas 

James  L.  Stipe,  1214  N.  Beverly  Dr.,  Wichita  Falls,  Texas 
Jack  J Gammill,  3928  Victory  Circle,  Ft,  Smith,  Ark 
John  P.  Foster,  1150  Boyd  Avenue,  Baton  Rouge,  La. 

Edw.  H.  LeBlanc,320  SW Corporation  St., Opelousas,  La. 

Geo.  W.  Fahrubel,  1204  Binkley  St.  S W , Okla.  City,  Okla. 
Solomon  S,  Goldman,  2026  Jefferson,  New  Orleans  15,  La 
John  M.  Wilder,  211  East  Saunders,  Gatesville,  Texas 
Margaret  K.  Houston,  2604  30th  Street,  Lubbock,  Texas 
Walter  W„  Balm,  108  Barton  Spring  Road,  Austin,  Texas 
John  Bahn,  RFD  1 Box  24,  Elgin,  Texas 

Charles  M.  Woodman,  4012  Purdue  St.,  Dallas  5,  Texas 
Emile  J.  Serpas,  RFD  4,  New  Orleans,  La. 

Ervin  G.  Pringle,  706  N.  Seventh  St.,  West  Monroe,  La 
John  P.  Freeman,  1800  South  “T”  St.,  Ft.  Smith,  Ark. 
Marion  T„  Hill,  105  E 46th  St.,  Austin,  Texas 

Vincent  M.  Smith, 239  W.  Vineyard  Rd.,  Albuquerque, N. Mex 
Rolla  C.  Cutler,  Calallen,  Texas 

Alvie  R.  Almon,  3048  Forest  Ave.,  Port  Arthur,  Texas 
Roy  M.  Brougher,  2912  Robinhood,  Houston,  Texas 


Robert  J.  Loofbourrow,  123  Pamellia  Dr., Bellaire,  Texas 
John  A.  VanDornick  Jr.,  1713  BrynMawr,  Alexandria,  La. 
Edward  C.  Stephenson,  P.  O.  Box  245,  Brownwood.  Texas 
Tom  K,  Dixon  Jr.,  3805  Chevy  Chase,  Houston  19,  Texas 


C.  Gene  Gregory,  2817  Neis  Street,  Fort  Smith,  Ark. 
Eddie  J.  Wren  Jr.,  767  Richland  Ave,,  Baton  Rouge,  La. 
Jack  Cecil,  1010  W7.  Wall,  Midland,  Texas 

William  R Baker,  Box  448,  Winnsboro,  La. 

Thomas  Atkinson,  3319  Kilgore  St.,  Houston  4,  Texas 
Charles  W„  Wolfe,  821  Lincoln  Ave ,,  Las  Vegas,  N.  Mex 
Charles  I.  Cunningham,  Hayne  Blvd.,  RFD  4, 

New  Orleans,  La. 

Charles  R.  Traylor,  221  E.  Franklin  St.,  Hillsboro,  Texas 
Warren  M.  Griffith,  151  Galvez,  Jackson,  Miss. 

Frederick  J.  Morgan,  218  Columbia  St.,  Covington,  La 
Eugene  F.  Valentine,  RFD  6,  Box  463,  San  Antonio,  Texas 
Charles  E Maupin,  117  North  Public,  Tonkawa,  Okla 
Leonard  U.  Jones,  Apache,  Okla. 

Benjamin  F.  Grosh,  RFD,  Hammond,  La. 

Henry  F.  Binz,  330  Baker  Drive,  Corpus  Christi,  Texas 
John  A,  Marcellus,  2309  Alice  St.,  Dallas,  Texas 

Floyd  M.  Sanders,  911  Thomas  Blvd.,  Port  Arthur,  Texas 
Abbie  L,  J.  Wakefield  Jr.,  1311  18th,  Galveston,  Texas 

Perry  N.  Weber  Jr.,  2554  N,  Boston,  Tulsa,  Okla. 

Elmer  O.  Vaughn,  306  Ludwig,  West  Monroe,  La 

Anthony  P.  Rabito,  2835  Paris  Ave.,  New  Orleans,.  La. 
Harold  J.  Sherman,  RFD  1,  Brownsville,  Texas 

Bernard  L.  Malone,  217  N Lexington,  Bunkie,  La. 

Gaetano  A Morgavi  Jr.,  232  Marais  St., New  Orleans,  La. 

Gus  N»  Gikas,  429  N.  Harvey  St.,  Borgcr,  Texas 

T.  W.  Lewis,  3017  Avenue  "Oj”  Rear,  Galveston,  Texas 
Ralph  E„  Harbus,  1103  N W.  3rd  Ave.,  Mineral  Wells  Jexas 
Harry  C.  Spoor  Jr.,  2320  Bolsover  Rd.,  Houston,  Texas 
Ralph  W.  Hubbard,  1523  N.E.  Ninth  St.,  Oklahoma  City,  Okla 
Elmer  E Huffhines  Jr.,  3048  Forest  Av  , Pt.  Arthur,  Texas 
Mark  Thomas  Jr.,  2323  Sixth  Ave.,  Gulfport,  Miss. 

Alfred  H.  Miller,  2228  Sixth  Ave.,  Gulfport,  Miss. 

Robert  H McAfee,  Sentinel,  - Okla. 

Mac  Ray,  3836  Winfield  Avenue,  Fort  Worth,  Texas 

Max  T.  Donnell  Jr.,  2805  First  St.,  Brownwood,  Texas 

Lloyd  J.  Lassere,  Lake  Arthur,  La. 

Jack  W.  Fine,  229  N.  Main  St.,  Homer,  La. 

Ted  Douglass  Jr.,  3001  Highland  Rd Albuquerque,  N.  Mex. 
Smith  A.  Mooring,  Rector,  Ark. 

Carter  C.  Parnell  Jr,  Sledge,  Miss. 

Win,  R.  Stringfellow,  1124  N.  Country  Club  Dr., Tulsa,  Okla. 
Coleman  H.  Darnell,  1902  Clark  St.,  Laredo,  Texas 

Clark  W.  Nolte,  1507  Lone  Oak  St.,  Houston,  Texas 

Elmery  H,  Cunningham,  7903  Denton  Dr,  Dallas,  Texas 
Earl  B Huff,  2233  Blandin  Street,  Fort  Worth,  Texas 

Elmer  P.  Koenig,  1807  McKinley  Ave.,  San  Antonio,  Texas 
Albert  R.  Smith,  Wickett,  Texas 

James  M.  Hardison.  402  Avenue"E”  N.E.,  Childress. Texas 
John  W.  Roby  Jr. ,601  SE.  Twelfth,  Grand  Prarie,  Texas 
Enid  Amateur  Radio  Club,  Andrew  J.  Burton,  Trustee, 

Post  Office  Box  261,  Enid,  Okla. 

Louis  W.  Erath,  209  N.  State  Street,  Abbeville,  La. 
Thomas  A.  Bedford,  3633  Ave  “H”,  Fort  Worth,  Texas 
Richard  F.  Maxwell  Jr.,  5020  Greater  Ave.,  Biloxi,  Miss. 
Bruce  C.  Vaughan  Jr.,  615  Allen,  Springdale,  Ark. 

Walter  L.  Wilson,  205  S.  Johnson,  Mineola,  Texas 

Lyman  M.  Berrie,  Cromwell,  Okla. 

John  N.  Royall,  RFD  12,  Houston,  Texas 

Lewis  E.  Hiltpold,  8406  Glenbrook  Drive,  Houston,  Texas 
Norman  N,  Sartain,  1324  W„  Bell,  Houston,  Texas 

Clyde  E.  DeVane,  Amite,  La. 

Charles  F.  McFerren,  504  E.  Young  PL,  Tulsa  6,  Okla 
Albert  R.  Orsinger,  1206  Shelley  Avenue,  Austin.  Texas 
Bernice  R.  Cromwell,  La  Combe,  La. 

Milford  K.  Bailey,  RFD  2,  Lamar  Road,  Paris,  Texas 
John  E.  Bush  Jr.,  Floresville,  Texas 

James  R.  Sims,  1105  Berthea,  Houston,  Texas 

Percy  W,  Nichols,  RFD  2,  West  Monroe,  La. 

William  F Moody,  908  Palm.  Little  Rock,  Ark. 

Alfred  F.  Korson,  4825  Annette  St.,  New  Orleans,  La. 


W5HUU 

W5HUY 

W5HUZ 

W5HVA 

W5HVC 

W5HVE 

W5HVI 

W5HVJ 

W5HVL 

W5HVM 

W5HVN 

W5HVO 

W5HVP 

W5HVQ 

W5HVR 

W5HVT 

W5HVW 

W5HWA 

W5HWD 

W5HWE 

W5HWH 

W5HW1 

W5HWK 

W5HWL 

W5HWM 

W5KWQ 

W5HWU 

W5HWV 

W5HWY 

W5HXB 

W5HXC 

W5HXG 

W5HXH 

W5HXI 

W5HXJ 

W5HXK 

W5HXM 

W5HXO 

W5HXQ 

W5HXR 

W5HXS 

W5HXT 

W5HXV 

W5HXX 

W5HXY 

W5HYA 

W5HYB 

W5HYD 

W5HYE 

W5HYF 

W5HYG 

W5HYH 

W5HYK 

W5HYL 

W5HYS 

W5HYV 

W5HYY 

W5HZD 

W5HZF 

W5HZI 

W5HZJ 

W5HZK 

W5HZL 

W5HZM 

W5HZO 

W5HZV 

W5HZW 

W5HZX 

W5HZZ 

W5IAA 

W51AB 

W5IAD 

W5IAE 

W5IAF 

W5IAL 

W5IAR 

W5IAS 

W5IAU 

W51AY 

W5IB 

W5JBA 

W5IBB 

W5IBC 

W5IBD 

W5IBE 

W5IBF 

W51BG 

W5IBH 

W5IBI 

W5IBJ 

W5IBK 

W5IBL 

W5IBM 

W5IBO 

W5IBP 

W5IBT 

W5IBV 

W5IBX 

W5IBY 

W5IC 

W5ICB 

W5ICE 

W5ICG 

W5ICL 

W5ICM 

W5ICP 

W5ICS 

W5ICU 

W5IDB 

W5IDC 

W5IDD 

W5IDE 

W5IDF 

W5IDI 

W5IDK 

W5IDL 

W5IDM 

W5IDO 

W5IDR 

W5IDS 

W5IDT 

W5IDV 

W5IDX 

W5IDY 

W5IDZ 

W5IE 

W5IEA 

W5IEB 

W5IEC 

W5IEG 

W5IEH 


Horace  E.  Wilson,  600  Avondale,  RFD  1,  Box  634, 
Amarillo,  Texas 

Charles  C.  Graves,  Chase,  La. 

Johnnie  E.  Brunson,  1623  Jennings  St.,  Shreveport,  La. 
William  C.  Parker  Jr.,  115  N,  25th  Ave., Hattiesburg,  Miss. 
Albert  L.  Fleck,  2101  South  Ayers  St„,  Fort  Worth,  Texas 
Thomas  A.  Coffee,  507  Virginia  Ave.,  Big  Spring,  Texas 


Dean  H.  Wallis,  412  Donmoor  Ave.,  Baton  Rouge,  La. 

J Rumsey  Reeve,  2721  East  22nd  Place,  Tulsa,  Okla. 
John  G.  Buckler,  1602  East  Ave.,  Lawton,  Okla. 

Wilbur  B.  Canfield,  4919§  Bryan,  Dallas,  Texas 

Sam  D,  White  Jr„,  1902  Taft,  Houston,  Texas 

Jessie  M.  Wileman,  RFD  3,  Erick,  Okla. 

Otis  E.  Payne.  927  East  Francis,  Pampa,  Texas 

Graham  H.  Robertson,  4514  Ramsey  Ave.,  Austin,  Texas 
Arnold  R.  Martin,  205  S,  Union,  Natchez,  Miss. 

Carroll  E.  Humphrey,  115  West  29th  Street,  Austin,  Texas 
Elmer  A Riefenberg,  2630  Cleo,  Corpus  Christi,  Texas 
Lucian  V/.  Spencer,  510  Beard  Street,  Dumas,  Texas 
James  G.  Ulmer  Jr.;  1608  Chilton  St.,  Tyler,  Texas 

William  O.  Pierce,  RFD  3,  Alexandria,  La. 

Beverly  J.  Bratton,  520  N.  Jefferson  Ave.,  Lubbock,  Texas 
Sidney  J.  Ashley,  RFD  1,  Ysieta,  Texas 

Jessie  J.  Hart,  804  W,  Oak  St.,  El  Dorado,  Ark. 

Richard  D.  Henley,  841  Elmwood  Drive,  Abilene,  Texas 
Ernest  L.  Hoefar,  1431  Clandora  Street,  San  Antonio, Texas 
William  E.  Robey  Jr.,  2321  Goldsmith,  Houston  5,  Texas 
Howell  P.  Cairns,  8426  Dixon,  New  Orleans,  La. 

Thurman  E.  Wilson,  2307  Marengo,  New  Orleans,  La. 
Paul  Weakley,  204  Park  St.,  Winnfield,  La 

Fred  W.  Johnson,  P.O.  Box  423,  Texarkana,  Ark. 

Ronald  S.  Frampton,  104  E.  Chrysler,  Blackwell,  Okla. 
Haskell  E.  Dykes,  505  E.  Grand  Ave.,  Frederick,  Okla. 
Othello  H.  Ford,  Granite,  Okla. 

Bert  T.  Weidner,  Crescent,  Okla. 

Fred  F.  Zelinger,  1816  N.W.  15th,  Oklahoma  City,  Okla. 
Clyde  R,  Steward,  815  North  Weigel  St.,  Watonga,  Okla. 
Kenneth  C.  Shelden,  1105  W.  28th  St,,  Okla  City,  Okla. 
Harold  T.  Neher,  911  E Live  Oak,  Altus,  Okla. 

John  H O’Toole,  1115  Huntington,  Oklahoma  City,  Okla. 
Wm.  E.  Hubbard,  1629  N.E.  15th  St.,  Oklahoma  City,  Okla. 
Robert  J.  Horftbeck,  702  E.  Lincoln,  Blackwell,  Okla. 
Walter  M„  Hill,  304  North  Redmond,  Bethany,  Okla 

Paul  V.  King,  5363  Airline  Hy.,  New  Orleans,  La. 

T.  R.  McKee,  3270  Todd  Avenue,  Fort  Worth,  Texas 
Virgil  C.  Hicks,  3101  Pershing  Dr.,  El  Paso,  Texas 

Carl  L.  Fletcher,  Box  63,  Coahoma,  Texas 

Michael  F.  Strutzel,  2622  Jasmine  St., New  Orleans,  La. 
Thomas H.  Housenfluck  Jr  , 1234  College,  Nederland,  Texas 
John  M Althoff,  Spence  Hall,  College  Station,  Texas 
Jean  Doss,  914  Austin,  Amarillo,  Texas 

Charlie  T.  Wood,  3709  Clifton  St.,  El  Paso,  Texas 

Thomas  L.  Mantooth,  502  Paul  Ave.,  Lufkin,  Texas 

Robert  M.  Wallace,  2921  Cherrywood,  Dallas,  Texas 

Joe  N.  Boyd,  119  Eureka  Drive,  RFD  1,  San  Antonio,  Texas 
Julius  S,  Morgan,  1821  Popular  Lane,  Albuquerque,  N„  Mex, 
John  C.  Musselwhite  Jr.,  Old  Leland  Rd.,  Greenville, Miss. 
Dude  C„  Farrow,  2305  Court,  Muskogee,  Okla. 

Samuel  W.  Stephens,  920  W.  London,  El  Reno,  Okla. 
Marvin  H.  Hart,  2219  Fain  St.,  Wichita  Falls,  Texas 

Francis  A Brogan,  3018  West  Ave.,  Austin,  Texas 

Edward  A,  Gariel.  1210  N.  Brazos,  San  Antonio,  Texas 
Paul  W.  Mattke,  1462  Devon,  Corpus  Christi,  Texas 

Harry  L,  Reid,  1607  W.  Hildebrand,  San  Antonio,  Texas 
Alfred  W.  Scharath  Jr.,  1514  Ullrich  Avenue,  Austin,  Texas 
Chas  A.  Simmons,  4881  Dixie  Garden  Dr.,  Shreveport,  La. 
Harold  F„  Weinzel,  4906  Ave.  “P”,  Galveston,  Texas 

Erwin  W.Reininger,  148  Willow  Ave.,  New  Braunfels,  Texas 
Joseph  O.  Braden,  404  Sixth,  Ballinger,  Texas 

Hal  W.  Sparks,  Box  1573,  Wink,  Texas 

George  M,  Graham,  735  Miss  Ave.,  Clarksdale,  Miss. 
Clyde  C.  Logue  Jr.,  3003  Gilbert,  Austin,  Texas 

William  C.  Watts,  3007  Bossereau  PL,  Dallas  11,  Texas 
Fred  M Johnston,  2319  Bartlett  St.,  Houston,  Texas 

Hampton  T.  Howeisen,  2705  Idalia,  El  Paso,  Texas 

Herbert  L.  DeWalt,  10  Hawthoren  3t.,  Brownsville,  Texas 
Jesse  L.  Miller,  336  White  Oak  Drive,  Minden,  La. 
Tulsa  Amateur  Radio  Club,  John  D.  Martin  Jr., 

Trustee,  2425  North  Main  Street,  Tulsa,  Okla. 

Nicholas  R.  Collins  Jr.,  6431  Howard  St.,  Dallas,  Texas 
David  I.  Dodson,  202  N.W.  13th  St.,  Brownsville,  Texas 
Earl  R,  McCracken,  136  S.  Awbrey  Road,  El  Paso, Texas 
Oscar  A.  Rasmussen  Jr,,  Houston  St.,  Seadrift,  Texas 
Frank  T.  Bennett,  3615  Lawton  Ave.,  Austin,  Texas 

Harold  Brown,  Apt.  44,  Airbase  Project,  Brownsville, Texas 
Wilfred  C.  Fagot,  4222  Cleveland  Ave.,  New  Orleans;  La. 

John  B Lanaress,  1110  Bankhead,  Garland,  Texas 

Charles  W.  Skelton,  7015  Toland,  Dallas,  Texas 

Grady  F,  Shepperd,  Big  Sandy,  Texas 

Conrad  W.  Williams,  Goodland,  Texas 

William  R.  Armstrong,  Box  175,  Winnie,  Texas 

James  J.  Bollinger,  2121  Alvar  St.,  New  Orleans  17,  La. 
Fred  Baumgardner,  1933  Seattle,  Dallas,  Texas 

Paul  H.  Majoue  Jr.,  2303  Prytania  St,.  New  Orleans,  La. 
Melvin  B Taylor,  1311  N.  Englewood,  Tyler,  Texas 

Fabian  V.  Husley,  807  Porter  Avenue,  Biloxi,  Miss. 

Joseph  C.  English,  905  West  Nelson,  Denison,  Texas 

Orville  C Walker,  462  Bonner  Dr.,  Corpus  ChristLTexas 
Corbet  D.  Ledbetter,  714  E.  18th  St.,  Houston,  Texas 

Clarence  D.  Northen,  634  Fourth  St.,  Port  Arthur,  Texas 

John  McKee,  1401  Park  Avenue,  Orange,  Texas 

Lemuel  C.  Smith;  230  W Houston  St.,  Highlands,  Texas 
ElzaM.  Keen,  519  W.  Hunt,  McKinney,  Texas 

Clifford  R.  Johnson,  c/o  U.S.P.  & D.O.  Arkansas 
State  Capital  Building,  Little  Rock,  Ark. 

Russell  E.  Balding,  217  Dennison  St.,  Little  Rock,  Ark. 
William  J.  Gage,  418  Terrell  St.,  Port  Arthur.  Texas 

Thomas  R.  Logan,  501  W.  Second  St.,  Prescott,  Ark. 

Barclay  C.  Martin,  321  Crystal,  Little  Rock,  Ark. 

Martin  L.  Robbins,  815  N.  41st  St.,  Fort  Smith,  Ark. 
Morgan  W.  Franklin,  1104  Avenue  "I”,  Bay  City,  Texas 
Robert  E.  Blair  Jr.,  4421  La  Luz,  El  Paso,  Texas 

Robt.R.  Brown,  3519  Roger  Williams  St..  New  Orleans.  La. 

Wm.  G,  Nothacker,  5705  Cameron  Blvd, ,New Orleans, La. 

John  E.  Spencer,  1643  13th  St.,  Lubbock,  Texas 

Anne  S,  Duthie,  1222  Mesita  Ave.,  El  Paso,  Texas 

Ernest  C Cline,  6124  Tulsa  Ave.,  Shreveport,  La. 

Jesse  M Hilton,  RFD  3,  Box  55,  West  Monroe,  La. 

Julian  Gilliam,  510  N,  Jackson,  El  Dorado,  Ark. 

William  V.  Taylor,  U.S.  Highway  64,  Russellville,  Ark. 
Joseph  Caltagirone  Jr.,  1222  Garland  Av.,  Texarkana,  Ark. 


Owen  B.  Harvey,  1511  West  19th  Street,  Amarillo,  Texas 
James  D.  Horney,  3258  DeSaix  Blvd.,  New  Orleans,  La. 


Madison  W.  Kuykendall,  Box  1141,  Laredo,  Texas 

Jack  S,  Smith,  Elm  Street,  Marks,  Miss. 

Clettis  L Carwile,  1102  Rosewood  St.,  El  Paso,  Texas 
Charles  D Catt,  1114  Mesita  Avenue,  El  Paso,  Texas 

Cecil  Miller,  507  N Carr,  Sherman,  Texas 

John  C.  Williams,  307  Hillary  Street,  New  Orleans,  La. 
Orthel  C,  Simmer,  37  Exell  Helium  Plant,  Excell,  Texas 
Gerald  G.  Edler,  Box  11,  Cotton  Center,  Texas 

Robert  L.  Gillespie,  1109  E.  Annie,  Fort  Worth,  Texas 
William  B.  Leigh,  1116  Fugate,  Houston  9,  Texas 

Horace  H.  Spain,  9250  Nordling  Rd.,  Houston,  Texas 


W5IEI  Bennie  E.  Willenborg,  1529  E.  Terrell  St.,  Ft.  Worth, Texas 


W5IEK  Clarence  D,  Page,  Box  408,  RFD  8,  Little  Rock,  Ark. 

W5IEL  William  C.  Overton  Jr  , RFD  8,  Dallas  11,  Texas 

W5IEM  Carey  May,  River  Rd.,  RFD  3,  Amarillo,  Texas 

W5IEQ  Carl  L.  Dawson,  612  S.W.  25th  St.,  Oklahoma  City,  Okla. 

W5IER  Merle  E.  Eichenfeld,  1110  Cleveland,  Sand  Springs,  Okla, 

W5IEV  Alfred  J.  Spooner,  1415  Westwood  Blvd.,  Okla.  City,  Okla. 

W5IEX  Carl  L.  Weidert  Jr.,  2105  Leonidas,  New  Orleans,  La. 

W5IF  Madison  B.  Donegan,  1103  N.  Crawford,  Dallas,  Texas 

W5IFA  Johnnie  R.  Burns,  3216  N.W,  26th  St.,  Oklahoma  City, Okla. 
W5IFB  George  P.-  Berry,  1620  N,  Marion,  Oklahoma  City,  Okla. 

W5IFD  Thomas  W.  Miller,  Industrial  Addition,  Pawhuska,  Okla. 

W5IFE  H.  J.  Moore,  621  N,  Fifth,  Weatherford,  Okla. 

W5IFF  Gordon  B Oakley,  3015  N.  Arno,  Albuquerque,  N.  Mex 

W5IFL  Eber  L.  Young,  RFD  2,  Fort  Worth,  Texas 

W5IFQ  Edward  I.  Blanchard,  223|  Metairie  Lawn  Dr., New 

Orleans  20,  La. 

W5IFS  George  E.  Harris,  1836  E.  16th  St  , Tulsa,  Okla. 

W5IFU  HilliardO.  Pittman,  2529  Gollahar  Rd  , Corpus  Christi,  Texas 

W5IFV  John  D.  Barth,  5711  East  Fifth  Place,  Tulsa,  Okla. 

W5IFY  Neal  W.  Morris,  RFD  2,  Lewisville,  Texas 

W5IG  Thomas  R..  Sterling,  Texas  St.,  Wharton,  Texas 

W5IGA  Richard  M.  Berg,  1314  Richmond,  Houston,  Texas 

W5IGB  Herbert  N.  Rand  Jr.,  3107  Louisville,  El  Paso,  Texas 

W5IGD  Charles  J.  Carney,  305  Park  Avenue,  Monroe,  La. 

W5IGE  Edwin  W.  French,  404  Kirkman  St.,  Lake  Charles,  La. 

W5IGF  Theodore  L.  Pyle,  315  West  Hull,  Denison,  Texas 

W5IGG  Ronald  F.  Keener,  2204  Wheeler,  Vernon,  Texas 

W5IGH  Clarence  F.  McCann,.  1324  N.E.  8th,  Oklahoma  City,  Okla. 

W5IGI  L.  D Morgan,  Pine  Springs,  Texas 


W5IGJ  Francis  K,  Campbell,  2153  University  Blvd. , Houston  5,  Texas 


W5IGL  Travis  H.  Redman,  3730  Robinshood  St.,  Houston,  Texas 

W5IGM  Tom  A.  Spencer  Jr. ,429  W.  3rd  St.,  No.  Little  Rock,  Ark. 

W5IGO  Thelma  Ferguson,  2409  Mervosh  Pl.,  Albuquerque,  N.  Mex. 

W51GP  Robert  E.  LeBlanc  III,  727  Sixth  Ave.,  Laurel,  Miss. 

W5IGQ  James  D.  McKenzie,  914  N.  Main,  Homer,  La. 

W5IGR  KermitQ,  Middleton,  705  SE  St.  Charles,  Brownsville,  Texas 

W5IGS  Walter  P,  Raarup  Jr.,  3612  Chenevert St., Houston,  Texas 

W5IGT  Arnold  Robertson,  P.  O.  Box  63,  Bridge  City,  Texas 

W5IGU  Otto  H,  Richardson,  507  East  17th  St.,  Big  Spring,  Texas 

W5IGW  Harold  J.  Day,  RFD  2,  Greenville,  Miss. 

W5IGX  John  R.  Doggett  Jr.,  1120  Prospect,  Houston,  Texas 

W5EH  CarlC.Carlberg,2904N.  WashingtonSt,,  Albuquerque,  N.Mex. 

W5IHD  Carter  H„  Richardson,  7003  England,  Houston,  Texas 

W5IHF  William  M.  Adams,  2101  Avenue  “E”,  Brownwood,  Texas 

W5IHG  Henry  H Batjer,  401  S.  Park  St.,  San  Angelo,  Texas 

W5IHJ  Basil  A.  Phillips,  Box  348,  SW  Station,  Georgetown,  Texas 

W5IHK  Clitus  R.  Jones,  804  Laurel  Drive,  Brady,  Texas 

W5IHL  Louis  C.  Lechenger,  5118  Linden  St.,  Bellaire,  Texas 

W5IHN  Wm  B.  Wiley  Jr.,  158  Ridgewood  Dr ,,  New  Orleans,  La. 

W5IHP  Graham  H.  Hicks,  RFD  1,  Box  53-D,  Natchez,  Miss. 

W5IHQ  Mortimer  L.  Meek,  3256  Waits,  Fort  Worth.  Texas 

W5IHR  Lawrence  O.  Rhorer,  1224  Kirkman,  Lake  Charles,  La 

W5IHS  Roland  J.  Balusek,  N.  Stephenson  St.,  Eagle  Lake,  Texas 

W5IHY  Louis  A.  Kronberg,  3308  LaBranch,  Houston,  Texas 

W5IHZ  Holton  E Harris,  1026  Erie  St,.,  Shreveport,  La. 

W5II  Otto  L.  Groff,  811  Elm  Avenue,  Duncan,  Okla. 

W5HA  Joseph  S.  Lodato,  1211  Gov  Nicholls,  New  Orleans,  La. 

W5IIB  Frank  Mitchell  Jr.,  2218  16th  St.,  Lubbock,  Texas 

W5IID  Herbert  A.  Schaeffer  Jr.,  3152  Saint  Bernard  Avenue, 

New  Orleans  19,  La. 

W5IIG  Uriah  W.  Pickens  Jr  , 4206  S.  Grand,  Monroe,  La. 

W5IH  Joseph  Bonnett,  5510  Ridgedale,  Dallas  6,  Texas 

W5IIK  John  C.  Maguire,  4400  Alice  Ave.,,  Austin,  Texas 

W5IIN  Troy  E Cloer,  401  N.  Maxwell,  Tulia,  Texas 

W5HP  Pat  A.  Talbott,  Route  5,  Box  937D,  Dallas,  Texas 

W5IIS  By ronC. Doggett,  Box 2321,  100  Ayrshire, College Stn.,  Texas 

W'5IIT  Melvine  Jarratt,  110  Penn  Street,  Fort  Worth,  Texas 

W5IIU  Edward  P Sanders,  Brownsboro,  Texas 

W5HV  Burton  W.  Ranager,  Roosevelt,  West  Memphis,  Ark. 

W5IJ  Warren  G.  Ownby,  1139  S.  Florence  PI.,  Tulsa,  Okla. 

W5IJC  Baity  Bartel,  6166  Anita,  Dallas  14,  Texas 

W5IJD  John  R . Coleman,  3030  Michigan  Ave.,  Dallas,  Texas 

W5IJF  Roy  W,  Williams,  614  So.  Johnston  Ave.(  Ada,  Okla, 

W5IJJ  Jessie  C.  Morrison  Jr..,  1432  Oakdale  St.,  Shreveport,  La 

W5IJN  Clayton  P.  Braswell,  3318  Mary  Street,  Little  Rock,  Ark. 

W5IJO  John  E.  Alexander,  E.  Eleventh  St.,  McCamey,  Texas 

W5IJQ  Herman  R.  Whatley,  312  West  Browning,  Pampa,  Texas 

W5IJR  Otis  P.  Russ,  4912  Elsby,  Dallas  9,  Texas 

W5IJV  Harry  T.  Sullivan,  317  E.  Fifth  St.,  McCamey,  Texas 

W5IJW  Raymond  C.  Zongker,  212  S.  Wheeling  Ave.,  Tulsa,  Okla. 

W5IJZ  Phil  Daviss,  1503  Ficklin,  Corsicana,  Texas 

W5IKA  Cecil  E.  Springer,  4525  So.  Wood,  Corpus  Christi,  Texas 

W5IKB  William  P.  Wilson,  1921  Polk  Street,  Alexandria,  La. 

W5IKC  Louwonia  B.  Lacy,  1534  Hickory  St.,  Bartlesville,  Okla. 

W5IKD  Thomas  H.  Miller  Jr.,  1337  Cambridge  Drive, 

Corpus  Christi,  Texas 

W5IKF  John  C.  Compton,  210  Coke,  Yoakum,  Texas 

W5IKG  James  R.  Garrett,  7523  Hemlock,  Houston,  Texas 

W5IKL  Frank  L.  McCarter,  2241  Pine,  Dallas  15,  Texas 

W5IKN  Mason  H.  Booth,  Wagoner,  Okla, 

W5IKP  Maurice  Wynne,  2140  Monticello  Av.,New  Orleans  20^a. 
W5IKS  Tom  E.  Bergin  Jr.,  6940  Hemlock,  Houston,  Texas 

W5IKU  Billy  F.  Coates,  Fort  Stockton,  Texas 

W5IKV  Jacob  L.  Feindel  Jr.,  5930  Annunciation,  New  Orleans,La. 
W5IKW  Scott  E Mollenauer,  1 E.  Fourth  St.,  Elsa,  Texas 

W51KZ  Charles  A.  Sullivan,  235  Shotwell,  Houston,  Texas 

W5ILA  Charles  D,  Marriott,  120  N.  Third,  Slaton,  Texas 

W51LB  Jack  B.  Gooch,  301  West  76th,  Shreveport,  La. 

W5ILD  Charles  F.  Cunningham,  Carrizo  Springs,  Texas 

W'5ILF  James  B.  Balch,  4734  Victor  St.,  Dallas,  Texas 

W5ILG  Joe  J.  Breithaupt,  RFD  2,  Corsicana,  Texas 

W5ILJ  Joseph  W.  Butler,  404  24th  Street,  Canyon,  Texas 

W5ILK  Lawrence  L.  Dunn,  401  E Lincoln,  Electra,  Texas 

W5ILN  Paul  L.  Harton,  209  W'.  Whaley,  Longview,  Texas 

W5ILP  James  R.  Scott,  2104  Wood,  Texarkana,  Texas 

X*W5ILQ  Leopoldo  Garcia,  1915  Bordeaux  St.,  New  Orleans,  La. 

W5ILS  Willford  E.  Roads,  1744  S.  Yorktown,  Tulsa,  Okla. 

W5ILW  Thomas  H.  Marshall,  100  North  Jefferson,  Beeville,  Texas 

W5ILY  Earl  P.  Price  Jr.,  1316  Hurley,  Fort  Worth  , Texas 

W5ILZ  Ernest  C.  Sanders,  209  N.  Wichita  St.,  Electra,  Texas 

W5IMA  Robert  A.  Shadow,  805  Louisville  Road,  Minden,  La. 

W5IMB  William  P.  Cannon,  920  N.  Harrison,  Sherman,  Texas 

W5IMF  Michael  M.  Spann,  4625  Keystone  Rd.,  Houston,  Texas 

W5IMG  Janies  H.  Blossom,  202  Maryland,  Amarillo,  Texas 

W51MH  George  B.  Hampton,  3104  Main  Street,  Vernon,  Texas 

W5IMJ  George  E,  Hulbert,  4010  Sacramento  St.,  El  Paso,  Texas 

W51MK  James  J.  Jamieson,  4516  Magnolia  St.,  Bellaire,  Texas 

W5IMM  Lloyd  Crawford, 3306  OldDenton  Rd.  RFD  6,  Ft.  Worth,  Texas 

W5IMN  George  H.  Martin  Jr.,  Country  Club,  Resaca  Hwy.  4, 

Brownsville,  Texas 

W5IMO  Thomas  P Evans  Jr.,  805  Adkins  Street,  Bowie,  Texas 

W5IMP  Robert  G.  Rogers,  1902  David  St,  Austin,  Texas 

W5IMQ  Guy  G.  Ryan,  Humble  Camp,  Talco,  Texas 

W5IMR  Charles  M.  Miller,  Main  St.,  Collinston,  La. 

W5IMS  John  V-  Darsam  Jr..,  331  Helois  Avenue,  Metairie,  La, 

W5IMT  Alberts.  Johnstone, 6208  WarringtonDr., New  Orleans, La. 

W5IMV  Robert  S.  Richardson,  59  Kent  Street,  Alexandria,  La. 

W5IMW  Louis  B.  Fazio,  629  N.  11th  St.,  Baton  Rouge,  La. 

W5IMZ  Eliot  A Johnston,  1200  W Second  Ave.,  Corsicana,  Texas 

W5IN  Burton  E.  Andrus,  3008  Eagle  St.,  New  Orleans.  La 

W5INC  Wilbur  B.  Maxson,  619  N.  Madison,  Albuquerque,  N.  Mex. 

W5INK  Alice  R.  Bryant,  1308  32nd  Street,  Lubbock,  Texas 

W5INL  Jack  C.  Spencer,  1524  Shirley  Drive,  New  Orleans,  La. 
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W.  T.  Ward,  2805  First  Street,  Lubbock,  Texas 

Horace  C.  Morgan,  1778  Villanova  Av.,  Brownsville,  Texas 
David  H.  Courtney,  1515|  W„  20th  St..  Little  Rock,  Ark. 
Boyd  C.  Dickerson,  609  S.  Lexington,  Bunkie,  La. 
Ivan  E.  Hollingsworth,  Harrold,  Texas 

Dr.  Gray  W.  Holmes,  Block  19,  Miller,  Mo. 

Albert  L.  Jennings,  129  No,  Bailey,  Tulia,  Texas 

Ira  D.  Mckmney  Jr.,  315  So  Harvard  St,  Albuquerque,  N.  Mex 
Norman  H.  Holbrook,San  Augustine.  Texas 

Robert Grevemberg,  2926  Palmer  Ave„,  New  Orleans,  La, 
Paul  N.  Winters,  N W.  of  Court  House,  Harrisburg,  Ark. 
James  R.  Campbell,  1318  Ashland,  Houston,  Texas 

Dale  S.  Brobst,  2517  Kings  Highway,  Shreveport,  La. 
Ervin  M„  Boone,  RFD  1,  Blanket,  Texas 

Hiram  D.  Renfro,  RFD  8,  Fort  Worth,  Texas 

James  F.  Smith,  215  W.  16th  Street,  Ada,  Okla. 

Vernon  G.  Huddleston,  Star  Route,  Azle,  Texas 

Harry  R.  Straight,  2500  E.  Tenth  St,,  Tulsa,  Okla. 

George  H.  Noles,  Calvert,  Texas 

Harris  E„  Yarbrough  Jr.,  3553  Centenary,  Dallas  5,  Texas 
Robert  A.  McCulloch  , 819  Texas  Avenue,  Wharton, Texas 
Abe  Lincoln,  311  West  Ida,  Box  746,  Electra,  Texas 
Robt.  M.  Hayward,  3516  N.W.  27th  St,  Oklahmoa City, Okla. 
Hugh  H,  Haley,  519  Dyer,  Waco,  Texas 

Joseph  E.  Croney,  2680  Lavender,  New  Orleans,  La 
Sidney  E.  Robertson,  524  N.  Second  St.,  Hollis,  Okla. 
Charles  F.  Rogers,  1815  Driscoll,  Houston  6,  Texas 

John  C.  Grambling,  409  Rutherford,  Shreveport,  La. 
Pearl  S.  Walker,  319  Aurora  Street,  New  Orleans,  La. 
Louis  I.  Jelly,  Route  1,  La  Porte,  Texas 

Alvin  M.  Pliler,  RFD  1,  Longview,  Texas 

Daniel  G.  Olivier,  604  Haas,  Plaquemine,  La, 

A.  Jerome  Sievers,  323  Evans  Ave.,  San  Antonio,  Texas 

Desmond  J.  Farrell,  306  Belvidere  Dr.,  San  Antonio,  Texas 
Paul  H.  Brown,  RFD  2,  Box  163,  Harrah,  Okla, 

Jack  Shelton  Jr.,  8 Hackberry  Lane,  Houston  9,  Texas 
John  H.  Strickland,  1104  Dolores  Street,  Alice,  Texas 
Forrest  E . Brown  Jr .,  1212  Belford  St,,  Oklahoma  City,  Okla. 
Sam  L.  Cates,  Leander,  Texas 

Frank  H.  Hemby,  5206  Ridgedale  Street,  Dallas,  Texas 
Charles  B.  Baxter,  RFD  1,  Comanche,  Texas 

Geo..  W,  Dotson,  1021  N.  Leverett  St.,  Fayetteville,  Ark. 
James  R.  Crowly,  Hazen,  Ark. 

Leonard  O.  Dansby,  P.O„  Box  6635,  San  Antonio,  Texas 
Henry  E.  Graff,  1450  E*  Crockett,  San  Antonio,  Texas 

Owen  Williams,  104  Albany,  Shreveport,  La. 

Charles  L.  Kelley,  Hodge,  La. 

Robert  L.  Kurth,  403  Mantooth,  Lufkin,  Texas 

Tom  E.  Clyce,  KGVL  Transmitter  Bldg.,  Greenville,  Texas 
Everett  E<  Stanley,  Hub  Court,  Deming,  N.  Mex 

William  E.  Ross,  106  East  Center  Street,  Camden,  Ark. 
Wilbur  L.  Shipp,  210  Carroll  Street,  Irving,  Texas 

John  T.  Brennan,  2518  Montana  St.,  El  Paso,  Texas 

Haynes  A.  Howell  Jr.,  202  Austin  St.,  Big  Spring,  Texas 

Fletcher  Guinn,  1516  Kingsbury  Avenue,  Lawton,  Okla. 
Howard  A Sehneffer,  614  Soniat  St.,  New  Orleans  15, La. 

John  W.  Davis  Jr.,  6128  Penrose  St.,  Dallas,  Texas 
Carroll  C.  Conover,  1011  Axtell,  Clovis,  N.  Mex 

Reginald  O.  Barney,  1331  Woodrow,  Shreveport,  La. 
Woodrow  T.  Pullen,  3121  Procter,  Port  Arthur,  Texas 

Charles  M.  Singleton,  20  E.  Tenth  St.,  Edmond,  Okla. 

Jackson  .T.  Miller,  Hobbs,  N.Mex. 

Earley  M.  Shook,  227  W.  Wooain  Blvd.,  Dallas  16,  Texas 
Marvin  E.  Dougharty,  Clear  Lake  Rd.,  Highlands,  Texas 
Charles  F.  Gillespy,  120  N.  Main,  Newkirk.  Okla. 

Earl  Dixon,  RFD  2,  Wewoka,  Okla. 

Sidney  C.  Bullington,  814  N.  State  St.,  Jackson,  Miss. 

Thomas  H.  Thomas,  502  W.  Broad  St.,  Freeport,  Texas 
Joseph  P.  Brown,  1108  Central,  Jackson,  Miss. 

Robert  S.  Swope,  4901  Harmon  Ave.,  Austin,  Texas 

John  A.  Menefee,  Highway  67,  McCamey,  Texas 

James  A.  Phares,  2116  Elmhurst  St.,  Oklahoma  City,  Okla 
John  A.  Toombs,  Sowers  Road,  Irving,  Texas 

Kelly  W.  Bryan,  309  S.  Adams  St.,  Beeville,  Texas 

Jesse  H.  Buels,  2515  San  Jose  St.,  El  Paso,  Texas 

William  R.  Caldwell,  410  Market  St.,  Searcy,  Ark 

Robert  L„  Whitener  Jr.,  Naples,  Texas 

Louis  B.  McManis,  2445  E„  19th  St.,  Tulsa,  Okla 

Theodore  V,  Parker,  Box  925,  Kerryville,  Texas 

James  E.  Loomis,  Geneva  & Hurwitz,  Irving,  Texas 
William  A.  Lewis  Jr.,  418  No.  Madison,  San  Angelo,  Texas 
E.  B.  Hazlewood,  415  North  25th  Street,  Baton  Rouge, La. 
Peter  G.  Bruno,  930|  N.  Salcedo  St.,  New  Orleans  19, La. 
James  G„  Mclnnish,  904  Nassau,  Plainview,  Texas 

Thomas  W.  Lamb,  3810  Grandon,  Houston,  Texas 

William  E.  Bailey,  6826  Casa  Loma  Ave.,  Dallas,  Texas 
Howard  L.  Jeter,  303  West  Seventh,  Ada,  Okla. 

Albert  S.  Williams  Jr.,  Apt.  101,  Bldg. T 242, Lubbock, Texas 
William  R.  Orr,  1027  Gazin,  Houston,  Texas 

Frank  A.  Cain,  406  West  Fourth,  Homer,  La. 

Ranger  Amateur  Radio  Club,  James  A.  Smith,  Trustee, 

11 1|  Main  Street,  Ranger,  Texas 

Frederick  L.  Hoipkemeier,  102  S.  Pyote  Ave.,  Wink,  Texas 
Bernard  T Taylor,  Eighth  & Tyler,  Thornton,  Texas 

Bernie  Wilenzick,  1608  Fairview  Ave.,  Monroe,  La. 
William  H.  Reese,  1304  Park  Ave.,  Palestine,  Texas 

Richard  M.  Marshall,  215  Houston,  Highlands,  Texas 

Harry  B.  Gaskeil,  6728  Sylvan  Rd.,  Houston  12,  Texas 
Egbert  J.  Keys,  4707  Dryden  Rd.,  Port  Arthur,  Texas 
Robert  M.  Sickels,  235  Mt.  Vernon  St.,  Jackson,  Miss. 
Clifford  H . Davis,  527  S.  Marion,  Tulsa,  Okla 

Henry  Nolan  Dittrich,  N.  Clark  Owen  St.,  Edna,  Texas 
Thomas  H.  Cornwell,  Main  St.,  Ralls,  Texas 

Frank  S.  Fonopulos,  101  No.  Bullitt  St.,  Holden ville,  Okla. 
Johnny  M.  Mathis,  1916  North  “J”  Street,  Ft.  Smith,  Ark. 
Stephen  P.  Dart,  1837  Palmer  Ave.,  New  Orleans.  La. 
Matthew  A.  Furth,  P.  O.  Box  38,  Nederland,  Texas 

Joe  B.  Welborn,  754  S.W.  38th  Street,  San  Antonio,  Texas 
William  C.  Newton,  RFD  1,  Alto,  Texas 

Louise  S.  Allen,  504  West  21st  Street,  Ada,  Okla. 

Norman  E.  Glover,  506  N.  Elm  Street,  Ponca  City,  Okla. 
Marvin  W.  Armstrong,  1510  E.  Tenth,  Amarillo,  Texas 
O.  T.  “Andy”  Anderson,  1100  N.  44th,  Fort  Smith,  Ark. 
Kenneth  B.  Munn,  1108  South  Madison,  Albuquerque,  N.  Mex. 
John  E.  Lamb,  1124  East  Fourth  Street,  Tulsa.  Okla, 
ETSTC  Amateur  Radio  Club,  Donald  B.  Hall,  Trustee, 

Science  Bldg.,  Physics  Dept.,  Lee  Street,  Commerce, Texas 
Lloyd  E.  Jordan,  Box  90A  RFD  1,  Pampa,  Texas 

Willie  H.  Fizer,  Box  751,  Beeville,  Texas 

Dale  H.  Watt,  2140  East  38th,  Tulsa,  Okla. 

WilfredM. Bacchus,  4417 E.MarbleSt.,  Albuquerque,  N.  Mex. 
Harvey  E.  Chamberlin,  2411  Lovers  Lane  W.,  Dallas, Texas 
Marvin  E.  Barnes, 421  N.  Eleventh,  Frederick,  Okla. 

James  H.  Morrison,  1412  Blodgett,  Houston,  Texas 

Jesse  P.  Hart  Jr.,  McLarty,  Water  Valley,  Miss. 

Joseph  H.  Mann,  McCrory,  Ark. 

William  B.  Hodge,  Horne  Apts.,  RFD  7,  Jackson,  Miss. 
James  W„  Wallace,  707  Oak,  Monroe,  La. 

Harry  D.  Odneal,  3200  Meadow  Oak  Dr.,  Ft.  Worth,  Texas 
Glenn  F.  Gray,  2734  E . Jasper  St.,  Tulsa,  Okla. 

Edmund  T.  Fridrich,  2422  W.  Amherst  St.,  Dallas,  Texas 
Milton  Berke,  2017  So.  Gayoso  Street.  New  Orleans.  La. 
David  T.  Geiser,  3543  Haynle  Ave.,  Dallas  5,  Texas 

Robert  M.  Adams,  3105  West  Ave.,  Austin,  Texas 
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Jack  L Pollock,  3202  W French  PL,  San  Antonio,  Texas 
Thomas  D.  Smith,  Jackson  St  Box  744,  Burnett,  Texas 
Travis  D„  Flatt,  405  Curtis  Clark  St.,  Corpus  Christi, Texas 
Chester  E Ballard,  913  Fairbanks,  Houston,  Texas 

The  Mike  and  Key  Club,  John  P.  Bloomer,  112?  N. 

East  St.,  Belton,  Texas 

Wm  E.  Bradford  Jr.,  509  N.  Davis,  Sulphur  Springs,  Texas 
George  A.  Griffith,  Delhi,  La. 

Joseph  C.  Hammond,  FO  Davis  Apts.,  Carlsbad,  N.Mex. 
Howard  M,  Inabnet,  Evant,  Texas 

Arthur  W.  Chambers,  333  N.  Bond  St.,  Dallas  11,  Texas 
James  I.  Martin  Jr.,  3603  Maywood  Av,,  Baton  Rouge,  La 
Fred  J.  Janak,  LaGrange,  Flatonia,  Texas 

Everette  S LaGarde  Jr.,  P.  O.  Box  643,  Alameda,  Texas 
Myron  D.  Bentley,  138  East  End  Ave.,  Maplewood,  La. 
Lynn  J.  Roy,  719  W..  Elk  St.,  Henderson,  Texas 

Benjamin  L.  Lycka,  Alamorgordo  Armv  Air  Base 
Bldg.,  173  Alamogordo,  N.  Mex 

James  H.  Leveque  Jr.,  322  Pine,  Lake  Charles,  La. 
Maurice  H.  Patten,  Third  Ave  ,,  Texas  City,  Texas 

William  L.  Camp,  2910  Frederick,  Shreveport,  La. 

John  L.  Kent,  Pittsburg,  Texas 

James  E.  Elliott  Jr.,  2906  Virginia,  Houston,  Texas 

Hubbard  E.  Taylor  Jr..  231  Texas  Street.  Pittsburg.  Texas 
Doyle  J,  Jones,  McCamey,  Texas 

Benny  B.  Kerr,  746  E.  Myrtle  St.,  San  Antonio,  Texas 
John  A.  Mauer,  8310  Lockheed,  Houston  12,  Texas 

Charles  P Lowe  Jr.,  342  Robinhood,  Jackson,  Miss, 

Dclton  D.  Hooser,  1801  14th  Street,  Lubbock,  Texas 

William  M.  Powell,  8405  Park  PL,  Houston,  Texas 

Ruth  D.  Brown,  107  W Ida  St,  , Electra,  Texas 

Varris  F.  Halm,  1309  Wayne  Street,  Fort  Worth,  Texas 
Charlie  B.  Thompson,  224  N.E.  25th  Street,  Paris,  Texas 
Jewell  P,  Garrett,  116  Jefferson  Street,  Pittsburg,  Texas 
Harry  H.  Frazer,  1927  Albert  St.,  Alexandria,  La. 
Frank  A.  Seweil,  Post  Office  Box  1033,  Tyler,  Texas 

John  G.  Cecil,  1307  West  Avenue,  Wellington,  Texas 

Tom  Eller,  White  Deer,  . Texas 

Richard  C.  Harris,  2534  W.  Clarendon  Dr.,  Dallas  11, Texas 
James  M.  Reagan,  301  W.  Second  St.,  Del  Rio,  Texas 

Ethel  Bv  Eller,  White  Deer,  . Texas 

Tyler  Radio  Club,  P.O.  Box  2021,  Tyler,  Texas 

Benoiest  W.  Laurents,  306  De  Mont  Luzin  Street, 

Bay  St.  Louis,  . Miss. 

James  V.  Ogle,  Wink,  Texas 

Celia  G.  Phares,  2116  Elmhurst  St.,  Oklahoma  City,  Okla. 
Roy  R.  Russell,  3902  Idalia,  El  Paso,  Texas 

Edwin  A.  Hoefs,  702  Front  St.,  Fort  Stockton,  Texas 
Henry  S.  Smith,  107  Hazard,  Horatio,  Ark. 

Meivin  J.  McCaskill,  Oak  Ridge  Rd  , Vicksburg,  Miss. 
Eugene  Hicks,  708  W.  Marquette  Ave.,  Albuquerque,  N.  Mex 
A.  E.  Nelson  Jr.,  1104  Cobb  St,  Jonesboro,  Ark. 

David  E.  Wilbanks,  2832  Burchill  Rd.  So., Ft.  Worth,  Texas 
George  Badough,  920A  Park  Ave.,  Corpus  Christi,  Texas 
William  B.  Thoman,  6022  Woodland  Dr.,  Dallas.  Texas 
Cecil  W.  Lybrand,  105 4 S Flores,  San  Antonio,  Texas 
John  C.  Litton,  RFD  2,  Pampa,  Texas 

Woodrow  H.  Mathews,  537  Humanson,  Lufkin,  Texas 

Gerald  D.  Long,  1220  Sycamore  Ave.,  Corsicana,  . Texas 
Thomas  P Gohmert,  6515  Mercer,  Houston,  Texas 

Eugene  P.  Gale,  RFD  2,  Crescent,  Okla. 

Loren  E,  Koerner,  1520  S.  Evans,  El  Reno,  Okla 

Amos  C.  Burkett,  34  Eveland  St.,  Maplewood,  La 

Cleo  W.  Burleson,  911  West  23rd  Place.  Tulsa,  Okla. 
Floyd  J.  Barton,  285  Mesquite  St.,  New  Braunfels,  Texas 
James  B.  Rives,  1721  Kentucky  Av.,  San  Antonio,  Texas 
Edw.  A.  Bourgeois,  1343  Lakeshore  Dr.,Pt,  Arthur,  Texas 
Elmo  Black,  3500  N.  Robinson,  Oklahoma  City  3,  Okla. 
James  J.  Alden,  200  Norland  Ave.,  New  Orleans  14,  La 
Frank  T.  Meyer,  1505  N.E.  14th  St,  Oklahoma  City,  Okla 
Horace  K,  Brown,  1414  W.  Fifth  St.,  Freeport,  Texas 

Cordis  E.  Ramsey,  1324  S.  Birmingham  St.,  Tulsa,  Okla. 
Othineal  B.  Ramsey  Jr.,  505$  N.W.  32nd  Street, 

Oklahoma  City,  Okla. 

Charlotte  C„  Chatfield,  9414  Northcliff  Dr.,  Dallas,  Texas 
John  K.  Chatfield,  617  Exposition  Ave.,  Dallas  1,  Texas 
Dolen  A.  Depue,  RFD  5,  Oklahoma  City,  Okla. 

Ralph  L.  Wood  Jr.,535E.CurtissDr.,OklahomaCity,  Okla. 
Wm.  H.  Wilson,  241  N.W  Eubanks  St.,  Oklahoma  City,  Okla 
Edward  Vickers,  2612  N.  Sheridan  Rd.,  Tulsa,  Okla 

Herbert M.  Bell, 212  E.  Marshall  Dr., Oklahoma  City,  Okla 
Bertha  D.  Watson,  316  N.W.  Second  Street,  Moore,  Okla. 
Lyle  F.  White,  6022  Fairway  Dr.,  Dallas  17,  Texas 

Fred  T.  Hinson,  RFD  3,  Foss,  Okla 

Oscar  S.  McCullough  Jr  , 303  Missouri,  Baytown,  Texas 
James  E.  Nabors  Jr.,  6726  E Fifth  St.,  Tulsa,  Okla 

Maurice  H Spinks,  2722  S Adams,  Fort  Worth,  Texas 
John  T.  McLin,  1225  N.  Main  St  , Drew,  Miss. 

William  G.  Blackwell,  320  DeBois  Dr.,  Baton  Rouge,  La 
William  R.  Pleasant,  216  Holley  Street,  Biloxi,  Miss. 
Cecil  E.  Smith,  618  Monroe  St.,  Stillwater,  Okla. 

Ira  L.  Bradley,  125  Miami  Ave  , Coleman,  Texas 

Arthur  S.  Mattes,  1618  13th,  Port  Arthur.  Texas 

Bennie  E . Durham,  Federal  Reformatory  Reservation, 

El  Reno,  °kla- 

Joseph  C.  Kolb,  735  West  Main  Street,  Edmond,  Okla. 
Lawrence  Beitel,  1629  W.  Magnolia  St.,  San  Antonio,  Texas 
Kerns  H,  Powers,  RFD  4 Box  315,  Waco,  Texas 

William  A.  Hunt,  1601  Sayles  Blvd.,  Abilene,  Texas 

Raymond  G.  Wilson,  3024  Wilkinson  St.,  Ft.  Worth,  Texas 
Tom  K.  Hamilton,  605  Newport  Ave.,  Newport,  Ark 

Chester  M.  McKinney  Jr.,  237  Waco  Ave.,  Cooper,  Texas 
Richard  G.  Miller,  Falfurrias,  Texas 

John  W,  Cunningham,  2002  Jackson  St.,  Monroe,  La. 
William  W,  Powell,  61  Westover  Terr.,  Ft.  Worth,  Texas 
Robert  W.  Gunnip,  2504  Bomar,  Fort  Worth,  Texas 

Hershel  J..  Fowler,  1109  S Third  St.;  Monroe,  La. 
George  T.  Vasilescu,  2014  37th  St  , Galveston,  Texas 

Donald  M.  Mulcahy,  Blk.  34,  Building  1,  Apt.  1, 

Keesler  Air  Force  Base..  Biloxi,  Miss. 

Ralph  C.  Payne,  3542  W.  College  St.,  Shreveport,  La. 
Howard  A.  Scott,  208  East  Park  Drive,  Brownsville,  Texas 
Charles  E.  Aldrich,  2200  Harrison  St.,  Ft.  Worth,  Texas 
Myron  J.  Dugan,  828  Iris,  Lake  Charles,  La. 

Floyd M.  Crum,  Bldg.  526,  Harding  Fid., Baton  Rouge,  La. 

O.  A.  Cook,  Box  703,  Broken  Bow,  Okla, 

William  W.  Follett,  3128  Pershing  Dr  , El  Paso,  Texas 
Byron  W.  Looney,  126  No.  West  Street,  Stillwater,  Okla. 
William  F Cheney,  5343  Pitt  St. , New  Orleans,  La. 

Joe  C.  Goulden,  1303  N.  Fulton  St.,  Marshall,  Texas 

Ferreol  F Moncrief,  3830  Fourth,  Port  Arthur,  Texas 

O.  C.  Guess,  Box  557,  1005  East  Trinity,  Victoria,  Texas 
Edward  L Kirk,  Benjamin,  Texas 

Harry  C.  Kramme  Jr.,  7219  La  Paseo  Dr.,  Houston,  Texas 
Alfred  S.  Vendt,  5257  Washington  Ave..,  Baton  Rouge,  La. 
Francis  A.  Rudolph,  107  Irvington  Dr.,  San  Antonio,  Texas 
Rupert  L.  Hayes,  2626  Tilton  St.,  Dallas,  Texas 

Karl  P.  MacDowell,  2113  Daisy  Lane,  Ft.  Worth,  Texas 
Alphonse  G.  Beuselinck,  RFD  8,  Oklahoma  City  9,  Okla. 
Edward  K Clark,  508  W.  Allen,  Fort  Worth,  Texas 

John  W.  Sicard  Jr.,  918  Convention,  Baton  Rouge,  La 
Willard  O.  David,  407  West  Fourth,  Tulsa,  Okla. 

Robert  E.  Elmore,  1108. E.  17th  PL,  Tulsa,  Okla. 

Merrill  G.  Dobbs,  217  W.  Maple  St.,  New  Orleans,  La. 
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William  L.  Funston,  2100  Scott,  Little  Rock,  Ark 

William  H.  Harris  Jr.,  2321  Canal  St.,  New  Orleans,  La. 
Harry  G..  McCathran,  Rodessa,  La. 

■Wm.  C.  McClure,  2209  N.W.  22nd  St.,  Oklahoma  City, Okla 
Harold  S.  Platt,  2839  Wenonah,  Baton  Rouge,  La. 

Alvin  C Heath  Jr.,  P.  O.  Box  181,  LaCoste,  Texas 

Norman  B.  Feehan,  P.  O.  Box  491,  Gulfport,  Miss. 

Harley  S.  Bates,  1601  15th  St.,  Lubbock,  Texas 

Dona  Id  Hawkins,  654  NW  St.  Charles  St.,  Brownsville,  Texas 
John  H.  Newton,  4807  W.  Amherst  St.,  Dallas,  Texas 

Edwin  P.  Ogier,  3528  Youree  Drive.,  Shreveport,  La. 


Kenneth  R.  Scanlan,  4324  Oleander  Street,  Bellaire,  Texas 
Frank  L Connally,  205  E.  University  St  , Waxahachie,  Texas 
Tommy  A.  Purnell,  1702  West  Sixth,  Pine  Bluff..  Ark. 
Bennie  A.  Tscheerner,  1214  So.  13th  St.#  Temple,  Texas 


Marshall  B.  Riggs,  Danville,  Ark. 

Truman  M.  Covey,  1507  Sixth  St..,  Brown  wood,  Texas 

Horace  C de  Yampert,  2911  McKinley  Ave.,  El  Paso,  Texas 
Maurice  Nixon,  510  North  Bishop  Street,  San  Angelo,  Texas 
Joseph  L.  St.  Clair,  508  SE  21st  St.,  Mineral  Wells,  Texas 
Harold  J Haley.  2501  Smith,  Houston,  Texas 

Quincy  D Gibbon,  130  South  Poplar,  Greenville,  Miss. 
James  E.  Clayton,  1811  Caldwell  St.,  Conway,  Ark 

Alfred  B.  Grantham  Jr.,  4330  Lemmon,  Dallas  4 Texas 
Scott  T.  Cone  Jr.,  P.  O.  Box  976,  Jackson,  Miss. 

John  W',  Neathery  Jr  225  3 Chambers,  Conroe,  Texas 

Rubin  W Ludwig,  Waid  Rd  , New  Braunfels,  Texas 

Guy  T.  Matthews,  700  Indiana  Avenue,  Weslaco.  Texas 

Walter  P.  Patterson,  RFD  2,  Buffalo,  Okla. 

William  F.  Chiselin  Jr.,  6512  Sewanee,  Houston,  Texas 
Luther  S,  Pully  Jr,,  3527  Granada,  Dallas,  Texas 

Francis  G„  Southworth,  7006  Coronado  Ave  , Dallas,  Texas 
Vernon  C Robertson,  908  Waterworks  Rd.,  Columbus,  Miss. 
Luther  C.  Barnes,  2507  North  Stanton,  El  Paso,  Texas 
Wayne  S.  Beardsley,  P.  O Box  573,  La  Porte,  Texas 
Jean  Sullivan,  4384  San  Carlos  St.,  Dallas,  Texas 

John  A.  Weber,  908  West  30th  St.,  Austin,  Texas 

Eldon  M.  Humphries,  2744  Essex  St.,  Shreveport,  La. 
John  L Gibson,  1101  Morningside  Dr.,  Ft.  Worth  3,  Texas 
G.  F.  Crosser,  R.F.D  1,  Box  69,  Tulsa,  Okla. 

Benj  P.  Burnett,  3431  Broadmoore Blvd., Shreveport, La 
James  H.  Bishop,  704  E 12th  St.,  Sweetwater,  Texas 
Jesse  T.  Pfrimmer,  4204  Geddes  St..  Fort  Worth,  Texas 
Wm.  E.  Coward  Jr,,  608  N.  Rogers  St,,  Waxahachie,  Texas 
Howard  E.  Williams,  221  West  Jacobs  Drive, 

Oklahoma  City  10,  Okla. 

Clarence  M Alvested,  Trop  Radio  Tgh  Station, 

Jefferson  Hwy,,  Kenner,  La. 

Graydon  H.  Malcolm,  2320  Main  St.,  Lubbock,  Texas 

Harold  F.  Marshall,  807  E Lott  Ave.,  Kingsville,  Texas 
Carlos  F,  Montemayor,  830  W,  Kings  Highway, 

San  Antonio,  Texas 

Joseph  M.  Richards,  3141  E 48th,  Tulsa,  Okla. 

John  C.  Sloan,  1 Wilson,  Sand  Springs,  Okla. 

George  J.  Clark,  807  East  Avenue,  Pauls  Valley,  Okla. 

Beatrice  S May,  9428  Hobart  St  , Dallas  18,  Texas 

Amedeo  E.  Carmignani,  Bldg,  1039,  26th  Street, 

Camp  Hood,  Texas 

Robert  A.  Robinson,  Canton,  Okla 

Josiah  T.  Quincey,  1819  S.  Dewey,  Bartlesville,  Okla. 
Charles  R,  Schleiff,  3222  Blair  Ave,,  Fort  Smith,  Ark. 
Floyd  M„  Roland,  1810  W.  Hildebrand,  San  Antonio,  Texas 
Edw.  L Schrader,  3005  Washington  St.,  Vicksburg,  Miss 
Jack  Davis,  1316  Linden  Lane,  Garland,  Texas 

Henry  “Bill”  Copeland  Jr.,  Senatobia,  Miss. 

Ralph  L.  Dunten,  1038  Ponder  Street,  Corpus  Christi, Texas 
Leonard  L.  Langston,  217  West  Maple,  Cushing,  Okla. 

William  L.  Fore,  210  N,  Hotel  PL,  Corpus  Christi,  Texas 
William  A.  Broyles  Jr.,  1422  Crescent  Drive,  Tyler,  Texas 
Carl  E.  Peterson,  820  N,  Vassar,  Albuquerque,  N.  Mex 
Marshall  E.  Shafer,  1334  Hendricks,  Dallas  16,  Texas 
Stanley  G.  Hardison,  618  Second  Ave.,  Dallas,  Texas 

Everett  Stidham  Jr  ,,  722  So  30th,  Muskogee,  Okla. 

Emmett  S.  Watkins,  Star  Route  2,  Seminole,  Texas 

John  J.  Fischer  Jr  , 403  E.  Main,  Cuero,  Texas 

James  W.  Birdsong,  7002  Fairdale  Ave.,  Dallas.  Texas 
Leonard  N.  Barrett,  2018  North  18th  Street,  Waco, Texas 
M.  B.“Lamp”Lampl,828  Brooklyn  Ave  , San  Antonio, Texas 
Earl  R.  Lawler,  835  Barrett  Pi.,  San  Antonio,  Texas 

Frederick  E Brooks  Jr,,  702  W.  25th  St.,  Austin,  Texas 
Emmet  D.  Riggs,  211  S.  Winnetka  St.}  Dallas,  Texas 
Robert  B.  Morrison,  1517  Northwood  Rd.,  Austin,  Texas 
Robert  E«  Ard,  203  E.  Douglas  Dr  . Midwest  City,  Okla. 

Ralph  R.  Stroble,  502  South  Utah  St.,  La  Porte,  Texas 

Daniel  R.  Schoolfield,  2204  San  Gabriel  St.,  Austin,  Texas 
Walter  E.  Marrs,  1420  North  Sandusky,  Tulsa,  Okla. 

Karl  L.  Mayberry,  1400  Keeler  Drive,  Irving,  Texas 
Jesse  D.  Gates,  Rodeo,  N.  Mex. 

Charles  H.  Gable  Jr,,  108  Barrett  Ave.,  San  Antonio,  Texas 
William  B.  Young,  Mac  Arthur  Dr.,  Orange.  Texas 

Clarence  M.  Conway,  617  North  Spruce,  Little  Rock,  Ark. 
James  R.  Wright,  2703  Barbara  Lane,  Houston,  Texas 
Big  Spring  Amateur  Radio  Club.  Melvin  E.  Boatman, 

Trustee,  Box  522,  Big  Spring,  Texas 

Glen  Barron,  4702  Beggs,  Houston,  Texas 

Donald  E.  McHam,  4120  Modlin,  Fort  Worth  7,  Texas 

Chester  A Newton  Jr.,  1443  8.  Evanston,  Tulsa,  Okla. 

Robert  W.  Kosik,  Miles,  Texas 

Amateur  Radio  Club  of  University  of  Ark.,  Hendrick 
J.  Arnold, Trustee,  Business  Admin. Bldg., Fayetteville,  Ark. 

M.  A.  Wells,  3234  Cridelle  Street,  Dallas,  Texas 

Elmer  A.  Brenn.  33  Benton  Rd.,  Bauxite,  Ark- 

Stacy  B.  Watelsid,  4221  Hanover  St.,  Dallas,  Texas 

Edward  Preston,  2426  W.  Lovers  Lane,  Dallas  9,  Texas 
Lawrence  Gilliland,  Sundown,  Texas 

Philip  D.  Brady,  528  Cameron  St.,  McComb,  Miss. 

Judson  D.  Savage,  2033  Parker,  Amarillo,  Texas 

Emmett  F Bristow,  1104  W.  Levee,  Brownsville,  Texas 

Charles  M.  Martin,  RFD  5,  Box  306,  Abilene,  Texas 

John  A.  Scott,  1015  W.  Shaw,  Fort  Worth,  Texas 

Homer  K.  Howe,  415  N.  Sixth  St.,  Tonkawa,  Okla. 

Freddie  R Carlisle,  Electra,  Texas 

Neal  L.  Radford,  2536  New  York  St.,  New  Orleans, La. 
William  R.  Weston  Jr.,  3920  Woodland,  Dallas,  Texas 
Sammie  F.  Clark,  1202  Pine,  Abilene,  Texas 

Norvall.  Sommers  Jr.,  303  3rdSt.  W.,  Barksdale  Field,La. 
University  Radio  Club,  Kenneth  D.  Maxwell,  John 
Brown  University  Campus,  Siloam  Springs,  Ark 

John  R.  White,  1010  W,  26th,  Austin,  Texas 

Harold  L.  Miles,  RFD  8,  Houston,  Texas 

William  L Dickerson,  4005  Montana  St.,  El  Paso,  Texas 
Marion  B.  Tomme,  2508  Honeysuckle,  Fort  Worth,  Texas 
George  L.  Hunsaker,  Clarendon,  Texas 

Ralph  R.  Tomlinson,  4337  Donnelly  St.,  Ft.  Worth,  Texas 
Harvey  R.  Pretty,  404  “L”  Street  SW.,  Ardmore,  Okla. 
Joe  T.  York,  2351  Hondo,  Dallas^,  Texas 

Norman  D Wehrli,  1021  Henderson  Blvd.,  Kilgore,  Texas 
Donald  R Simon,  5367  Institute  Lane,  Houston,  Texas 
Hugh  R.  Purcell  Jr.,  1521  LaMonte  Dr.,  Houston  18,  Texas 
Cora  E.  Shaw,  5300  Windowmere  St.,  Ft.  Worth  3,  Texas 
Paul  M.  Campbell,  910  Jefferson  Pi.,  Minden,  La. 
Clyde  D.  Smith,  3696  Louisiana  Ave.  Parkway, 

New  Orleans  15,  La. 

Terry  W.  Ditch,  1016  Maple,  El  Paso,  Texas 
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W5JPM  Jack  E.  Cox  Route  2,  Childress,  Texas 

W5JPP  Ogg  L.  Williams  Jr,,  1817  Father  Ryan  Ave.,  Biloxi,  Miss. 
W5JPU  Alfred  L.  Haubold,  1037  Walling  St..s  Houston,  Texas 

W5JPY  Philip  B.  Latimer,  400  Main  St.,  Clarksville,  Ark, 
W5JQ  Richard  W.  Keeling,  3123  Lawrence,  Houston  8,  Texas 
W5JQA  Donald  C.  Gibson,  RFD  9 Box  97,  Oklahoma  City,  Okla, 
W5JQB  William  L.  Childress,  1533  Mardell,  San  Antonio,  Texas 
W5JQC  James  B.  Berry,  RFD  5,  Wellington,  Texas 

W5.TQD  Thomas  Bo  Craig,  1706  27th  St  , Lubbock,  Texas 

W5JQE  Harry  L.  Madison,  Jonesville,  La. 

W5JQH  Truman  E„  Wright,  RFD  2,  Bonham,  Texas 

W5JQL  John  L Ford,  1425  Cedar,  Abilene>  Texas 

W5JQN  Herbert  M,  Crawford,  1116  N.  Eighth  St.  , Longview,  Texas 
W5JQP  William  W Burns,  1041  Fifth  St.:  Las  Vegas,  N.  Mex. 

W5JQQ  Paul  C.  Watson  Jr.,  4209£  Walker  Street,  Houston,  Texas 

W5JQU  A1  B.  Hays,  Plano,  Texas 

W5JQW  Marvin  T„  Deane,  725  Naylor  Street,  San  Antonio,  Texas 
W5JQX  Archie  D,  Hale,  420  E.  Dewey  PL,  San  Antonio  2,  Texas 

W5JQY  John  B.  McHale,  6115  Victor  St.,  Dallas,  Texas 

W5JRD  Robert  E.  Griffith,  Oak  Grove,  La 

W5JRF  Thomas  H.HaytonJr.,  524  S.W.  29th St.,  Okla.  City,  Okla. 
W5JRI  Noel  W.  Phillips,  2504  Chartres,  Houston  4,  Texas 

W5JRN  Ross  E Hicks  Jr.,  Fort  Gibson,  Okla 

W5JRO  John  R«  Beeson,  Sheperd,  Texas 

W5JRQ  Jo  D Bennight,  1415  Webster,  Liberty,  Texas 

W5JRV  Blanchard  Boldman,  4802  Avenue  “Q|”,Glaveston,  Texas 
W5JSB  Robert  E.  McClendon,  Post  Box  36,  Hartshorne,  Okla. 

W5JSD  Remu  M.  Perot,  WNAD  Trans.,  RFD  1,  Norman,  Okla. 

W5JSG  Francis  A.  Keys,  1070  Central  Dr.,  Beaumont,  Texas 

W5JSH  Vernon  O.  Wilder  Jr.,  913  42nd  Ave.,  Gulfport,  Miss. 

W5JSJ  Hollis  B.  King,  2004  Detroit  St..,  El  Paso,  Texas 

W5JSK  Andrew  S Webre,  2125  Ferndale  Ave.,  Baton  Rouge,  La. 

W5JSL  William  C Gustafson,  1826  N.  Pine  St  , San  Antonio,  Texas 
W5JSM  Louis  F,  Gourgues,  Geraldine  St.,  Chalmette,  La. 

W5JSN  Charles  E.  Buterbaugh, 3543 Gov't  St.,  Baton  Rouge,  La. 
W5JSP  Homer  A.  Cook,  1026  Vine,  Abilene,  Texas 

W5JSQ  Raymond  L.  Ransome.  722  W.  30th  St.,  Houston,  Texas 

W5JSS  Hubert  C.  Locke rd,  2340  Yucca,  Fort  Worth,  Texas 

W5JSW  C„  E.  Raymond,  2380  BarksdaleBL,  Bossier  City  61,  La 

W5JTF  Elmer  K Wiilcoxon,  201  Humphrey,  Greenwood,  Miss. 

W5JT1  Thomas  M,  Quinn,  RFD  6,  Box  120,  Jackson,  Miss. 

W5JTL  George  N.  Chaney,  3630  Security  Street,  Vicksburg,  Miss. 

W5JTM  Cecil  W.  Lightfoot,  392.5  Pennsylvania,  Waco,  Texas 

W5JTR  Eugene  M.  Broyles,  623  West  71st,  Shreveport,  La. 
W5JTZ  Earl  L.  Neff,  7201  Ave.  J,  Houston,  Texas 

W5JUB  James  L,  Ledbetter,  RFD  2,  Clarksville,  Ark. 

W5JTJF  John  C.  Papp,  222  West  Railroad  Avenue,  Verona,  La. 

W5JUH  Paul  W.  Smith,  217  W.  Marshall  Dr.,  MiawestCity,  Okla. 

W5JU1  Morris  E Bost,  121  E.  12th  St.,  Houston  8,  Texas 

W5JUJ  Sam  W.  Gates,  319  Clifton  Ave.,  Natchez,  Miss. 

W5JUM  Francis  H.  Noble,  RFD  1,  Casper,  Texas 

W5JUN  James  C.  Craig,  2102  Trice  Ave.,  Waco,  Texas 

W5JUT  George  T.  Mingus,  208  W.  Heard,  Cleburne,  Texas 

W5JTJW  Herbert  Smith,  RFD  8,  Box  556,  Houston,  Texas 

W5JUX  Raymond  E.  Blocker,  RFD  1,  Mineral  Wells,  Texas 
W5JV  William  N.  Hollifield,  1914  Ashby  St.,  Dallas  4,  Texas 
W5JVF  Albert  C.  Hillmeyer,  817  W.  Woodlawn,  San  Antonio,  Texas 
W5JVK  Christopher  Teesdale,  3033  Cockrell  St.,  Ft.  Worth,  Texas 
W5ArN  Hillard  L Guillory,  Exmice,  La. 

W5JVP  Richard  L.  Smith,  3416  Lovefield  Drive,  Dallas,  Texas 

W5JVR  Nelson  M.  Duller  Jr.,  743  West  43rd,  Houston,  Texas 

W5JVS  W„  T.  Hays  Jr.,  144  S.  Prentiss  St  , Jackson,  Miss. 
W5JVT  Curtis  A.  Schwab,  1707  Cole  Ave.,  Monroe,  La 

W5JVW  Wm.  D.  Pickett  Jr.,  Bldg.  T-125  Orchard  Pk.,  Dexter,  N.Mex. 
W5JVX  Robert  R.  Martin,  313  Coolidge  Avenue,  Ponca  City,  Okla. 

W5JW  Lloyd  C.  Hoffmann,  4334  Palmyra  St.,  New  Orleans,  La. 

W5JWD  Taroliese  J.  Rhodes,  Bldg.  T 130,  Terminal,  Texas 

W5JWE  Horace  N Arnold,  Holt  Addition,  Gage,  Okla 

V/5JWG  Roy  E.  Campbell,  216  N,  Stallard  St.,  Stillwater,  Okla 

W5JWI  Felix  J.  Bulot,  Buras,  La. 

W5JWL  Joseph  B>  Harwell  Jr.,  General  Delivery,  Slidell,  La, 

W5JWM  Gilbert  F„  Montgomery,  435  West  22nd  St.,  Houston  8, Texas 
W5JWP  George  L.  Sisson,  308  East  Second  Street,  Hearne,  Texas 
W5JWQ  Judson  H.  Steen,  RFD  1.  Box  23A,  Clarksdale,  Miss. 

W5JWS  Edward  L.  Schafer,  107  Canton,  Houston,  Texas 

W5JWX  Paul  E.  T.  Jensen,  8012  Burthe  St.,  New  Orleans,  La. 
W5JWY  Adam  Kattawar,  1021  Blanchette  St.,  Beaumont,  Texas 
W5JX  Vernon  Crawford,  4214  W.  Twelfth  St  Amarillo,  Texas 
W5JXB  Lonnie  L.  Deatherage,  135  NE  Park, Oklahoma  City,  Okla. 
W5JXH  Carl  G.  Daubendick,  713  Van  Patten  St., Hot  Springs,  N.  Mex. 
W5JXI  Job  R.  Tozer  Jr.,  Stoneleigh  Hotel,  Dallas,  Texas 

W5JXK  Behrman  A.  Ducote,  402  East  Gypsey,  Hobbs,  N.  Mex. 
W5JXO  Loren  C.  “Doc”  Watkins  Jr.,  3236-A  “ A”  Street, 

Sandia  Base  Branch,  Albuquerque,  N.Mex. 

W5JXP  Edward  Thomas  Jr.,  434  Louisiana  St  .Corpus  Christi,  Texas 
W5JXR  Shannon  E Young,  946  Arlington,  Houston,  Texas 

W5JXT  Tulsa  Police  Emergency  Amateur  Radio  Club,  James 

R.  Hicks,  405  E Fourth  St.,  Tulsa,  Okla. 

W5JXX  Roy  L.  Craig,  826  S Rockford,  Tulsa,  Okla. 

W5JXY  Paul  W.  Fain,  Rylie,  Texas 

W5JY  John  G.  Tittle,  508  Alvin,  Pasadena,  Texas 

W5JYA  Howard  T,  Scott  Jr  ,1003  Sacramento  St., San  Antonio,  Texas 

W5JYB  William  L.  Fountain,  Box  241-A,  Meridian,  Miss. 

W5JYD  Frances  “Pat”  Cary,  RFD  5,  Box  2,  Opelousas,  La. 
W5JYF  Orvis  L.  Beal,  413  West  Collin  St.,  Corsicana,  Texas 
W5JYJ  Robert  B.  Hood,  RFD  1,  Seagoville,  Texas 

W5JYK  Stanley  Pulitzer, 2807Gen. PershingSt.,NewOrleans,  La. 
W5JYM  Hayden  K.  Perron,  2219  Yale,  Houston,  Texas 

W5JYN  Salvadore  Lodato,  1213  Gov.  Nicholls,  New  Orleans,  La.. 

W5JYQ  Thomas  W„  Taylor,  Wharton,  Texas 

W5JYT  Wm.  M.  Humphreys,  1310  Minnesota  Ave., Chickasha.Okla 
W5JYW  Joe  F.  Marquez,  210|  South  Gold  Ave.,  Deming,  N.Mex. 
W5JYX  George  W.  White  Jr.,  407  So.  Park  St.,  Lampasas,  Texas 

W5JYY  William  J.  White,  509  Christy,  Parnpa,  Texas 

W5JZ  Arthur  W.  Meek,  1430  Elton  Rd.,  Jennings,  La 

W5JZB  Russell  E Smith,  Box  1225,  Phillips,  Texas 

W5JZD  Milton  D Cockrell,  230  South  Awbrey,  El  Paso,  Texas 

W5JZF  Eugene  R.  Heliums,  1527  Columbia,  Corsicana,  Texas 

W5JZ J Raymond  Williams,  3443  Tenth  St.,  Port  Arthur,  Texas 

W5JZK  Richard  L.  Morgan,  504  Dunn  Avenue,  Yazoo  City,  Miss. 

W5JZL  Kenneth  D„  Smith,  233  West  St.,  Stillwater,  Okla 

W5JZR  John  R.  Watson  Jr.,  8140  No.  Loop  Rd.,  El  Paso,  Texas 

W5JZT  Chas.  V.  Shearer,  Old  Homestead  Ranch,  Las  Vegas,  N Mex 
W5JZU  Marlyn  L.  Cooper,  1413  Isabella  St„,  Houston,  Texas 

W5JZV  Earl  B.  Isbell,  108  West  Cobb,  Antlers,  Okla. 

W5JZX  Willie  D.  West,  3618  Altura  Blvd.,  El  Paso,  Texas 

WT5KA  Paul  M.  Hargis.  605  Barton  Blvd.,  Austin,  Texas 

W5KAA  Howard  A.  Smith,  5314  Hearne,  Shreveport,  La 

W5KAC  John  W.  Mizenko,  Channelview.  Texas 

W5KAD  Rivers  P.  Vidrine,  142  West  Gum  Ave.,  Euncie,  La. 

W5KAE  Morris  F.  Gillett,  5942  McComas,  Dallas,  Texas 

W5KAH  Perry  M.  Woods,  3636  Alexander,  Shreveport,  La 

W5KAO  D.  G.  Craig,  3028  E.  Marble  Avenue,  Albuquerque,  N.Mex. 
W5KAP  Owen  W Barnett,  South  Main  St.,  Grapevine,  Texas 

W5KAQ  Hazel  V'.  Ersiand,  1425  Iowa  Avenue,  Chickasha,  Okla. 

W5KAU  Moreton  A.  Magid,  2323  N 40th,  Waco,  Texas 

W5KB  Paul  So  Delaup,  Campus  Southerstern  La.  Inst.,  Paul 

S Delaup,  Physics  Dept.,  Lafayette,  La 

W5KBA  Stanley  J.  Brooks,  2205  E.  Madison,  Oklahoma  City,  Okla. 
V^KBC  Marvin  J,  Easterwood  Jr.,  3165  11th  Street  Road, 

Beaumont,  Texas 

W5KBE  Joseph  H.  Garrett,  3127  N.  W.  23rd  St.,  Okla.  City,  Okla. 

W5KBF  Jack  E.  Nave,  RFD  3,  Box  81,  Shreveport,  La. 

W5KBC  Paul  B.  O’Connor,  416  So.  Polk,  Enid,  Okla. 


W5KBH  Charles  S Sheppard  Jr  , 508  W.  Third,  Russellville,  Ark, 
W5KBN  W P.  Yarbrough  Jr.,  517  Elm,  Abilene,  Texas 

W5KBO  Robert  K.  Kelly,  418  N Jefferson,  Magnolia,  Ark, 

Wr5KBP  James  T.  McNutt,  3112  Federal  St.,  El  Paso,  Texas 

W5KBS  Edwin  F Zreet,  Pflugerville,  Texas 

W5KBU  Vernon  G.  Parker,  1019  North  Whitaker,  Odessa,  Texas 
W5KBW  Herschel  M.  Cook,  203  Duncan  Ave.,  Jackson,  Miss. 
W5KBZ  William  M.  Crosby,  3537  Millet,  Fort  Worth,  Texas 

W5KC  Vincent  L.  Rosso,  1112  Meriam  St,,  Plaquemine,  La. 

W5KCA  Walter  H.  Evans,  1020  S College,  Norman,  Okla. 

W5KCC  Bert  S.  Parker,  2824  Garland  Ave.,  Texarkana,  Ark. 
W5KCD  Fred  S.  Smith,  3801  Collinwood,  Fort  Worth,  Texas 

W5KCH  John  D.  Schilleci,  140  S.  Clark  St  , New  Orleans  19,  La. 
W5KCI  James  M.  Huckabee,  19fr|  Glenmary  St.,  Jackson,  Miss. 
W5KCJ  Milton  A.  Bowers  Jr.,  6017  Marigny,  New  Orleans  17, La. 
W5KCO  Roy  L.  Guest  Jr.,  2215  Bissonnet,  Houston,  Texas 

W5KCP  Donald  J.  Edwards,  332  W Hall  St  , Lubbock,  Texas 

W5KCR  Harry  M,  Crouse,  409  Temple  Avenue,  Hobbs,  N.Mex. 

W5KCS  Will  T.  Hollowell,  Jamaica  Av.  & Ninth  St.,  Isabel,  Okla. 
W5KCU  James  D.  Anderson,  RFD  4,  Corinth,  Miss. 

W5KCV  Gordon  P„-  Bivins,  RFD  2,  Eldorado,  Okla 

W5KCW  Verl  A.  Coleman,  904  Hinkle,  Clovis,  N.  Mex„ 

W5KD  Harold  A.  Schonwald,433  N.W,15thSt., Oklahoma  City,  Okla. 
W5KDG  Wilbur  G»  Lawson,  1723  College,  Conway,  Ark. 

W5KDH  Clyde  H O’Neill,  502  N.  Broadway,  Cleveland,  Okla. 
W5KDI  Theophial  G.  Hasz,  826  N.  Ash,  Ponca  City,  Okla. 

W5KDK  Louis  C.  Verhydeu,  Brewer  St.,  Vinita,  Okla. 

W5KDM  Selvin  E.  McCoy,  5440  Garland  Avenue,  Dallas.  Texas 
W5KDO  Newton  C Benham  Jr,,  1216  Pascal  PL,  Dallas  11,  Texas 
W5KDT  William  A Wilson,  2127  Fresno,  San  Antonio,  Texas 

W5KDU  John  W.  Meyer,  1043  Carondelet,  New  Orleans,  La. 
W5KDX  Alvis  H.  Gardner,  907  Tenth,  Alamogordo,  N.  Mex. 

W5KDZ  Glen  D.  Benskin,  Nueces  & Main  Sts.,  Rocksprings,  Texas 
W5KE  Wilke  E.  Cruse,  2716  N.  W.  4?th,  Oklahoma  City  6,  Okla. 
W5KEB  Roderick  H„  Dolese,  4620Orleans  Ave.,  New  Orleans,  La, 
W5KEE  Frank  A.  Rotramel,  1093  Herbert  Avenue,  Pasadena,  Texas 
W5KEF  Early  A.  McDowell,  750  Clinton,  Abilene  Texas 

W5KEK  Glenn  M.  Tucker,  RFD  4,  Box  591,  Shreveport.  La. 
W'5KEL  James  M,  Teagarden,  509  Boulder,  Pawnee,  Okla. 

W5KEM  Ivan  E.  Walenta,  1824  West  Main  Street,  Houston  6,  Texas 
W5KEN  John  P,  Twyeffort,  Williamsburg  Add.,  Hot  Springs,  N.Mex. 


• W5KEU  Louis  H.  LeBoeuf,  300  East  Maple  Dr.,  New  Orleans, La. 
W5KEV  Raymond  L.  Southworth,  510  Northwest  10.  Okla.City,Okla. 


W5KEY  Carl  M.  Elkan,  1208  Johnstone  Ave.,  Bartlesville,  Okla. 

W5KFD  Robert  M.  Sutton,  1422  Burbank,  Baytown,  Texas 

W5KFE  Billy  K Power,  1520  15th  St.,  Lubbock,  Texas 

W5KFK  Lewis  A.  Patterson,  North  13th,  Buffalo,  Okla. 

W5KFN  Leo  W.  Kessinger,  514  South  Roosevelt,  Enid,  Okla. 

W5KFP  Donovan  V.  Geppert,  E.  B-207,  University  of 

Arkansas,  Fayetteville,  ' Ark. 

W5KFW  Edward  R Walker,  1446  S.  Erie  St  , Tulsa,  Okla. 

W5KFY  William  E„  Leverkuhn,  817  Leverkuhn,  Houston,  Texas 

W5KGA  Durward  H.  Little,  RFD  2,  Box  89,  Iowa  Park,  Texas 

W5KGC  LeRoy  V.  Meador,  309  S.  Jackson  St.,  Breckenridge,  Texas 

W5KGD  David  K.  Miller,  4509  W Lovers  Ln.,  Dallas,  Texas 

W5KGE  James  E.  Dunn,  E.  Third  St.,  McCamey,  Texas 

W5KGL  Fred  W.  Walsmith,  1910  Speedway,  Austin,  Texas 

W5KGM  Albert  F.  Crispin,  Delta  Airlines,  New  Orleans,  La. 

W5KGO  Leland  W Pohler,  126  Iowa,  Baytown,  Texas 

W5KGP  Thomas  G.  Perry,  O’Hara  St.  West,  Grand  Saline,  Texas 

W5KGS  George  N.  Maddux,  109  ST  Sixth  St.,  Monroe,  La. 

W5KGU  Riley  C.  Ogletree,  RFD  5,  Box  384,  Little  Rock,  Ark. 

W5KGX  Robert  O.  Lowery,  2302  Avenue  “T”,  Lubbock,  Texas 

W5KGZ  Garland  P.  Mason,  511  E.  Burleson  St.,  Marshall,  Texas 

W5KHB  George  P.  Adams,  1038  N.  Pine,  Natchez,  Miss. 

W5KHC  Wm.  G.  Caldwell  Jr. ,5107  Fairfield  Ave., BatonRouge,  La. 

W5KHD  James  W„  Stapp,  1800  Beach,  Fort  Worth,  Texas 

W5KHE  Sterling  S.  Keppler,  4932  Curtain  St.,  Houston,  Texas 

W5KHF  Ben.  B.  Dibrell,  718  A St.  N.W.,  Ardmore,  Okla. 

W5KHH  Arthur  L.  Grant,  405  Hilton  St.,  Monroe  , La. 

W5KHI  Joseph  H Crews,  Tylertown,  Miss. 

W5KHL-  Thomas  E.Garver  Jr.,  2102  Selma  Dr. ,New  Orleans  19,  La. 

W5KHN  George  H.  Arnold,  622  John  Lee,  Corpus  Christi,  Texas 

W5KHT  Alvin  H.  Clement,  Lloyd  Hall,  Fayetteville,  Ark. 

W5KHU  August  C.  Swensen,  507  Texas  Ave.,  Austin,  Texas 

W5KHV  Albert  C.  Sims,  207  East  Rhodes,  Lufkin,  Texas 

W5K3  Harry  C.  Hill,  4420  Purdue,  Dallas  5,  Texas 

W5KIA  Howard  D.  Clark,  2701  Elm  St.,  El  Paso,  Texas 

W5KIB  James  H.  Jones,  1307  Romine  Ave.,  Dallas,  Texas 

W5KIE  Milton  V.  Thornhill,  713  Woodland  Ct.,  Hattiesburg,  Miss. 

W5KIG  Basil  C.  Guinnip,  217  Everett  Street,  Morgan  City,  La. 

W5K3J  John  M.  Deface  Jr.,  4615  Gurley,  Dallas,  Texas 

W5KIK  Zoland  C.  Jacobs,  309  Harcourt,  Weatherford,  Texas 

W5KIN  Ernest  Vincent,  Hackberry,  La, 

W5KIO  Leonard  R.  Lyon,  1306  Shepard,  Big  Spring,  Texas 

W5KIP  Joseph  R.  Bridges,  Box  1245,  Fayetteville,  Ark. 

W5KIR  Frapk  J.  Riedinger,915E.  Beach  Blvd., Pass  Christian,  Miss. 

W5K3U  William  A Mixon,  2118  No.  Elm,  Denton,  Texas 

W5KIV  John  B.  McDonald,  8507  Dudley  Hill  Drive,  Dallas,  Texas 

W5KIY  Erwm  S Scholl,  2802  Whitis  St.,  Austin,  Texas 

W5KJ  Claude  M Phillips,  423  Rigsby  Ave  , San  Antonio,  Texas 

W5KJA  Hugh  E.  Jeffery,  1424  So.  Erie  Street,  Tulsa,  Okla. 

W5KJB  Melborne  L.  Robertson,  P.  O.  Box  72,  Kilgore,  Texas 

W5KJD  William  H.  Durand,  4027  Eagle  St,,  New  Orleans,  La. 

W5KJE  GarrahC  , Graham,  1516  Northside  Dr.,  Bossier  City,  La. 

V/5KJF  Lucien  J.  Harmon,  6034  Lewis  Street,  DaUas  6,  Texas 

W5KJJ  Jack  Arnold,  1006  East  First,  Austin,  Texas 

W5KJK  John  M.  Meyer,  423  Winona  Dr.,  Pasadena,  Texas 

W5KJO  Thurman  M.  Wynn,  1213  Lindsey  Lane,  Tyler,  Texas 

W5KJP  Arvel  P.  Glover,  Sterley,  Texas 

W5KJU  Wesley  E.  Moffitt,  802  Peddie  St  , Houston,  Texas 

W5KJV  Samuel  D.  Tressler  Jr.,  616  N.  Greenwood,  Ft.  Smith,  Ark. 

W5KJX  JohnM  Weisiger,  1 200  Mac  Arthur  Bl,,  Oklahoma  City,  Okla, 

W5KK  Ed.  Lancaster,  Box  502,  Rayne,  La. 

W5KKD  John  J.  Lewis,  3141  Cronk  Lane,  Dallas,  Texas 

W5KKG  Joe  P.  Jameson,  4329i  Leeland  Ave,,  Houston,  Texas 

W5KK2  Dewitte  D Hall,  1917  Park  Ave.,  Shreveport,  La. 

W5KKM  Walter  D.  Cox,  2324  Pecan  St,,  Texarkana,  Ark 

W5KKP  John  K.  Godbey,  3120  Dutton  Drive,  Dallas  11,  Texas 

W5KKR  Sam  A.  Milam  Jr,,  511  Cedar,  Lake  Charles,  La. 

W5KKS  Carl  R.  Moore,  RFD  1,  Snyder,  Texas 

W5KKT  Turner  W.  Rabb,  Rodessa,  La. 

W5KKV  Jacob  A,  Wright,  1104  Boundless,  Little  Rock,  Ark, 

W5KL  Lawrence  R Man,  4625  Hampshire  Blvd.,  Ft.  Worth,  Texas 

W5KLB  Robert  W.  Tidwell,  1105  Santa  Clara,  Brownwood,  Texas 

W5KLC  David  O.  Martin,  306  West  44th  Street,  Austin,  Texas 

W5KLE  John  T,  Bobbitt,  2810  Bagby,  Houston,  Texas 

W5KLG  Joseph  W,  Tucker,  1819  Dunston,  Houston  5,  Texas 

W5KLH  Roy  M.  Reece,  320  N.  Stephens  St.,  Hobart,  Okla 

W5KLK  Monroe  A.  Miller,  613  South  St.  Mary’s,  Beeville,  Texas 

W5KLL  Wayne  L.  Dillingham,  218  Clemmer,  Corpus  Christi,  Texas 

W5KLN  Robert  T.  McCoy,  Rosebud,  Texas 

W5KLO  Francis  J.  Bowen,  1210  Virginia  Blvd.,  San  Antonio,  Texas 

W5KLR  Elbridge  W.  Orr,  102  North  12th,  Tonkawa,  Okla. 

W5KLS  Clarence  M.  Duer,  1314  Texas  St.,  Fort  Worth,  Texas 

W5KLT  Walter  A.  Jones,  307  W,  Nabor  St.,  Marlow,  Okla 

W5KLV  Jerry  N.  Cormaway,  RFD  5,  Floresville,  Texas 

W5KLX  John  H.  Austin,  405  East  Bradley,  Pauls  Valley,  Okla, 

W5KLY  Eugene  E Haddan,  RFD  5,  Sulphur  Springs,  Texas 

W5KMA  William  E.  McCormick,  806  Poplar  Ave.,  Wynne,  Ark. 

W5KMB  John  Y.  Harper  Jr.,  3635  Fifth,  Port  Arthur,  Texas 

W5KME  Truman  D Ehote,  St.  Francisville,  La, 

W5KMI  Donald  K.  Hanan,  517  E.  Third  St.,  Rosell,  N.  Mex 

W5KMJ  Bennie  Rockett,  RFD  1,  Waxahachie,  Texas 


James  H.  Stephenson,  328  Robinson  PL,  Shreveport,  La. 
Richard  L.  Wood,  Refugio,  Texas 

William  D.  Wilson, .Tr..  113  Avenue  “B”,  Brownsville, Texas 
Robert  L.  White,  Spruce  Street,  Rayville,  La. 

Joseph  C.  Wallace,  P.  O.  Box  766,  Irving,  Texas 

William  F.  Thomey,  1416  Sta  Clotilde,  Laredo,  Texas 
Olen  J.  Howell,  107  Taylor  St.,  Goose  Creek,  Texas 

Floyd  B.  Inks  Jr.,  2802  San  Pedro,  Austin,  Texas 

Max  L.  Kingsley,  816  West  11th  Street,  Austin,  Texas 
Kenneth  D , Shuler,  718-720  N.  St.  Paul  St,,  Gonzales,  Texas 
Clifford  K.  Denning,  3607  Camp  Bowie  BL,  Ft.  Worth,  Texas 
Grover  C.  Kenyan,  Lancaster,  Texas 

Regger  W.  Ranee,  Plain  Dealing,  La. 

Ina  M.  Hardin.  1207  Boulevard,  Fort  Worth,  Texas 

Robert  M.  Newton,  1217  Willow,  Grand  Prairie,  Texas 
Henry  M.  Winans  Jr.,  3825  Beverly  Drive,  Dallas,  Texas 
Leslie  F.  Garrison,  2004  Ethel  Ave.,  Wacco,  Texas 
Charles  F.  Grice,  601  Watters  St.,  Haynesville,  La. 
William  L.  Boyer,  412  South  “0”St.,  Muskogee,  Okla. 
Louis  T.  Rheinboldt,  Grant  Rd.,  Cypress,  Texas 

Annie  L.  Porter,  Kenedy,  Texas 

Bernard  Riley  Jr.,  225  S.  Solomon  St,,  New  Orleans  19,  La. 
James  D.  Florance,  North  Flora,  Jacksboro,  Texas 

Chas  C.  Centorbi,  617  Almonaster  Av. , New  Orleans,  La. 
Robert  L.  Newsom,  Munday,  Texas 

Trevelyn  F.  Sparks,  910  N.  Alleghaney  St.,  Odessa,  Texas 
Charles  Tullos,  LaSalle  Hotel,  Beaumont,  Texas 

C.  M.  Elmore  Jr.,  RFD  1,  Lubbock,  Texas 

Milton  A.  Kollmann,  1323  Ashland,  Houston,  Texas 

Johny  B.  Joiner,  2621  30th  Street,  Lubbock,  Texas 

Franklin  E Krischke,  631  W.  Agarita,  San  Antonio,  Texas 
Woodrow  W.  Taliaferro,  406  Carroll  St.,  Denton,  Texas 
John  P.  Jones,  Central  Ave,,  Brownsville,  Texas 

Herbert  E„  Hall,  510  Iowa  Ave.,  Weslaco,  Texas 

Paul  M.  Holzenthal,  2445  First,  New  Orleans,  La. 

William  A Hankins,  817  San  Pedro  Av.,  San  Antonio,  Texas 
George  F.  Young.  1130  North  Meta,  Oklahoma  City,  Okla. 
Chas. R.  Williams,  1805  Ft.  WorthSt.,  Grand  Prairie,  Texas 
FrancesC. Hollifield,  1133  W.  Huisache,  San  Antonio,  Texas 
Billy  P Stephens,  853  W.  Elizabeth,  Brownsville,  Texas 
William  G.  Bickford,  8218  Sycamore,  New  Orleans,  La 
Bill  F.  Buell,  106  W.  Third,  Edmond,  Okla. 

James  M Willingham,  3407  Noble,  Dallas,  Texas 

John  H.  Chamberlain,  1119  Fern  St„  New  Orleans,  La. 
John  L Scott,  RFD  2,  Box  14,  Polk  St.,  Winnsboro,  La. 


Henry  P.  Seay  Jr  , 711  Wayne  Ave.,  Dallas, 


Stewart  C.  Parsons,  RFD  8,  Tulsa, 

Guy  R.  Reed  Jr.,  416  Ash,  Texarkana, 

Arthur  R.  Ross,  233  So.  69th  East  Avenue,  Tu] 
Robert  J.  Walker,  706  Main  St.,  Lubbock, 

Bruce  W,  Barker,  4023  Lincoln  Ave.,  El  Paso, 
Bernis  L.  Stevens,  101  Hallvale  Dr.,  Fort  Worth, 
Giles  Mi  Easley,  Calvert, 


Okla, 
Texas 
sans,  La. 
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Texas 
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Texas 
so,  Texas 
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James  S.  Gleinser,  107i  E.  Park  Ave,,  San  Antonio,  Texas 
Tom  N.  Hewlett,  3236  Rankin,  Dallas,  Texas 

Russell  A,  Nelson,  2016  Tulane,  Beaumont,  Texas 

Sidney  F.  Lambert,  4826  Marais  St.,  New  Orleans  17, La. 


Fred  V.  LaVene,  1010  Grand  Ave.,  Yazoo  City,  Miss. 
J.  Lewis  Young,  4536  So.  Johnson  St.,  New  Orleans,  La. 
Wilson  E.  Andrews,  P.  O.  Box  115,  Lovelady,  Texas 
Belfort  Marionneaux,  605  Ferdinand  St.,  Plaquemine,  La. 
Ernest  W.  McNeil,  Cinclare,  La. 

Philip  H.  Woodard,  507  N.  4th  Street  W.,  Hubbard,  ^tocas 
Howard  L.  Long,  2116  S.  Congress,  Austin,  ^rexas 

Robert  L.  Hatfield,  1142  Florida  Ave,,  New  Orleans,  La. 
Glenn  F.  Malmin,  4912  Montrose  Dr.,  Ft.  Worth,  Texas 
Richard  W„  Smith,  111  S.  Waverly  Dr.,  Tulsa,  Okla. 
Hewitt  H.  Penton,  RFD  1,  Box  53--H,  Corpus  Christi,  Texas 
Keith  T.  Maring,  RFD  1,  Box  590,  Brownsville,  Texas 
Jorman  I.  Koski,  2228  Yucca,  Fort  Worth,  Texas 

Albert  L.  Kristek,  Flatonia,  Texas 

Grady  L.  Breece,  3105  Metairie  Rd.,New  Orleans  20, La. 
Marsh  F.  Canion,  305  Woodson  St.,  Port  Lavaca,  Texas 
Colvin  Martin,  206  W.  Arizona  Ave,,  Ruston,  La. 

James  M.  Coleman,  6900  Louisville  St,, New  Orleans,  La. 
Julius  A.  Duncan,  4667  Western  Street,  New  Orleans, La. 
Basil  C.  Guinnip,  217  Everett  Street,  Morgan  City,  La. 
James  D Stietenroth,  287  Maplewood  Dr.s  Jackson,  Miss. 
Billy  Hyatt,  Greenwood,  La. 

George  G,  Ingram,  3211  Havana,  New  Orleans  19,  La. 
Edwin  J.  Gaetz,  304  Canavan  Ave  , San  Antonio  4,  Texas 
Robert  A.  Johnson  Jr.,  Gatesville  School  for  Boys, 

Gates  ville,  Texas 

Harold  P DuConge,  5639  Dauphine,  New  Orleans,  La. 
Robert  L.  Kahout,  201  North  Royalty,  Odessa,  Texas 

James  S.  Bolin,  725  Traffic,  Bossier  City,  La. 

Daniel  E.  Kirkley  Jr.,  646  Aurora,  Metairie  20.  La. 
Pernell  J.  Moore,  611  Hydepark,  Houston,  Texas 

Earl  L.  King.  Cor  Comanche  & Grove,  Clarksville,  Texas 
Homa  S.  Reece,  RFD  6,  Lubbock,  Texas 

Vernon  “Ivory”  Bringol,  2632  Hill  Ave.,  Alexandria,  La. 
Lawrence  L.  Brignao  Jr.,  8613  Pear,  New  Orleans,  La. 
Edwin  D.  Nuttall,  5511  Sussex  Street,  Shreveport,  La. 
Joseph  W,  Williamson  Jr.,  2002Hayes,  Wichita  Falls,  Texas 
Robert  W.  Wagner,  3311  Pennsylvania  Ave.,  Dallas,  Texas 
Walter  F,  Spitzform,  Box  255,  Salina,  Okla. 

Charles  A.  Todd,  6824  Overlook  Drive,  Dallas  17,  Texas 
Lewis  E.  Goode,  WAFB,  College  Dr.,  Baton  Rouge,  La. 
Frank  P.  Stoklas,  RFD  3,  Box  1326,  Albuquerque,  N.  Mex 
Franklin  T Wilson,  505  Fir  St.,  Me  Alien,  Texas 

Jerry  Murray,  P.  O.  Box  328,  McCamey^  Texas 

William  A.  Anderson,  9005  Santa  Clara  Dr.,  Dallas,  Texas 
Robert  O.  Boiler  Jr.,  1028  Arawe  Circle,  Irving,  Texas 
William  C.  Spence,  RFD  1,  Box  292D,  Vicksburg,  Miss. 
Daniel  R.  Droemer,  Box  344,  Giddings,  Texas 

Clement  W.  Weston  Jr,,  1124  Burgundy  St.,  New 
Orleans  16,  La. 

Wilbur  R Whitnum,  2805  Severn  St.,  New  Orleans  20,La. 
Willis  A.  Folstadt,  623  North  Tyler,  DaUas,  Texas 

Floyd  D.  Howard,  606  South  Fifth,  West  Monroe,  La. 
Robt.  J.  Preis,  256  Glenwood  Dr.,  New  Orleans  20,  La. 
Jordan  A.  Jones,  656  May  Street,  Fort  Worth,  Texas 
Joe  E,  Parsons,  RFD  1,  Rochester,  Texas 

Johnie  A.  Paslay,  1810  East  Tucker,  Fort  Worth,  Texas 
John  A.  Masters,  1305  Trinity,  Austin,  Texas 

Bob  A.  Martin,  1311  S 21st  St.,  Temple,  Texas 

Odville  A:  Rinn,  RFD  2,  Lawton,  Okla. 

John  C.  Petkovsek  Jr.,  1015  Avenue  “E”,  Beaumont,  Texas 
Russell  L.  Collins,  123  East  Acres,  Norman,  Okla. 

Robert  T.  Romer,  1505  S.  NL.th  St.,  Waco,  Texas 

Louis  E.  Stone,  201  “D”  Street  S.W.,  Miami,  Okla. 

Joseph  E.  Boyles,  RFD  2,  Denton,  Texas 

Cecil  W.  Birdwell,  717  Chestnut  St.,  Bonham,  Texas 
Harold  R Gill,  412  So.  State  Line,  Texarkana,  Texas 

Thomas  P.  Dodd,  7577  Highway  80  East,  El  Paso,  Texas 

Paul  G.  Carter,  2203  Idaho  St.,  DaUas  16,  Texas 

George  H„  Marshall,  2218  No.  Carroll,  Dallas,  Texas 

Max  R.  Beamer,  2522  Roanoke,  Dallas,  Texas 

Edgar  J.  Killian,  1307  Hurwitz  Drive,  Irving,  Texas 

Warren  LeBourveau,  RFD  1,  Beeville,  Texas 

Henry  W,  Lindhorn , 528  Franklin,  Santa  Fe,  N Mex 

Earl  S.  Herndon,  RFD  5,  Paris,  Texas 

Charles  W Hobbs,  Route  2,  McKinney,  Texas 

James  H.  Pratt,  9330  Friendly  Road,  Houston  10,  Texas 
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Harold  W.  Bartlett,  4570  Galveston  Ave.,  Beaumont,  Texas 
Marvin  B.  Blackburn,  204  Rollins  Av.,  San  Antonio,  Texas 
Claude  Goodman  Jr-,  1803  S.  Marsalis,  Dalias,  Texas 
Ben  H.  Crowley,  236  S.  Quebec,  Tulsa,  Okla. 

William  H.  Butler,  419  W,  State,  Enid,  Okla. 

Edwin  R„  Bullard  Jr.,  2705  Louisville,  El  Paso,  Texas 
Truman  H.  Netherton,  530  South  Harrison,  Enid,  Okla. 
Samuel  E..  Morgan,  RFD  5,  Gilmer,  Texas 

James  W.  Miller,  155  N.  Columbia  PL,  Tulsa  4,  Okla. 
James  A.  Miles,  222  S„  Mississippi,  Ada,  Okla. 

Donald  E,  Leslie,  5410  Bradford  Dr.,  Dallas,  Texas 

Dennis  R.  Watson,  2111  N.  Peak,  Dallas,  Texas 

James  T.  Welch,  622  W,  Tenth,  Ada,  Okla. 

Austin  M<  Hinds  Jr.,  Box  1,  Tye,  Texas 

Clarence  L.  Fields,  1208  Escalante,  Santa  Fe,  N<  Mex 

Owen  Garriott  Sr.,  1301  West  Elm,  Enid,  Okla, 

Francis  J,  Gormley,  668  Canyon  Rd,,  Sante  Fe,  N=  Mex 

Benjamin  A.  Hardin,  3807  E.  Lancaster,  Fort  Worth,  Texas 
Fred  L.  Hoyt,  1113  Lombardy  Rd,,  Oklahoma  City,  Okla. 
William  N.  Reese,  3027  Lafayette  Ave., Houston  5,  Texas 
Eugene  Bryant,  2004  Keeler,  Wichita  Falls,  Texas 

Eldwin  B.  Bell  Jr.,  Box  507,  Rockdale,  Texas 

Ralph  W.  Bird,  Lacombe,  La. 

James  F.  Burnett  Jr,,  215  Garner,  Houston  17,  Texas 

Danny  K„  Elder,  RFD  3,  Bunkie,  La. 

Clive  DeLong,  2607  Nueces  Street,  Austin,  Texas 

Edward  G.  Clardy,  221,3  Goldenrod,  Fort  Worth,  Texas 
Alonzo  T,  Corbin  Jr.,  537  S,  Lahoma  Ave.,  Norman,  Okla, 
Richard  P.  Jones,  411  Maryland,  Amarillo,  Texas 

Ernest  H.  Levingston,  Garret  Road,  Sheldon,  Texas 

James  E.  Lomax,  2624  Gilbert,  Shreveport,  La. 

Jefferson  D,  Nordhaus,  712  Bailey  Ave.,  San  Antonio,  Texas 
Raymond  A,  Gillespie,  5812  Southern  Av.,  Shreveport,  La. 
Rufus  B,  Staggs,  300  E,  Fairchild  Dr  „ Midwest  City,  Okla. 
William  M.  Moore,  RFD  3,  Waco,  Texas 

Joseph  R.  Haynen,  6509  Midway  Rd.,  Dallas,  Texas 

Geneva  B.  Burnett,  Drumright,  Okla. 

Edward L.  Bettis,  2679 N.  Rocheblave St. ,New Orleans, La. 
James  A.  Brumlow,  7208  La  Paseo  Dr„, Houston  17,  Texas 
Oscar  J.  Everitt,  1216  Morningside  Dr.,  Ft,  Worth,  Texas 
D.  W.  Erwin,  Box  577,  Lovington,  N,  Mex 

James  O,  Pilant,  7626  Kaywood  Dr.,  Dallas  9,  Texas 
William  C.  Gault,  601  N,  Marsalis  Ave.,  Dallas,  Texas 
Maurice  M Donley,  2226  E.  Soxth  St.,  Tulsa,  Okla. 

A.  J.  Hoggins,  206  W.  Third  St.,  Plainview,  Texas 

M.  W.  Kirkpartick,  P.  O.  Box  1104,  Hattiesburg,  Miss. 
Derling  G.  Killion,  1 23  W.  Hall,  Texas  Tech.,  Lubbock,  Texas 
Harold  H.  Schimming,  415  S-  Columbia,  Albuquerque,  N Mex 
Ira  D.  Elkins,  437  College,  Norman,  Okla. 

Paul  E.  Kinsey,  2329  Primrose  Ave.,  Fort  Worth  3,  Texas 
William  F.  Casey,  435  Corona  Ave,,  San  Antonio  2,  Texas. 
William  J.  Wright,  1707  Nashville  Ave.,  New  Orleans,  La. 
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Roy  H.  Wheeler  Jr,,  500  E.  Union,  Portales,  N.  Mex 

Ernest  M,  Reuss,  705  S.  Hedgcoke,  Borger,  Texas 

Goerge  H.  Abbott,  210  West  Gregg,  Gladewater,  Texas 

Donald  B.  Daniel,  212  N.  Santa  Fe,  Norman,  Okla. 

Charles  R Heal,Borger,  Texas 

Virgil  L.  Janeway,  1015  N.  Olie,  Oklahoma  City,  Okla. 
George  W.  Atkinson,  1102  So.  Second,  Tucumeari,  N.  Mex 
Robert  G.  Sharp,  316  Avenue  “W’*,  Lubbock,  Texas 

Olen  E.  Marshall,  218  N.  Second,  Ponca  City,  Okla. 

Chas.  W.  McGowan,  3417  N.W.  20th,  Oklahoma  City,  Okla. 
Wayne  R.  Feil,  So.  Coffeyville,  Okla. 

| George  H.  McBride,  1707  N.  Julian  Blvd  , Amarillo,  Texas 
Elbert  C.  Baker,  Pinos  Altos  Rd.,  Silver  City,  N.  Mex 

Benjamin  T.  Beal,  1660  Elizabeth,  Wichita  Falls,  Texas 
Joseph  W.  Migliore,  828  N.  Gayoso,  New  Orleans,  La  . 
James  M Mogg,  Cheyenne,  , Okla. 

Aaron W.  Edwards,  456  Glenmore  St., Corpus  Christi,  Texas 
Ellis  P.  Cox,  518  S.,  Victor,  Tulsa,  Okla. 

Edward  A.  Brandao  HI,  867  Jane,  Shreveport,  La. 

Henry  A Scarborough,  Mont  Belvieu,  Texas 

Stanley  E,  Rupert,  2048  N.W.  21st,  Oklahoma  City,  Okla. 
Frank  C.  Stanton,  RFD  1,  Box  26,  Brookhaven,  Miss. 

Jerry  S.  Stover,  3430  McFarlin  Blvd,,  Dallas,  Texas 

John  H.  Smith,  2801  E.  Admiral  Blvd.,  Tulsa,  Okla. 

Frederick  F.  Kaigler  Jr.,  Fourth  St.,  Ferriday,  La, 
Herbert  W,  Cooper,  995  W,  Van  Patten  Av,,  Las  Cruces,  N.  Mex 
Joseph  J.  Convery,  700^  Knox,  Houston,  Texas 

Joseph  D.  Brown,  5005  Washington  Ave.,  Houston,  Texas 
Roy E. Hollenbach,2907N.WashingtonSt., Albuquerque, N.  Mex. 
Arthur  E.  Dean,  1720  University  Ave.,  Oxford,  Miss. 
John  M.  Hess,  2121  Monroe,  Amarillo,  Texas 

Herbert  L.  Massie,  1309  West  8th  Street,  Amarillo,  Texas 
Eugene  J.  Melton,  Kansas,  Okla. 

Edmund  H Christy,  209  Freidrichs  Av,,  New  Orleans,  La. 
Herman  Weixler,  1322  Maryland  Blvd. , Corpus  Christi,  Texas 
Stephen  L.  Kennedy,  204  Juliette  Street,  Lafayette,  La. 
Grant  E.  Montgomery,  4700  N.  San  Mateo  Drive, 

Albuquerque,  N.  Mex. 

William  F.  Brown,  1029  Jena,  New  Orleans,  La. 

Jack  G.  Austin,  Slidell,  La. 


Texas 

Okla. 

La. 


N.  Mex. 
La. 

La. 


Gregorio  A.  Abeyta,  400  North  Pearce,  Albuquerque,  N.  Mex. 
Robert  E.  Keith,  Fabens,  Texas 

Dean  D,  Battishill,  7 Crescent  Drive,  Silver  City,  N.  Mex. 
John  H.  Garrett,  Bourbon,  Miss. 

Estus  B.  Smith,  RFD  1,  Magnolia,  Miss. 

Marland  M.  Old,  PHA,  Dorm  B,  2100  San  Jacinto, 

Austin,  Texas 

James  H.  Gardner,  2418  Garratt  Ave.,  Austin,  Texas 
Alec  B.  Jernigan,  707  E.  16th,  Big  Spring,  Texas 

Robert  L.  Owen,  Portales,  N.  Mex 

John  W,  Rinehart,  1624  S.  Main,  Fort  Worth,  Texas 

Martin  F.  Turner  Jr,,  RFD  3,  Albuquerque,  N.  Mex 

Riley  N.  Riddle  Jr.,  1304  Woodland,  Fort  Worth,  Texas 
Earl  H.  Henderson,  3807  E Lancaster,  Fort  Worth,  Texas 
Wilbur  W.  Tutt,  2705  Lyle,  Waco,  Texas 

James  A.  Bates,  1789  Lakeshore  Dr,,  Shreveport,  La. 
Lloyd  L.  Baudier  Sr.,  520  Metairie  Rd.,  New  Orleans,  La. 
Wilbur  L.  Binger,  112  Zapata,  San  Antonio,  Texas 

Howard  H.  Hargrove,  2730  James,  Shreveport,  La. 

John  D.  Hudson  Jr.,  General  Delivery,  Lake  Dallas,  Texas 
Henry  P.  Davis,  2720  S.  Fifth,  Beaumont,  Texas 

Robert  E.  Gallaway,  Box  323,  Uvalde,  Texas 

Clarence  E.  Cook,  117  East  First  St.,  Haynesville,  La. 
William  A.  Hensarling  Jr.,  338  Mulberry  St.,  Uvalde,  Texas 
Rupert  T.  Kuhlman,  1704  Edison  Dr.,  San  Antonio,  Texas 
William  P.  Bryan,  7032  Japonica,  Houston,  Texas 

Billy  W.  Weinland,  College  View,  CoUege  Station,  Texas 
William  E.  Lucey,  513>,  Carancahua,  Corpus  Christi,  Texas 
Archie  Broodo,  2511  Grand  Ave  , Dallas,  Texas 

Platt  E.  Bizzell,  1649  15th,  Corpus  Christi,  Texas 

Jerome  A Spinato,  Lafayette  St.,  Mandevilie,  La. 

Thomas  N.  Plaster,  118  West  20th,  Little  Rock,  Ark. 
Roger  P,  Gould,  121  Vernon  Ave.,  Little  Rock,  Ark. 

Rosser  P.  Miller,  3824  Maplewood,  Dallas,  Texas 

James  P.  Winburne,  Arkansas  State  Police  Hdqs., 

Roosevelt  Road  & Asher  Street,  Little  Rock,  Ark. 

Charles  P.  Stanton,  8304  Barbaree,  RFD  4,  Dallas,  Texas 
Thomas  K.  Wallace,  123  Broadway,  Minden,  La. 

Irving  N Baggett  Jr.,  2740  Stonewall,  Shreveport,  La. 
Donald  S.  Jefferies,  431  E.  Live  Oak,  Pascagoula,  Miss. 

E.  W.  McDonald,  29  Taylor,  PinevHle,  La. 

Cyrus  V.  Edwards, 31 12  N.W.  13th, Oklahoma  City,  Okla. 
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Walter  L.  Allen,  1419  Strickland,  Dallas,  Texas 

Charles  W.  Adams,  1321  W First,  Sulphur,  Okla. 

Ray  A.  Shiver,  3834  Chippewa  Street,  Baton  Rouge,  La. 
Orville  W.  Carskaddon  , 914  No.  El  Paso,  El  Paso,  Texas 
James  L Shaver  Jr  , 921  Killough,  Wynne,  Ark. 

Halliday  H.  Johnston,  RFD  4,  Box  9B,  Dallas,  Texas 

William  Z.  Ferguson,  5313  Wildair  Dr.,  NewOrleans,  La, 
David  O.  Finnell  Jr,,  Municipal  Airport,  Carlsbad,  N.  Mex. 
Chas  E„  Dobkins,  Gen,  Delivery,  Farmers  Branch,  Texas 
Harry  K.  McClune,-718  West  London,  El  Reno,  Okla. 
William  F Hammett,  1514  W,  28th,  Little  Rock,  Ark. 
James  H,  Reagan,  308  N,  San  Jose,  Hearne,  Texas 

William  A.  Vint,  1346  N.  Birmingham  PL,  Tulsa,  Okla. 
Paul  Dittrich,  7410  Moline,  Houston,  Texas 

Thomas  C Dudley,  1226  Elmwood  Blvd.,  Dallas  8,  Texas 
Earl  C.  Dunn  Jr,,  3921  Shell  Rd,,  Corpus  Christi,  Texas 
Bill  R.  Tatroe,  713  Austin  Street,  Harlingen,  Texas 

Elvis  D Corbin,  430  Iowa,  Norman,  Okla, 

Howard  B.  Culbertson,  2307  Village  Way,  Dallas,  Texas 
Paul  Weland,  1217  West  Sevier,  Benton,  Ark- 

James  F Boutwell,  4406  Barrow  Ave.,  Austin,  Texas 

John  H Langston  Jr,,  190*  S,  Seguin,  New  Braunfels,  Texas 
John  A.  McElwain,  8718  Forest  Hills  Blvd.,  Dallas,  Texas 
Clarence  L.Supplee,  2138  N.W.  12th St.,  Oklahoma  City, Okla. 
Otis  E.  Smith,  RFD  2,  Honey  Grove,  Texas 

Philip  P.  Slipakoff,  3312  Louisiana  Ave,  Pkwy,, 

New  Orleans,  La 

J.  D.  Miller,  314  National,  Las  Vegas,  N.Mex. 

Robert  E.  LaGrone,  4242  South  Cincinnati,  Tulsa,  Okla. 
Eizie  A.  Conner,  RFD  3,  Stamford,  Texas 

Quintin  T.  Ussery,  112  N.  Hitchcock  Street,  Hobart,  Okla. 
Jack  Wilson,  2516  Wood,  Texarkana,  Texas 

William  P.  Risk  Jr.,  334  East  Arvada,  Albuquerque,  N.  Mex. 
Paul  M,  Cunningham,  1312  So.  Quaker,  Tulsa,  Okla. 
Isadore  Wolk,  1001  W 22nd,  Austin,  Texas 

James  H.  Fischer,  3321  W.  Travis  St.,  San  Antonio,  Texas 
Guynn  E„  Absher,  715  Iowa,  Chickasha,  Okla 

Clement  C.  McDaniel,  2310  Dancy,  Austin  22,  Texas 

Clarence  E Neat,  1502  Sunset  Rd.,  Albuquerque,  N Mex 
Robert  P.  Matthews,  503  W Mandell, Albuquerque,  N Mex. 
Ewing  W.  Madole,  702  Parkway,  Greenwood,  Miss. 

Robert  Moffit,  25  E.  S.  LaSalle,  McComb,  Miss. 

James  H Taylor,  RFD  3,  Crystal  Springs,  Miss. 

Claude  C.  Walters,  7046  Junius  Street,  Dallas,  Texas 
James  G.  Anding  Jr.,  122  N.  13th,  Baton  Rouge,  La. 
Willie  E.  Petty,  606  North  Jefferson,  Albuquerque,  N.  Mex. 
Lester  L Smith,  4234  Maple  Ave.,  Dallas  9,  Texas 

Robert  H.  Rudasill,  208|  So.  Olive,  Carlsbad,  N,  Mex. 

William  W.  Braden,  615  W.  Ninth  St.,  Tulsa,  Okla. 

David  I.  Combs,  2006  Sante  Fe,  W'ichita  Falls,  Texas 

Richard  H.  Brandt,  2505  Bluebonnet  Lane,  Austin,  Texas 
Jack  Buitekant,  6428  Lafaye  St.,  New  Orleans,  La 
Leslie  B.  Germer,  1114  S.  Cherry  St.,  San  Antonio,  Texas 
Arthur  II.  Hyltin,  1510  Mohle  Dr.,  Austin,  Texas 

Richard  G.  Elston,  2801  Sand  Springs  Rd  , Tulsa,  Okla 

Joseph  G.  Powers,  403  Calypso  Street,  Monroe,  La. 

Isaac  E.  Harrison,  407  W,  Her  mine  Blvd.,  San  Antonio,  Texas 
James  B.  White,  304  Jefferson  St.,  Mansfield,  La. 
Corbett  S.  Sanders,  1868  Wolfe,  Little  Rock,  Ark. 

Crawford  W.  Shealey,  317  Hull  Poary  PL,  Corpus 
Christi,  Texas 

James  W.  Raburn,  428  Elm,  Norman,  Okla. 

Jolin  G.  Owen,  1559  Southerland,  Dallas  16,  Texas 

George  N.  Rang,  1421  S.  New  Haven,  Tulsa,  Okla. 

Dewey  S.  Travis,  421  W.  Pecan,  Sherman,  Texas 

Wallace  L.  Cook,  Route  6,  Box  243,  Jackson,  Miss. 

Jule  D.  McDowell,  410  Fremaux  Street,  Slidell,  La. 
Robert  E.  Townsend,  548  Soraparu  St.,  New  Orleans,  La 
Thomas  S.  Marhefka,  Kolin,  La. 

J.  George  Loos  Jr.,  Box  455,  Laredo,  Texas 

Dean  K.  Yearout,  614  No.  Washington,  Albuquerque,  N.Mex. 
Owen  Blankenship,  2211  Marr  St.,  El  Paso,  Texas 

Elbert  V.  Rogers,  Seminole,  Texas 

Joseph  M.  Kelly,  Main  & Chestnut,  Moore,  Okla. 

Owen  K.  Garriott  Jr.,  1301  W.  Elm  St.,  Enid,  Okla. 
Calvin  R.  Graf,  126  E.  Josephine  St,,  San  Antonio,  Texas 
James  H.  Bannister,  1726  Grape  Street,  Abilene,  Texas 
John  R.  Potts  Jr.,  2312  Avenue  “P”,  Lubbock,  Texas 
Rudolph  O.  Frantik,  1013  W,  Los  Griegos  Rd  , 

Albuquerque,  N Mex 

Wm.  R.  Dickson,  1210B,  Sandia  Base,  Albuquerque,  N.  Mex. 
David  J.  Deyle  Jr.,  115  N.  Hitchcock,  Hobart,  Okla. 
Muriel  W.  Donnell,  Box  848,  Veterans  Village, 

Stillwater,  Okla. 

Graham  M.  Branham,  1409  North  Fourth  St.,  Temple, Texas 
Kline  D.  Busbee,  1426  14th,  Pascagoula,  Miss. 

Dossett  M.  Ledbetter,  809  Fillmore,  Amarillo,  Texas 
Gordan  L.  Howard,  814  E.  Convent,  Pascagoula,  Miss, 
Ben  F.  Hughes,  635  Trinidad,  Beaumont,  Texas 

Harold  L Oliver,  1102  E.  Convent  Ave.,  Pascagoula.  Miss. 
Harry  F Reed,  Pyote  A.A.F.,  Pyote,  Texas 

Clarence  H Mosley,  1107  S.  First,  Lamesa,  Texas 

Jackson  A.  Parker,  4701  Pease  Ave.,  Houston,  Texas 

Robert  G.  Peasley,  319  E.  Sullivan  St.,  Gallup,  N.  Mex 

Leonard  G.  Parsons,  1620  Pasadena  St.,  San  Antonio,  Texas 
Luther  S.  Beall,  1715  County  St.,  Texarkana,  Ark. 

Boss  R.  Fries  Jr.,  215  No.  Sixth  St.,  Okemah,  Okla. 

Bill  D.  West,  124  E.  Ninth  St.,  Stillwater,  Okla. 

Harry  E.  Garoutte,  720  So.  13th  Street,  Kingsville,  Texas 
Monte  J.  Buhl,  800  E,  Vickery  Blvd.,  Ft.  Worth,  Texas 
Arthur  L.  Phelps,  805  Jessie,  Austin,  Texas 

John  A.  Huddleston,  365  Adams  Dr.,  Corpus  Christi,  Texas 
William  B Huddleston,  4417  Darsey,  Bellaire,  Texas 

Minter  I.  Palmer,  411  Eagle,  Pasadena,  Texas 

William  Obrist,  401  S.  Princeton,  Albuquerque,  N.  Mex 

Robert  N.  Jones,  411  Maryland  Street,  Amarillo,  Texas 
Theodore  VanGorkon,  7046  Capitol  Street,  Houston,  Texas 
Cecil  E.  Hudson,  427  South  Layton,  Drumright,  Okla, 

Helen  M Douglas,  1501  Monroe  Street,  Commerce,  Texas 
Walter  B.  Howerton,  509  N.  Fourth,  Okemah,  Okla. 
Raymond  G,  Garibay,  1111  N,  El  Paso,  El  Faso,  Texas 
Geo  T.  Perkins,  622  Wheaton  Rd  , Ft.  Sam  Houston,  Texas 
Wm  R Kingsmill,  5876  Orleans  Av.,  New  Orleans,  La. 
Ralph  A.  Grogan,  3632  Modlin,  Fort  Worth,  Texas 

Jose  A.  Santisteban,  2881  Iberia  St. , Baton  Rouge  3,  La. 
Clifton  H.  Camberlain,  Communications  Section 
Harbor  Defenses  of  Galveston,  Ft.  San  Jacinto,  Texas 

John  H,  Dunlavy  Jr.,  711  Mason,  San  Antonio,  Texas 

Marcus  E.  Noble  Jr.,  10706  LaCrosse,  Houston  15,  Texas 
Chas.  A.  Kessler,  535  W.  Kings  Hwy,,  San  Antonio,  Texas 
Donald  C,  Smith,  1242  LaMonte  Drive,  Houston,  Texas 
Daniel  H.  Withoff,  1302  Victoria,  Laredo,  Texas 

J.  Ralph  Williams,  Harrisburg,  Ark. 

Charles  B Vogel,  1712  Westhelmer,  Houston,  Texas 

Daniel  P.  Hearn,  827  N.  Norfolk  St.,  Tulsa  6,  Okla. 

Charles  B.  Childress,  611  Wr.  Mary  St.,  Austin,  Texas 

Frances  S.  Friedman,  221  S,  Fannin  St.,  Tyler,  Texas 

Curtis  R.  Griffitts  Jr.,  1408  Washington  St.,  Commerce  .Texas 
Eugene  Hamusek,  RFD  11,  Houston,  Texas 

Abraham  C,  Cornelsen,  214  S.  Tyler,  Enid,  Okla. 

Milton  J,  Namken,  2115  West  Eighth,  Odessa,  Texas 

Amos  Peters  Jr.,  317  Davis  Street,  Taylor,  Texas 

Victor  H Wallace,  1805  N Beard,  Shawnee,  Okla, 

Wayne  H.  Sanford  Jr,,  2113  N.  Grand,  Enid,  Okla. 
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Harry  D.  Schleeter  Jr,,  2434  Charleston  St ,,  Houston  4,  Texas 
Gene  O.  Dyer,  1608  S,  Choctaw,  El  Reno,  Okla. 

Andrew  J.  Payne,  1122  Ft.  Worth  Ave.,  Dallas,  Texas 
Maurice  C.  Superville,  RFD  8,  Houston,  Texas 

Homer  E.  Sparks,  Drawer  1889,  Midland,  Texas 

Thomas  P.  Cannon  Jr.,  3405  Monroe,  Amarillo,  Texas 
Dana  H Lewis,  5G8  E,  Brazos  St,,  Palestine,  Texas 
Andrew  C.  McGinnis,  803  Samuels  Ave.,  Ft.  Worth  3,  Texas 
Johnny  D.  Fulcher,  417  West  Cain,  Hobbs,  N.Mex. 

Joseph  H.  Hearne,  907  South  Brazos,  Weatherford,  Texas 
Leslie  E.  Kaff,  1440  S.W.  32nd  St.,  Oklahoma  City,  Okla. 
Virgil  L Kerr,  5805  N,  Military.  Oklahoma  City,  Okla. 
Fred  C,  McKay,  Dossville,  Miss. 

Chester  L.  Grubbs,  1216  West  Shaw  St.,  Ft.  Worth,  Texas 
Lester  R.  Grubbs,  2262  Blackland  Village,  Waco,  Texas 
Jerome  Marek,  501  Cole,  Corpus  Christi,  Texas 

Curtis  M.  Hamner,  RFD  1,  Brownsville,  Texas 

Donald  J.  Eagle,  401  N.  Choctaw.  El  Reno,  Okla. 

Rodney  J Ducote,  1405  Monroe,  Alexandria,  La, 

James  L,  Davis,  Deepwater,  Pasadena,  Texas 

Herbert  B,  Spoonts,  102  Penn,  Fort  Worth,  Texas 

William  H.  Walker,  511  West  15th  Street,  Ada,  Okla. 
Jefferson  W,  Cochran,  2702  Hamilton,  Houston,  Texas 
Gene  Atkinson,  300  North  Avenue  “A”,  Velasco,  Texas 
James  A.  Noel,  507  Hoover  Ave  , San  Antonio,  Texas 
Hulen  M.  Greenwood,  7309  Hemlock,  Houston,  Texas 

Wayne  R.  Beebe,  1516  S Detroit,  Tulsa,  Okla. 

James  W.  Rasmus,  Route  11,  Box  519,  San  Antonio,  Texas 
W alter  R.  Crandall,  1118S.  Alameda,  Corpus  Christi.  Texas 
Homer  R.  Vaughn,  Upton  Road,  Mandevilie,  La. 

Hardy  M.  Benson  Jr.,  RFD  4,  Hereford,  Texas 

James  J Clary,  6662  Wildwood,  Houston,  Texas 

Clifford  C.  Collier,  510  West  20th,  Ada,  Okla 

Darrell  G,  Godwin,  1112  Seventh  St.,  Orange,  Texas 

Wm.  R,  Thornton,  1513  Franklin  St.,  Brownsville,  Texas 
Harold  R,  Chartier,  1110  Nueces  Bay  Blvd.,  Corpus 
Christi,  Texas 

Edgar  Gohlke,  1108  Ruth,  Austin,  Texas 

Dennis  D.  Impson,  200  North  First,  Tonkawa,  Okla. 

Robert  H Meeker,  711  West  Hendricks,  Roswell,  N Mex 

William  W.  Bell  Jr.,  1033  Ninth  St,  Lake  Charles,  La. 
Dwight  D Jones,  417  Morrell,  Goose  Creek,  Texas 

Kenneth  D.  Maxwell,  1005  South  13th,  Longview,  Texas 

Loyola  Amateur  Radio  Club,  Leonard  C<  Turnage  Jr., 

6363  St.  Charles  Ave.,  New  Orleans  15,  La. 

Roy  A.  Heartfield,  Clark  Street,  Bartlett,  Texas 

Robert  B Reed,  203  So.  Washington  St.,  San  Angelo,  Texas 
Clyde  G.  Tilley,  37  Eastwood  Blvd.,  Alexandria,  La. 
Henry  E.  Thomas,  52  South  East  St,,  Brownsville,  Texas 
Austin  M.  Williams,  817  Belleview,  Amarillo,  Texas 

Robert  L.  Bass,  110  Ash,  Malvern,  Ark. 

Loyd  W.  Jones,  1201  W.  Tenth,  Amarillo,  Texas 

James  E„  McClintock,  2408  Ong,  Amarillo,  Texas 

Delbert  K Durham,  Port  Lavaca,  Texas 

Rolf  G.  Brown,  611  Community,  New  Orleans,  La. 

James  B Sanders,  412  West  Beach,  Biloxi,  Miss- 

Walter  R Parker,  1529  Bonita,  Nacogdoches,  Texas 
Ernest  B.  Stephenson,  RFD  3,  Beaumont,  Texas 

Buck  M,  Williford,  818  N Bernice,  Odessa,  Texas 

Barry  D.  Bynum,  2801  Avenue  “M”,  Snyder,  Texas 

George  H.  Vance,  4431  Clay  Ave.,  Houston,  Texas 

Irving  I.  Borschow,  902  Park  Rd.  , El  Paso,  Texas 

Carl  D.  Blackert,  118  E Eufaula,  Norman,  Okla 

Milton  L.  Birkett,  3707  East  15th  Street,  Tulsa,  Okla. 


Clyde  G.  Tilley,  37  Eastwood  Blvd.,  Alexandria,  La, 
Henry  E.  Thomas,  52  South  East  St.,  Brownsville,  Texas 
Austin  M.  Williams,  817  Belleview.  Amarillo,  Texas 

Robert  L.  Bass,  110  Ash,  Malvern,  Ark, 

Loyd  W.  Jones,  1201  W.  Tenth,  Amarillo,  Texas 

James  E„  McClintock,  2408  Ong,  Amarillo,  Texas 

Delbert  K Durham,  Port  Lavaca,  Texas 

Rolf  G.  Brown,  611  Community,  New  Orleans,  La. 

James  B Sanders,  412  West  Beach,  Biloxi,  Miss- 

Walter  R Parker,  1529  Bonita,  Nacogdoches,  Texas 
Ernest  B.  Stephenson,  RFD  3,  Beaumont,  Texas 

Buck  M,  Williford,  818  N Bernice,  Odessa,  Texas 

Barry  D.  Bynum,  2801  Avenue  “M”,  Snyder,  Texas 

George  H.  Vance,  4431  Clay  Ave.,  Houston,  Texas 

Irving  I.  Borschow,  902  Park  Rd.  , El  Paso,  Texas 

Carl  D.  Blackert,  118  E Eufaula,  Norman,  Okla 

Milton  L.  Birkett,  3707  East  15th  Street,  Tulsa,  Okla. 

CoyeT.  Vincent,  Sandia  Base  Bldg.  911,  Albuquerque,  N.  Mex 
Harlo  H.  Nelsen,  303  Park  Avenue,  Goose  Creek,  Texas 
Delmar  L,  Longmire,  Prospect  Ave.,  Friona,  Texas 

Kenneth  Helms,  3625  Brownsville  Rd..,  Corpus  Christi,  Texas 
Leo  I.  Hills,  608  E.  Pacific  Ave.,,  Albuquerque,  N Mex 
John  W.  Chaney,  1611  Vick  St,  Vicksburg,  Miss.  I 

George  H.  Haltom  Jr,,  4123  Taylor  #71,  El  Paso,  Texas  j 
Harold  McLean,  RFD  2,  Box  235-A,  Biloxi,  Miss. 

Robert  L.  McDonald,  RFD  1 Box  57,  Waco,  Texas 

Julius  L.  Smith  Jr.,  7130  Conley  Street,  Houston,  Texas 
William  L.  Ringe,  4630  Annette  Street,  New  Orleans,  La. 
Harland  A.  Nifong,  102  West  Luckey  St.,  Carlsbad,  N.iyiex. 
Henry  A..  Rankin,  1911  Danville,  Houston,  Texas 

William  F.  Sorge,  49th  & Park  Ave.,  Camp  Hood,  Texas 
Paul  J.  Yacich,  1826  Independence,  New  Orleans,  La. 
Denver  D.  Westbrook,  2211  South  St  Paul,  Dallas,  Texas 
Weston  E.  Weems,  2135  Avenue  “E”,  Wichita  Falls,  Texas 
John  F Danner  Jr.,  2722  North  S.  St.,  Fort  Smith,  Ark. 
Samuel  J.  M.  England,  Dowdy  Ferry  Road,  Hutchins,  Texas 
Robert  C.  Lawes  Jr.,  425  Oak  Street,  Hot  Springs,  Ark. 
Joseph  F McLeod,  14th  Signal  Operation  Co.  Ft 
Sam  Houston,  Texas 

William  T.  McAninch,  401  Euclid  Avenue,  Lawton,  Okla. 
Tom  B.  Stenis,  2061  Sabine  St.,  Austin,  Texas 

Roland  U.  Belk,  1837-901-1  A.A.B.,  Alamogorde,  N.  Mex. 
George  K.  Ashenden  Jr.,  6705  Linden  St.,  Houston  12,  Texas 
John  Stewart,  1038  Fisher  Dr.,  Houston  8,  Texas 

William  A.  Barker,  Justin,  Texas 

William H.  Hofmann, 531 3 Wickfield  Dr.,  New  Orleans, La. 

B Franklin  Coates,  3513  S Shartel,  Oklahoma  City,  Okla 
Charles  A.  Stratton,  Box  471,  Canyon,  Texas 

Jess  B.  Coleman,  P O Box  267,  Temple,  Texas 

Dewey  G.  Younger  Jr. ,2019  “B"  Red  River  St.,  Austin,  Texas 
Kenneth  H Quin,  Millsaps  College,  Jackson,  Miss. 


Kenneth  H Quin,  Millsaps  College,  Jackson,  Miss. 

John  W.  Daugherty,  3607  Itaska  Ct,,  Corpus  Christi,  Texas 
Arthur  R.  Gillentine,  4038  Kostner,  Dallas,  Texas 

Harold  A.  Gathings,  203  Hartsdale,  Dallas,  Texas 

Van  T,  Lyon,  932  Loma  St  , San  Antonio,  Texas 

Robert  G McCuistion,  806  N Broadway,  Tyler,  Texas 
Willie  E.  Phillips,  1512  East  Second,  Cbrinth,  Miss. 

Paul  J.  Parker,  1711  S.  Congress  Ave.,  Austin,  Texas 
Oley  W.  Primeaux,  2383  Sabine  Pass  St„,  Beaumont,  Texas 
David  P Rennie,  5518  Northington  Dr.,  Houston  16,  Texas 
James  R Taylor,  11  Country  Club  Ln.,  Hot  Springs,  Ark. 
Amy  U.  Collins,  539  S.  Gary  Place,  Tulsa  4,  Okla, 

William  B.  Rank,  162  Evans  Street,  Houston  17,  Texas 
Seldon  Ohlsson,  Bldg.  11  Robert  Todd  Homes,  Harahan,  La. 
Virgil  J Holobaugh,  Walnut  Ridge,  Ark. 

Bay  F.  Gourley,  545  Cheyenne  St.,  Corpus  Christi,  Texas 
Fay  E.  Gilbert,  Route  4,  Albuquerque,  N.Mex. 

Donald  F.  Fitzgerald,  RFD  1,  New  Albany,  Miss. 

Emmett  J.  LeBlanc,  345  W.  Tennis,  Opelousas,  La 
Alexander  Clarke,  W.  Austin  St.,  Coleman,  Texas 

Herman  Schwartz  Jr.,  Davis  St,  Lake  Providence,  La 
Cicero  LaHatte  Jr. ,2821  Confederate  Ave.,  Vicksburg, Miss. 
William  D.  Wooldridge,  1811  Norfolk,  Houston,  Texas 
John  H Lawrence,  724  W„  Houston,  Okomah,  Okla. 

Reynard  E.  Spence,  1024  Arkansas  St.,  Pineville,  La. 
Frederick  P,  Robbins  Jr.,  133  W'inding  Way,  Lake 
J ackson,  Texas 

Bill  G.  Watters,  Hillsdale  Addition,  Ada,  Okla. 

Jack  O.  Wilson,  1708  12th  Street,  Los  Alamos,  N.  Mex. 

Francis  J Geisel,  535  Jefferson  Blvd,,  Groves,  Texas 
Wm,S.  Miller,  123  S.  Oak  Rose  City,  No.  Little  Rock,  Ark. 
Fred  H.  Eisen,  1127  3.  Braden,  Tulsa,  Okla. 

Jack  G Deboer , 109  Porter  Peary  Place, Corpus  Christi, Texas 
Gilbert  J.  Ruiz,  3616  Port  Ave.,  Corpus  Christi,  Texas 
John  H.  Van  Os,  6321  Freret,  New  Orleans,  La. 

James  C,  Slough,  Sandia  Base,  Albuquerque,  N Mex 

Homer  T.  Fillingim  Jr.,  1321  Baylor  Avenue,  Waco,  Texas 


Okla, 
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W5LNT  Peter  E«  Shock,  922  E,  Ramsey,  Fort  Worth,  Texas 

W5LNTJ  George  A.  Lewis,  46  Packenham  Ave.,  Chaimette,  La. 

W5LNV  Thomas  A.  Keeffe,  818  Belmont  St.,  Vicksburg,  Miss. 

W5LNW  Frank  A.  Tate,  5626  Plum  Street,  Fort  Smith,  Ark. 

W5LNX  Edward  B.  Petrash,  West  First,  Moulton,  Texas 

W5LNY  Norbert  J.  Havlik,  Bison,  Okla, 

W5LNZ  Frank  P.  Kellar  Jr.,  518  S.  Salcedo  St.,  New  Orleans,  La. 

W5LO  Willis  A.  Money,  Route  1,  Box  272,  Henderson,  Texas 

W5LOA  Drexel  Yandell,  Rm.  332,  West  Hall  Dormitory, 

Texas  Technological,  Lubbock,  Texas 

W5LOB  Edsel  T«  Malmstrom,  Melvin,  Texas 

W5LOC  Charles  A.  Perreault,  1438  E,  Adm.  Blvd.,  Tulsa,  Okla 

W5LOD  George  D Pantaze,  5717  Morningside,  Dallas,  Texas 

W5LOE  Robert  A.  Kahn,  3105  St,  Marie  Ave.,  Laredo,  Texas 

W5LOF  GurdenMusgrave,  1362  Daytona  Dr  , Corpus  Christi,  Texas 

W5LOG  James  V.  Hewett,  4280  Phillips  Ave  .,  Phillips,  Texas 

W5LOH  James  A.  Brewer,  2942  14th  St.,  Port  Arthur,  Texas 

W5LOI  Thomas  W„  Post,  210  W„  Illinois,  Dallas,  Texas 

W5LOK  Vernon  L.  Kimball  Jr. ,681  Razo rbackRd., Fayetteville,  Ark. 

W5LOL  Glenn  M Knappenberger,  Jacksboro,  Texas 

W5LOM  Donald  L,  Fullerton,  2444  Hibernia,  New  Orleans,  La. 

W5LON  B.  J,  Smith,  2249  E.  Houston  St,,  San  Antonio,  Texas 

W5LOO  Billy  W.  Spiller,  501  N.  California  St.,  Tulia,  Texas 

W5LOP  Robert  E.Sorkness,  1108  S.  Fifth  St.,  Austin,  Texas 

W5LOQ  Raymond  R„  Bush,  3818  Hall,  Dallas,  Texas 

W5LOR  Lanneau  Golucke,  3705  Idalia  St.,  El  Paso,  Texas 

W5LOS  Dewey  Hewitt,  617  E.  Campbell  St.,  Stamford,  Texas 

W5LOT  Roberts  Johnson,  Qtrs.  T-1024B,  Ft  Bliss,  Texas 

W5LOU  George  E.  W'hitehead  Jr  , 710  Fifth  St.,  Ranger,  Texas 

W5LOV  Robert  S.  McMullen,  1727  NE  67th  St.,  Oklahoma  City,  Okla. 

W5LOW  Charles  E»  Goekler,  4901  Cordelia  St. .Corpus  Christi, Texas 
W5LOX  Joseph  H„  Griffin,  Pryor,  Okla. 

W5LOY  John  A.  Hudspeth,  RFD  1,  Sanger,  Texas 

W5LOZ  Eugene  J.  Hill,  4500  Maryland,  Little  Rock,  Ark. 

W5LP  Melvin  E.  Chun,  1907  Albans  Rd.,  Houston,  Texas 

W5LPA  W.  Howard  Simmons,  Alamogordo  AAB>  Alamogordo,  N.  Mex 

W5LPB  Donald  I.  Brewer,  425  So.  College  Ave.,  Tulsa  4,  Okla. 

W5LPC  Lee  B.  Stripling,  2985  Avenue’'C”,  Beaumont,  Texas 

W5LPD  Floyd  F.  Bates,  1010  W.  Tenth  St  , Austin,  Texas 

W5LPF  Artis  Jordan,  250  So.  Melendres  Street,  Las  Cruces,  N.  Mex. 

W5LPG  Joseph  T.  Wood,  212  S.  Eleventh  Ave  , Laurel,  Miss 

W5LPJ  Howard  Y»  Sigler,  403  S.  Mam,  Shamrock,  Texas 

W5LPL  Edwin  P.  Hobbs,  526  Church,  Philadelphia,  Miss. 

W5LPM  Ulis  L Tucker,  1001  North  Second,  Ponca  City,  Okla. 

W5LPN  Thomas  E,  Nalley,  5210  Baibara  Rd.,  Ft.  Worth,  Texas 

W5LPO  Gustav  A.  Reisner,  RFD  1,  San  Angelo,  Texas 

W5LPP  Lester  J.  Boudreaux, 710  Live  OakSt.,Lake  Charles,  La. 

W5LPQ  Francis  A.  Manuel,  223  East  Craig,  San  Antonio,  Texas 


W5LPR  Cora  V.  Manifold,  302  E = Val  Verde  St.,  Crystal  City,  Texas 
W5LPS  William  J.  Mendina,  5503  S.  Prosa,  San  Antonio,  Texas 


W5LPU  Charles  M White,  1314  Katherine,  Fort  Worth,  Texas 

W5LPV  Harold  H.  Hanson,  105  East  Stewart,  Britton,  Okla, 

W5LPW  Louis  P Goetz,  2158  S<  Osage  St,  Bartlesville,  Okla. 

W5LPX  Porfirio  D.  Garcia,  2020  Wichita,  Houston,  Texas 

W5LPY  Everett  C.  Buckner,  RFD  2,  West  Fork,  Ark 

W5LQ  Loyd  J Carlson,  3636  Alexander  Ave„,  Shreveport,  La. 

W5LQA  John  F.  Reed,  313  Lacklin  St.,  Coleman,  Texas 

W5LQB  James  A.  Carney,  Army  Air  Field,  Amarillo,  Texas 

W5LQC  Ralph  D.  Turner,  225  S.  13th  St  , Muskogee,  Qkla 

W5LQD  Herman  F,  Middleton,  Hopewell,  Miss. 

W5LQE  Freeman  J.  Fruge,  Box  7027,  East  Baton  Rouge  3,  La. 

W5LQF  Robert  L,  Farris,  1523  Owasso,  Fort  Worth,  Texas 

W5LQG  Tony  Zidar.k,  RFD  5,  Harrison,  Ark. 

W5LQK  Delgado  Radio  Club,  Clarence  W.  Peters,  615  City 

Park  Ave.,  New  Orleans,  La. 

W5LOL  Harold  H.  Alam,  Bks  252  Veterans  Village,  Lubbock,  Texas 

W5LQM  Leon  V.  Day,  544  North  Vermont,  Albuquerque,  N.Mex. 

W5LQN  Andrew  V.  Toth  Jr.,  118  Garland  Ave.,  Hot  Springs,  Ark. 

W5LQO  William  Murphy,  1721  Vivian  St.,  Shreveport,  La. 

W5LQP  Frank  J.  Kincaid  Jr.,  4705  Evergreen  Dr. , Pt  Arthur,  Texas 

W5LQQ  Lawrence  L Parks,  523  Miller  Circle,  Garland,  Texas 

W5LQR  Jack  P.  Morgan,  RFD  5,  Walnut  Hill  Lane,  Dallas,  Texas 

W5LQS  Kenneth  V.  Self,  307  E.  Arvada  St.,  Albuquerque,  N Mex 

W5LQV  Dwight  M.,  Brown  Jr.,  3455  Johnette  St  , Shreveport,  La. 

W5LQW  Frank  A.  Hoover,  602  N.  Mesilla  Ave.,  Albuquerque,  N.Mex. 

W5LQX  Eugene  A.  Holmes,  T 447,  Midland  Air  Terminal, 

Terminal,  Texas 

W5LQZ  James  T.  Leonard,  4608  West  24th,  Little  Rock,  Ark. 

W5LRA  Billy  B.  Bargar,  200  East  15th,  North  Little  Rock,  Ark. 

W5LRB  Chester  O.  Britt,  RFD  5,  Texarkana,  Texas 

W5LRC  George  E Darsey  ID,  Olive  & Willow,  Grapeland.  Texas 

W5LRD  John  R.  Graham  Jr.,  3749  Plumb  Street,  Houston  5,  Texas 

W5LRF  John  R.  Knight,  1218  Fifth  Ave.,  Picayune,  Miss. 

W5LRG  Jack  Lanier,  RFD  1,  Garwood,  Texas 

W5LRH  Richard  E.  Pierson,  2750  E.  Jasper,  Tulsa,  Okla. 

W5LRI  Milan  Leggett,  2518  Jeffries  St.,  Dallas.  Texas 

W5LRJ  James  B Terhune,  Gage,  Okla 

W5LRK  Willard  W,  Owen,  239  Cayton,  Houston,  Texas 

W5LRL  Wayne  L.  Northen,  315  Jefferson  St.,  Groves,  Texas 

W5LRM  Donald  M.  Menard,  35  Azelie  Street,  Lafayette,  La. 

W5LRN  Daniel  C.  Glaser,  1920  Calumet,  Houston,  Texas 

W5LRO  Christopher  J.  Hamilton  Jr.,  RFD  2,  Port  Arthur,  Texas 

W5LRP  Joseph  W.  Fink,  220  Howe  Street,  Lufkin,  Texas 

W5LRQ  Guy  E.  Ford,  1542  S.  Alameda,  Corpus  Christi.  Texas 

W5LRR  Harris  M.  Boles,  Mertzon,  Texas 

W5LRS  Charles  A.  Craw,  RFD  1,  Texarkana,  Ark 

W5LRT  Earl  N Englerth,  509  S 12th  St.,  McAllen,  Texas 

W5LRU  John  H Morrison,  1405  E.  Grand  Ave.,  Albuquerque,  N.  Mex 

W5LRV  Raymond  D . Bates,  3213  40th  Ave  , Meridian,  Miss. 

W5LRX  Warren  E.  Suttle,  3002  Rufus  St,,  Fort  Worth  5,  Texas 

W5LRY  Patrick  W Hiatt,  1137  N.W.  29th,  Oklahoma  City,  Okla 

W5LRZ  Robert  N.  Guilinger,  340  Eighth  Street,  Seminole,  Okla. 

W5LS  James  C.  Johnson,  5005  Beech,  Bellaire,  Texas 

W5LSB  Tull7  J.  Dickerson.  19  E.  Severn,  Shawnee,  Okla. 

W5LSE  Edward  M.  Hale,  2292  Jean  St.,  Houston,  Texas 

W5LSF  Charles  P.  Hoffman,  2128  Robin  St.,  New  Orleans,  La. 

W5LSG  Jack  C.  Jones,  George  St.,  Petal,  Miss. 

W5LSI  Robert  C Metcalf,  654  MacArthur  Ave  , Texarkana,  Texas 

W5LSJ  James  C.  Dilliner,  1501  Lake  St.,  Orange,  Texas 

W5LSK  James  L.  James,  203  N Parks,  Breckenridge,  Texas 

W5LSL  Frederick  R.  Schwartz,  706  Cadiz  St  , New  Orleans,  La 

W5LSM  Clyde  S.  Rehmeyer  Jr.,  1616  Monroe,  Amarillo,  Texas 

W5LSN  Oscar  J.  Spetter,  4434  Abbott  Ave.,  Dallas  5,  Texas 

W5LSO  Herbert  V.  Romine,  17  Warren,  Brownsville,  Texas 

W5LSP  Arthur  L.  Robertson,  3232  Norwalk  Drive,  Dallas,  Texas 

W5LSQ  Norman  D.  Bodine,  217  W Main  St.,  Norman,  Okla 

W5LSR  Robert  C.  Burns,  1227|  No.  Elwood  St.,  Tulsa,  Okla. 

W5LST  John  C.  Allred,  1738  Tulip  Street,  Los  Alamos,  N Mex. 

W5LSU  Jesse  L Mitchell,  711  Anita  Ave.,  Houston  6,  Texas 

W5LSV  Joe  D.  Foran,  2508  Tyler  St,  Amarillo,  Texas 

W5LSW  Billy  H.  Diggs,  309  Uvalde  St , Lubbock,  Texas 

W5LSX  Homer  O.  Brady,  201  E.  Vanderbilt  Dr.,  Corpus 

Christi,  Texas 

W5LSY  Charles  T.  DeLafosse,  RFD  1,  Crane,  Texas 

W5LSZ  Joseph  Mickel  Jr.,  307  Foster  Street,  Monroe,  La. 

W5LT  John  L.  Chambless,  828  Church  St.,  Donaldsonville,  La. 

W5LTB  Rua  S.  Choice,  1105  South  Reno,  El  Reno,  Okla. 

W5LTC  Woody  W.  Saveli,  123  Harrison  Ave., Oklahoma  City  4,  Okla. 

W5LTD  Robert  M.  See,  Garber,  Okla. 

W5LTE  Robert  J.  Stramp,  631  E.  Elm,  Enid,  Okla. 

W5LTF  Russell  Thompson,  8 E.  Morgan,  Shawnee,  Okla 

W5LTG  Wilbur  B.  Webb,  25  f‘D”  Street  S.  W.,  Ardmore,  Okla. 

W5LTH  O.  B.  Johnson,  1905  W'  14th  St,  Houston,  Texas 

W5LTI  Herman  R.  Hampton  Jr.,  2219  Quenby,  Houston,  Texas 


W5LTJ  Billy  H.  Jones,  Drumright,  Okla. 

W5LTK  William  F.  Collier,  1426  Verde  CL,  Corpus  Christi,  Texas 
W5LTL  Edsel  W,  Winter,  300  Washington,  West  Texas 

W5LTM  Gordon  E.  Berry,  3621  N.E.  23rd,  Amarillo,  Texas 

W5LTN  Wilbur  B.  Canfield,  406  Burdick,  Stillwater,  Okla 

W5LTO  Arnold  M.  Nelezen,  3802  Poe,  Dallas,  Texas 

W5LTP  Sam  C,  McIntosh,  3945  Amherst,  Dallas,  Texas 

W5LTR  James  W.  Simons,  Swampers,  La. 

W5LTS  Robert  G.  Firestone,  2820  Cleburne,  Houston,  Texas 

W5LTT  Joseph  E.  Kern,  209  N.  Robertson  Ave.,  Bryan,  Texas 
W5LTU  Arthur  J.  Martin,  1815  Procter,  Port  Arthur,  Texas 

W5LTV  George  E.  Ice,  502|  Ramsey,  Stillwater,  Okla. 

W5LTW  Jack  S.  Dannels,  306  North  Findlay,  Norman,  Okla. 

W5LTX  Benjamin  J,  Russell,  4575  Highland  Rd,,  Baton  Rouge,La 
W5LTY  Earl  K.  Smith,  1232  East  Roberts,  Fort  Worth,  Texas 
W5LTZ  Norris  R.  Chambers,  8316  Hanon  Drive.  Ft.  Worth,  Texas 
W5LU  Joseph  F.  Kuban,  2111  No.  Houston,  Fort  Worth,  Texas 
W5LUA  James  L.  Bishop,  6621  Sherrnan  Street,  Houston,  Texas 
W5LUB  Otto  M.  Arnquist,  1726  Michigan,  Dallas  16,  Texas 

W5LUC  Charles  M.  Stacy,  824  Hamilton  Ave.,  Wynne,  Ark. 
W5LUD  George  T.  Baker,  Bonham,  Texas 

W5LUE  Jack  M,  Dye,  7401  Pensacola,  Fort  Worth,  Texas 

W5LUF  George  F Elsenbrock  Jr.,  213  Cayton,  Houston  12,  Texas 
W5LUG  Billie  J.  McDonnel,  403  East  Eighth  Street,  Austin,  Texas 
W5LUH  Roger  J.  Sherron  Jr,, RFD  2, Hobson  Ranch, Hempstead, Texas 
W5LUI  Curtis  A.  Drinkard,  4224  Ave  “J”  Fort  Worth,  Texas 
W5LUJ  James  R„  Ince,  303  E.  Fordyce  Street,  Kingsville,  Texas 
W5LUK  James  R.  McKelvy,  4171  Fourth  St.,  Borger,  Texas 

W5LUL  Thomas  T.  Williams,  1315  College  Ave.,  So.  Houston,  Texas 
W5LUM  Morton  Dearing,  702  S.  Parker  Street,  McKinney,  Texas 
W5LUN  Edgar  F Meyer,  5354  East  4th  Place,  Tulsa,  Okla. 

W5LUO  Elbum  R.  Oxner,  1501  Speight  St.,  Waco,  Texas 

W5LUP  Marion  B.  Beam,  507§  North  Lincoln  Ave.,  Odessa,  Texas 
W5LUQ  James  A.  Price,  1003  N.  Main  St.;  Midland,  Texas 

W5LUR  Lawrence  J.  Pfeffer,  2924  Music  St.,  New  Orleans,  La. 
W5LUS  Maurice  E.  Aucoin,  LaPlace,  La. 

W5LUT  Carlos  H.  Adair,  RFD  1,  Ringgold,  La, 

W5LUU  James  D.  King,  3350  Iowa  Street,  Baton  Rouge,  La. 
W5LUV  Emile  J.  B.  Petitjean  Jr.,  RFD  1,  Rayne,  La. 

W5LUW  Russell  F.  Dorsch  , 405  Hall  Street,  Hearne,  Texas 
W5LUX  Fred  E.  Ward,  520  South  Maple,  Harrison,  Ark. 

W5LUY  Charles  S.  Plowman  Jr.,  1815  N.  Taylor,  Little  Rock,  Ark. 
W5LUZ  James  A.  Lee,  404  E.  St.  Francis  St.,  Brownsville,  Texas 
W5LV  William  P.  Searcy,  1916  Fern  St.,  New  Orlenas  18,  La. 
W5LVA  Orlo  K.  Hudson,  2804  Wooldridge  Drive,  Austin,  Texas 
W5LVB  Robert  G,  King,  231  Hazel  Street,  Hot  Springs,  Ark. 

W5LVC  Henry  N.  Bragg,  229  Bonner  Drive,  Corpus  Christi,  Texas 
W5LVD  Daniel  B.  Carey,  325  E,  Courtland,  San  Antonio,  Texas 
W5LVE  John  W.  Bruemmer,  517i  W.  Summit,  San  Antonio,  Texas 
W5LVF  Cecil  A.  White  Jr.,  402  Redbud  Lane,  Dallas  11,  Texas 
W5LVG  Edward  B Day,  2804  S.  Carrollton  Av.,  New  Orleans, La. 
W5LVH  Francis  E.  Green,  115  N.  Fourth  St.,  Slaton,  Texas 
W5LVI  Harry  W.  Hanz,  923  W.  MiH  St.,  New  Braunfels,  Texas 
W5LVK  Herbert  H.  Ostrom,  Alamogordo  AAB,  Alamogordo,  N.  Mex 
W5LVM  Peyton  L.  Ohlson,  2826  Model,  Dallas,  Texas 

W5LVN  John  W.  Pancoast  Jr.,  210  W.  Lynwood  Ave  , San 

Antonio,  Texas 

W5LVO  James  E Scroggs,  RFD  1,  Jacksonville,  Ark. 

W5LVP  Murray  R South,  Pleasant  Run  Rd.,  Wilmer,  Texas 

W5LVQ  Malcolm  K.  Sanders,  500  W.  Garza  St.,  Slaton,  Texas 
W5LVR  George  B.  Haley,  1211  S.  Chestnut,  McKinney,  Texas 

W5LVS  Lloyd  L Krebs,  422  Burleson,  Corpus  Christi,  Texas 
W5LVT  Virginia  W.  Beall,  1715  County  Ave  , Texarkana,  Ark, 
W5LVV  Curtis  M.  Collins,  300  E.  Tyler  St,,  Athens,  Texas 

W5LVW  Kenneth  A.  MorveU,  1303  W.  Walker  St,,  Breckenridge  .Texas 
W5LVX  George  H Perry,  2020  Pochontas  St.,  Baton  Rouge.  La. 
W5LVY  George  W,  Bates,  3213  40th  Ave,,  Meridian..  Miss, 

W5LVZ  Donald  J.  Choice,  1105  South  Reno,  El  Reno,  Okla. 

W5LW  Lyle  M.  Smithers,  5905  E.  Archer  Street,  Tulsa,  Okla. 
W5LWA  Elton  K.  Kelley,  318  E.  Cowan  Dr,,  Houston,  Texas 
W5LWB  Elmer  Lutschg,  5355  Magazine  St.,  New  Orleans,  La 
W5LWC  Harold  J.  Gunn,  Centenary  College,  Shreveport,  La. 
W5LWD  George  A Fox  Jr.,  219  S.  Patrick,  New  Orleans,  La, 
W5LWE  Charles  F.  Pasquier,  267  Prospect,  Shreveport,  La 
W5LWF  Charles  B.  Gentry,  RFD  2,  Chickasha,  Okla 

W5LWG  Cecil  Van  Buren,  R.  R.  1,  Hardesty,  Okla 

W5LWH  Willis  D.  White,  124  N.  Lang,  Portales,  N Mex. 

W5LWI  Maxwell  W.  Blevins,  500  N.W  20th  St,,  Fort  Worth,  Texas 
W5LWJ  Charles  P Hoffman,  2128  Robin,  New  Orleans  19,  La. 
W5LWK  John  R.  Smith,  884  N„  Pearl,  Beaumont,  Texas 

W5LWL  Virgil  W;  Barden,  RFD  1,  Las  Cruces,  N.  Mex 

W5LWP  Tim  M Reeves,  720  N Stanton,  El  Paso,  Texas 

W5LWQ  Alton  Hines,  820  S Magnolia  St,  Laurel,  Miss. 

W5LWR  John  W.  Dorsey,  510  North  Guadalupe,  Port  Lavaca,  Texas 
W5LWS  James  P Allen,  Fayette,  Miss. 

W5LWT  William  H.  Malone,  Mauer  Drive,  El  Paso,  Texas 

W5LWU  Bernard  W.  Loposer,  Belzoni,  Miss. 

W5LWV  Howard  G.  Bitting  Jr.,  Quarters  1475,  Fort  Bliss,  Texas 
W5LWW  Jerry  H.  Werlin,  1928  Canterbury  St.,  Houston,  Texas 
W5LWY  Edward  S.  Atkinson,  2619  Short  St.,  New  Orleans,  La 
W5LWZ  Billy  B.  Crabb,  1842  Idlewild,  Abilene,  Texas 

W5LX  William  F.  Fortune,  417  North  Oak,  Ponca  City,  Okla. 


WoLXB  John  C.  Elliott  Jr.,  605  East  Division  Street,  Biloxi, Miss. 


W5LXC  John  W.  Edmonds,  721  Omaha  Dr.,  Corpus  Christi,  Texas 
W5LXD  Thomas  A.  Grimes  Jr.,  1230  E.  Vermont  St.,  Dallas,  Texas 
W5LXF  Wiley  Sanders  Jr.,  1304  Washington  PL,  Marshall,  Texas 
W5LXG  Murray  D.  Coleman,  318  E.  Willow  St.,  Enid,  Okla. 

W5LXH  Raymond  C.  King,  920  E Seventh  St.,  Shawnee,  Okla 

W5LXI  Lawrence  P.  Algeo,  Lake  St.,  Mandeville,  La. 

W5LXJ  Irvine  Steinmetz,  England,  Ark. 

W5LXK  Harold  L.  Sunderland,  3622  Fillmore  Ave.,  El  Paso,  Texas 
W5LXL  Kenneth  A.  Neely,  RFD  2,  Perkinston,  Miss. 

W5LXM  Robert  F.  Meador,  209  “P”  Street  SW  , Ardmore,  Okla 
W5LXN  Robert  M.  Bond,  5920  N.W.  54th  St.,  Oklahoma  City,  Okla. 
W5LXN  Robert  M,  Bond,  Sanger,  Texas 

W5LXO  Harry  H.  Parr,  519  E.  Quincy  St.  , San  Antonio,  Texas 
W5LXP  Harold  N Luke.  Diamond  O.  Ranch,  Santa  Elina,  Texas 
W5LXR  Fred  W Powers  Jr.,  3327  Rice  Street,  Phillips,  Texas 
W5LXS  Allan  W.  Harbaugh,  607  Rathervue  PL,  Austin,  Texas 

W5LXT  Joycelyn  C Napoli,  4028  29th  Ave.,  Meridian,  Miss. 

W5LXU  Jack  E Washam,  Rayville,  La. 

W5LXW  Thomas  E Montgomery  Jr.,  321  W,  9th  St.,  Clovis,  N.Mex 
W5LXX  Phil  Polmer  Slipakcff,  136  Prather  HaU,  Austin,  Texas 
W5LXY  Robert  L Cooke,  2108  Reid  St.,  Houston,  Texas 

W5LXZ  Alex  W„  Gosley,  1617  La  Branch,  Houston,  Texas 

W5LY  Luther  A.  Walker,  RFD  2,  Gladewater,  Texas 

W5LYA  Archie  R.  Willis,  602  Alabama  Street,  Amarillo,  Texas 
W5LYB  David  Hebert,  RFD  1,  Port  Arthur,  Texas 

W5LYC  Goerge  M.  Baker,  3005  University  Ave.,  Austin,  Texas 
W5LYD  Willie  E.  Wheat,  2607  Lula  Avenue,  Baton  Rouge,  La. 
W'5LYE  William  J.  Gibson,  3827  Wilbarger  St.,  Vernon,  Texas 
W5LYF  James  C.Rotramel,  Texas  & Bernice  St.,  Gladewater , Texas 
W5LYG  Ted  H.  Beggs,  1600  Louisianna,  Houston,  Texas 

W5LYI  John  S.  Urban,  236  Kingshighway,  Shreveport,  La 
W5LYJ  Fred  M Woodruff  Jr.,  RFD  5,  Shreveport,  La 

W5LYK  Robert  G.  Sturgeon,  Arnes,  Okla. 

W5LYL  Ralph  I.  Nichols,  510  Elm  St  , Kerrville,  Texas 

W5LYM  Walter  B.  Murray,  406  N.  Washington  St.,  Ardmore,  Okla 
W5LYN  Casper  Denton,  113|  E.  Broadway,  Enid,  Okla 

W5LYO  Donald  E.  Stotler,  7034  Quince,  Houston,  Texas 

W5LYQ  Willard  B.  March,  615  S.  Valencia  St.,  Albuquerque,  N.  Mex 
W5LYR  Lamer  D Arnett,  1924  Avenue  “D”,  Fort  Worth,  Texas 
W5LYS  Roy  I.  Glass  Jr.,  3823  Cambridge  St  , El  Paso,  Texas 
W5LYT  Leslie  C,  Hale,  404  Lowensteln,  El  Paso,  Texas 


W5LYU  Claude  D Uzzeil,  Sky  Courts,  Albuquerque,  N.  Mex 

W5LYV  Harold  A.  Armand,  1205  Magnolia  St.,  Alexandria,  La. 
W5LYW  Frank  Hawkridge  Jr.,  Qtrs.  5858  South,  Fort  Sill,  Okla. 
W5LYX  Eugene  C.  McLaughlin,  1617  N.  15A  St.,  Waco,  Texas 

W5LYY  Ben  F.  Meyerpeter,  314  Pierre  Ave.,  Shreveport,  La. 
W5LYZ  Glenn  E.  Mock,  4109  Clifton  Street,  El  Paso,  Texas 
W5LZ  Leo  F.  Weiss,  Box  124,  Lone  Wolf,  Okla. 

W5LZB  A.  C,  Simmons  Jr.,  3614  Dallas  St.,  Dallas,  Texas 

W5LZC  Clarence  Chapman  Jr.,  123  S.  Main,  Newton,  Miss. 

W5LZD  Glenn  E.  Davidson,  RFD  2,  Albuquerque,  N.  Mex. 

W5LZF  Dale  O.  Spires,  1861  Kentucky  St.,  El  Paso,  Texas 

W5LZG  Mark  A.  Hanson,  736  W.  Levee  St,  Brownsville,  Texas 
W5LZH  Clarence  E.  Stafford,  214  E.  Pecan  St,  Coleman,  Texas 
W5LZI  Mack  D.  Baxter,  211  Carolina  St.,  Baytown,  Texas 

W5LZJ  Joseph  F.  Bollinger,  211  West  Sypert,  Nashville,  Ark. 
W5LZL  Wm.  Niethamer,  202  Blue  Bonnet  Blvd.,  San  Antonio  2,  Texas 
W5LZM  Robert  W,  Chapman,  909  West  Elliott,  Breckenridge,  Texas 
W5LZF  Chas.  L Ehemann,  1025  Edwards  St.,  Mt.  Pleasant,  Texas 
W5LZQ  Sidney  E . Cash,  RFD  3,  Hope,  Ark. 

W5LZR  Caesar  B.  Garcia,  134  Calle  Escuela,  San  Antonio,  Texas 

W5LZS  Robert  J,  Hodges,  123  Olivier,  New  Orleans  14,  La. 

W5LZT  James  T.  Allen,  903  Lamar,  Sweetwater,  Texas 

W5LZU  Harold  G.  Woods,  1610  Madison,  Laredo,  Texas 

W5LZV  Herman  T.  Childree,  Cason,  Texas 

W5LZW  Mervin  B.  Goodman,  8030  Del  Norte  Lane,  Dallas,  Texas 
W5LZX  Reaford  D.  Nelson,  7226  Bowie,  Houston,  Texas 

W5LZY  Glenn  G.  Peebles,  RFD  1,  Box  363A,  Alexandria,  La. 
W5MA  John  F.  Skelton,  6262  Revere  Place,  Dallas,  Texas 

W5MAA  Edward  Tong,  1736  St.  Charles  Ave.,  New  Orleans,  La. 
W5MAC  Irving  H.  Reynolds,  649  Elmwood,  Shreveport,  La. 
W5MAD  Beverly  O.  Bush,  856|  Delaware  St,,  Shreveport,  La. 
W5MAE  Edith  C.  Bush,  427  Second,  Channelview,  Texas 

W5MAF  Edward  Wrubel,  4 Bayview  St.,  Portland,  Texas 

W5MAG  Monte  J.  Buhl,  3521  Avenue  “J”,  Fort  Worth,  Texas 
W5MAI  James  W.  Teague,  205  W.  16th,  Houston,  Texas 

W5MAK  Fred  M Lightfoot,  932  Main  Ave.,  San  Antonio,  Texas 
W5MAM  August  A.  Brieske,  6230  Clover  Ridge  Ave. .Houston  17,  Texas 
W5MAO  Will  Dowell,  142  McNamee,  Leachville,  Ark. 

W5MAP  Robert  A.  Broding,  2921  Kingston,  Dallas,  Texas 

W5MAQ  Floyd  A.  Rice  Jr,,  304  E.  Goodwin,  Victoria,  Texas 

W5MAR  Donald  P.  Ownbey,  530  Chickasawba  Ave.,Blytheville,Ark. 
W5MAS  Marion  Hairston,  1151  NW  St.  Charles,  Brownsville,  Texas 
W5MAT  Luther  W.  Harmon,  3311  Wylie  Dr.,  Dallas  9,  Texas 
W5MAU  Norris  C.  Campbell,  1003  South  China,  Brady,  Texas 

W5MAV  Jack  Hover,  1610  Filhoil,  Monroe,  La. 

W5MAW  John  S.  Jinkins  Jr.,  411  N.  Fredonia St.,  Nacogdoches,  Texas 
W5MAX  Jerry  H.  McFarland,  709  Belt  Road,  Texarkana,  Texas 
W5MAY  David  P.  Gibbs,  1613  Mississippi  Ave  » Camp  Polk,  La. 


W5MAZ  Alonzo  R.  Moeller,  2014  Van  Loan  St,,  Corpus  Christi,  Texas 
W5MBB  Mary  G.  Busick,  RFD  3,  Box  195-AA,  Houston  4,  Texas 
W5MBD  Maclin  T,  Crowder,  402  Barry  Ave.,  Corpus  Christi,  Texas 
W5MBE  Charles  W.  Cook,  RFD  2,  Pollock,  La. 

W5MBF  Charles  Seay,  F.  O.  Box  1663,  Los  Alamos,  N.  Mex 

W5MBG  Fred  A Musial,  902  S„  Alameda  St.,  Corpus  Christi,  Texas 
W5MBH  KermitB.Cumpston,  907  9th  St.  Plaza,  Grand  Prairie,  Texas 
W5MBI  William  S.  Hornbeck,  6806  Woodard  St.,,  Dallas,  Texas 
W5MBJ  Herbert  K.  Baisley,  305  Ave.  “B"  West,  Barksdale 


Air  Force  Base,  Shreveport,  La. 

W5MBK  Byron  N.  Roberts,  404  Rainey  Street,  Marshall,  Texas 
W5MBL  Jesse  R.  Ford,  407  17th  St.,  Laurel,  Miss, 

W5MBM  Robert  D.  McLaughlin,  32  Stilt  St.,  New  Orleans,  La. 

W5MBN  Robert  L.  Clayton  Jr.,  1130  North  Rampart  St.,  New 

Orleans,  1^ 

W5MBO  Ben  D.  Woodall,  Box  1839,  Univ.  Station,  Austin,  -Txas 
W5MBP  Clarence  W.  Roberson  Jr.,  Box  293,  Terrell,  Texas 

W5MBQ  Harvey  J.  Kemp,  Rotan,  Texas 

W5MBR  William  C.  Robinson,  RFD  2,  Gatesville,  Texas 

W5MBS  Hiram  J.  Schrimsher,  311  Park  Street,  Gatesville,  Texas 
W5MBT  Basil  J.  Whitley  Jr.,  7203  Toland,  Dallas,  Texas 

W5MBU  Raymond  J.  Krishke,  217  West  Peter,  Edinburg,  Texas 
W5MBV  Lee  Kline,  Second  Det.  TAS,  Fort  Sill,  Okla. 

W5MBW  William  A.  Wilson,  317  Dewitt,  Kenedy,  Texas  f 

W5MBX  John  E,  McNamara,  425  Phillips,  Sulphur,  La. 

W5MBY  Floyd  J . Wilson,  RFD  1,  Ferriday,  La, 

W5MBZ  Joe  E.  Deavenport,  Silverton,  Texas 

W5MC  Theodore  W„  Bywaters,  5414  Falls  Rd.,  Dallas  9,  Texas 
W5MCA  David  H.  Moore,  Raymond,  Miss. 

W5MCB  Hubert  F.  Cammack,  4233  Eisenhower,  Beaumont,  Texas 
W5MCC  Harold  J.  Gillespie,  2902  Black  St.,  Houston,  Texas 

W5MCD  Walter  L,  Cox,  602  Texas,  Austin,  Texas 

W5MCE  Asa  W,  Meek,  808  Park  St,  Fort  Worth  6,  Texas 

W5MCF  John  M.  Cochrane,  603  North  Vienna,  Ruston,  La. 

W5MCG  Henry  L.  Shapiro,  7 Skiatook,  Vets  Vil.,  Stillwater,  Okla. 
W5MCH  Cecil  M.  Brown,  1743  S.  Florence  PI  , Tulsa  4,  Okla. 
W5MCI  Kenneth  J.  Walton,  4909  Alameda  Ave.,  El  Paso,  Texas 
W5MCJ  Charles  E.  Thornton,  6903  Alberto,  El  Paso,  Texas 

W5MCK  Raymond  E,  Atkins,  314  E.  Monroe  St.,  Harlingen,  Texas 
W5MCL  Roland  F,  Crane,  Higgins,  Texas 

W5MCN  Leland  E.  Black,  100  Jones,  Corpus  Christi,  Texas 

W5MCO  Victor  G.  Soens,  900  S„  12th  St.,  Edinburg,  Texas 

W5MCR  Verus  C Gerhardt,  1104  Eighth  Ave.  N.,  Texas  City,  Texas 
W5MCS  Russell  L,  Jerdee,  1321  N.  Harvey,  Oklahoma  City,  Okla, 
W5MCT  Walter  M.  Honea,  104  Jewel  Street,  Pineville,  La. 
W5MCU  Rollie  M.  Terrill,  2511  Langdon,  Dallas,  Texas 

W5MCW  Charles  G.  Benson,  Gulf  Rd.,  Sour  Lake,  Texas 

W5MCY  Chas.  A.  McBride,  2398  Pennsylvania  Av.,  Beaumont, Texas 
W5MCZ  Richard  N Clark  Jr.,  Kenedy,  Texas 

W5MD  Emanuel  Schonwald,  431  W,  Main  St,,  Oklahoma  City,  Okla. 
W5MDA  Samuel  P.  Wright,  1462  Slater  Road,  Fort  Bliss,  Texas 
W5MDB  James  M.  Sutton  Jr.,  406  Miller  Drive,  Marshall,  Texas 
W5MDC  Charles  A.  Andrews,  1611  12th  St.,  Port  Arthur,  Texas 
W5MDD  Carl  L.  Applequist,  4237  W.  Eleventh  St.,  Amarillo,  Texas 
W5MDG  Garry  Owen,  3231  Memphis  Street,  El  Paso,  Texas 

W5MDI  William  E„  Chase  Jr.,  3740  Chaffin  St.,  Houston  12,  Texas 
W5MDL  Harold  E.  Henegar,  1505  Milwaukee,  Plainview,  Texas 
W5MDN  Adelbert  L.  Albright,  1524  Dean,  Sulphur,  La. 

W5MDP  Embry  M.  Gettys  Jr..,  2410  N.  Haskell,  Dallas,  Texas 

W5MDQ  Harold  E . Hutcheson,  RFD  4,  Lindsay,  Okla. 

W5MDR  Adolphus  M Kincaid,  1406  Layton  Ave.,  Fort  Worth,  Texas 
W5MDS  Edgar  G Mayer,  2900  East  Market  Street,  Sinton,  Texas 
W5MDU  Edward  W.  Rogers,  1316  South  Troost  Ave.,  Tulsa,  Okla. 
W5MDW  Orville  R.  Smith,  12710  Yancy  Drive,  Greens  Bayou,  Texas 
W5MDX  W,  Artie  Gardenshire,  Eunice,  N.  Mex 

W5MDY  James  D.  McFall,  AAF  Military  Training  Center, 

Building  910,  San  Antonio,  Texas 

W5MDZ  Walter  Winter,  203  Sims  Drive,  Houston,  Texas 

W5MEA  Edgar  E.  Barton,  403^  Cary  Avenue,  Jennings,  La. 
W5MEB  James  G,  Bates,  3701  Roosevelt  Rd.,  Little  Rock,  Ark. 
W'5MED  George  F Binnall,  22  Pine  St  , Eureka  Springs,  Ark. 
W5MEF  William  E.  Kolb,  KVSO,  N.W.  Blvd.,  Ardmore,  Okla. 
W5MEG  Murray  McCulley,  2904  N.W.  43rd,  Oklahoma  City,  Okla. 
W5MEH  William  M„  Bunker,  752  De  Barr,  Norman,  Okla, 

W5MEI  Henry  Clinkenbeard,  633i  S.  W.  24th,  Oklahoma  City,  Okla, 
W5MEJ  Snider  A.  Gandy,  1008  Delhi  St.,  Bossier  City,  La. 

W5MEK  O.  D.  Stephens,  1413  Knight  Street,  Houston,  Texas 

W5MEL  Leonard  T.  Hanstein,  2201  N W.  12thSt.,  Okla.  City,  Okla. 
W5MEM  Samuel  E.  Hunt  Jr.,  1711  Euclid,  Lawton,  Okla. 

W5MEN  Carroll  S Teague,  2006  Huntington,  Oklahoma  City,  Okla. 
W5MEO  Kenneth  G,  Walker,  2619  N.  Dewey  St,  Okla.  City,  Okla. 
W5MEP  Pearl  H White,  1214  N Lee  St,  Altus,  Okla. 

W5MEQ  Jack  W Allen,  2416  S.  W'oodward  Blvd.,  Tulsa,  Okla. 
W5MES  vVilliam  M„  Olson,  3109  Arbor  St.,  Houston,  Texas 

W5MET  Richard  P.  Kemp,  RFD  2,  Rogers,  Ark. 
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W5MEU  John  L.  Mohn,  730  Patton  Blvd.,  San  Antonio,  Texas 
W5MEV  Mildred  V.  Moreland,  S=  Harrison,  San  Angelo,  Texas 
W5MEW  Denton  E.  Sprague,  711  W.  Fifth  St.,  Clovis,  N.Mex 

W5MEX  John  N.  Cryer  Jr.,  RFD  3,  Box  17|  A,  Natchitoches,  La. 
W5MEY  Hiland  B.  Fillmore,  3135  E.  Independence  Av., Tulsa,  Okla. 
W5MEZ  John  B.  Brakebill,  121  “A”  Street  S.W.,  Ardmore, Okla. 
W5MF  Lee  J.  Keith,  427  John  Adams  Drive,  San  Antonio,  Texas 
W5MFA  James  P.  Bridges,  1350  Meander  St.,  Abilene,  Texas 
W5MFB  Marshall  B.  Broome,  227  S.  71st  E,  Ave.,  Tulsa,  Okla. 
W5MFC  Raymond  W.  Brumbaugh,  48  S.  Toledo  St.,  Tulsa,  Okla. 
W5MFD  Richard  P.  Brumbaugh,  48  S.  Toledo  St.,  Tulsa,  Okla. 
W5MFE  James  L.  Caughran,  RFD  8,  Tulsa,  Okla. 

W5MFF  Harold  H.  Crowe,  4804  W.  Amherst  St.,  Dallas,  Texas 
W5MFG  Ensford  B.  Hood,  4201  Avenue  “H”,  Austin,  Texas 

W5MFH  Otto  L.  Muggli,  4306  S.  Miro  St.,  New  Orleans  15,  La. 
W5MFJ  Ballard  S.  Edgar,  2023  19th  St.,  Meridian,  Miss. 

W5MFK  John  A.  Schindler,  Bldg.  2526  Lackland  Air  Base, 

San  Antonio,  ' Texas 

W5MFN  C.  W.  Rampy,  Anna,  Texas 

W5MFO  Henderson  H.  Rogers  Jr.,  P.O.  Box  501,  Arkadelphia,  Ark. 
W5MFP  Radio  Club  of  EE  Dept.  Byron  J.  Bennett,  Texas 

Technological  Eng.  Building,  Lubbock,  Texas 

W5MFQ  National  Radio  Club,  Monoah  S.  O’Dell  Jr.,  301 

Connelly,  Clovis,  N.  Mex. 

W5MFR  Charles  E.  Ellis,  1426  Oakdale  St.,,  Shreveport,  La. 
W5MFS  Andrew  M.  Lord  Jr.,  401  Rutherford,  Shreveport,  La. 
W5MFT  Alvin  E.  Moore,  205  Forest,  Springhill,  La. 

W5MFU  Walter  B.  Huff,  Winnsboro,  La. 

W5MFV  Darwin  T.  Johnston,  Wharton,  Texas 

W5MFW  John  O.  Willcox,  2221  S.  Indianapolis,  Tulsa  4,  Okla. 

W5MFX  Cecil  P.  Andrews,  901  W.  Cherokee  St.,  Enid,  Okla. 
W5MFY  William  E.  McCollum,  4 Cloud  Ave.,  San  Angelo,  Texas 
W5MFZ  Robert  H.  Fodge,  831  Lovett  Street,  San  Antonio,  Texas 
W5MG  Paul  Fruge,  147  Glenwood  Drive,  Metairie,  La. 

W5MGA  George  J.  Maras,  736  South  Maplewood,  Tulsa,  Okla. 
W5MGB  Wilbur  G.  Pittman,  Union,  Miss. 

W5MGE  Bill  D.  Boles,  227  East  Freeport,  Broken  Arrow,  Okla. 
W5MGH  Clovus  M.  Nix,  314  N.  Orphan,  Pryor,  Okla. 

W5MGI  Charles  E.  Remich,  AA  & GM  School,  MARS,  Box 

1177,  Fort  Bliss,  Texas 

W5MGJ  Arthur  J.  Pechon,  820  Cadiz  St..,  New  Orleans,  La. 
W5MGK  Erwin  A.  Schad,  556  S.  Allegheny  St.,  Tulsa  4,  Okla. 
W5MGL  Gene  D.  Byers, Unit  18, Apt.7,So.Vet.Vill., Stillwater,  Okla. 
W5MGM  Wesley  W.  Eckles  Jr.,  710  West  27j  St.,  Beaumont,  Texas 
W5MGN  Haven  H.  Fish,  237  S.E,  39th,  Oklahoma  City,  Okla. 

W5MGO  William  F.  Fortune  Jr.,  336  Park  PI.,  Terrell  Wells, Texas 
W5MGP  Richard  A.  Strouhal,  7101  SE  15th  St., Oklahoma  City,  Okla. 
W5MGQ  Vocational  School  Amateur  Radio  Club,  George  L. 

Coenen,  Park  and  Covent  Sts.,  Laredo,  Texas 

W5MGH  Clayton  C.  McFadin,  715  Northwest  Ave.,  McComb  8,  Miss. 
W5MGS  Gayle  K.  Haggard,  2632  S.W  32nd  St.,  Oklahoma  City,  Okla. 
W5MGT  Andrew  E.  Crockett,  ATC  Bldg  1210,  San  Antonio  lO.Texas 
W5MGU  Dale  G.  Jones,  834  No.  Gary,  Tulsa,  Okla. 

W5MGV  Richard  C.  North  Jr.,  8141  Weir  Drive,  Houston,  Texas 
W5MGW  Joseph  L.  Coleman,  5309  Wingate  Dr.,  New  Orleans,  La. 
W5MGX  Irl  Allison,  1500  Murray  Lane,  Austin,  Texas 

W5MGY  Clor  W„  Merle,  416  Ramsey  St.,  Stillwater,  Okla. 

W5MGZ  Perry  K,  Jones,  Sweetwater,  Okla. 

W5MH  Reynaud  L Toups,  2203  Spain  St.,  Baton  Rouge,  La. 
W5MHA  Stuart  G.  Ballin,  305 B W.  21st  St.,  Austin,  Texas 

W5MHC  Edward  J.  Meitzen,  312  Avenue  “B  ”,  So.  Houston,  Texas 
W5MHD  Fred  F.  Nielsen,  Winnsboro,  La. 

W5MHE  Flave  A.  Pledger,  2607  Van  Buren,  Amarillo,  Texas 

W5MHF  Alan  W.  Richardson,  2100  Houston  Place,  Denton,  Texas 
W5MHG  Byron  T.  Mackey,  1707  North  Brents,  Sherman,  Texas 
W5MHH  Lee  V.  McKinnis  Jr.,  226  East  Ayers,  Edmond,  Okla. 
W5MHI  Charles  Oneske,  6631  Day,  Dallas  17,  Texas 

W5MHJ  Mack  L.  Steen,  132  N.E.  16th  St.,  Oklahoma  City,  Okla. 
W5MHK  Charles  H.  Welch,  410  E.  Cypress  Street,  Altus,  Okla. 
W5MHL  James  A.  Wilson,  724  DeBarr  Street,  Norman,  Okla. 
W5MHM  Hugh  V.  Smith,  Star  Route  2,  Lamesa,  Texas 

W5MHN  Robert  O.  Turner,  2423  Lovers  Lane  W.,  Dallas,  Texas 
W5MHP  William  W.  Whittle,  4108  Lisbon  St.,  Fort  Worth,  Texas 
W5MHQ  Thomas  W.  Meek,  4395  Blodgdtt,  Houston,  Texas 

W5MHR  David  Straiton  Jr.,  3717  Meadowbrook  St.,  Ft.  Worth, Texas 
W5MHS  Russell  C.  Mosby,  318  South  College,  Norman,  Okla. 

W5MHT  Edward  E,  McCarthy,  2008  Kinney  Ave.,  Austin,  Texas 
W5MHU  Richard  C.  Eaton,  3209  S.  Parkview, Oklahoma  City,  Okla. 
W5MHV  Frank  H.  Salter,  RFD  1,  Box  75,  Tyler,  Texas 

W5MHW  Elwin  J.  O’Brien,  3517  Purdue,  Dallas,  Texas 

W5MHX  Corinne  H.  Enos,  1520  Procter  St.,  Port  Arthur,  Texas 
W5MHZ  Alfred  Hayes,  Box  7183,  Univ.  Sta.,  Baton  Rouge  3,  La. 
W5MIA  James  E.  Watson,  1343  N W.  Elizabeth,  Brownsville, Texas 
W5MIB  Orville  C.  Crossland,  4213  Crane  St.,  Houston,  Texas 
W5MIC  Arthur  H.  Curling,  128  High,  San  Antonio,  Texas 

W5MID  Howard  L.  Madden,  3817  South  Presa,  San  Antonio,  Texas 
W5MIE  Johnny  Ramirez  Jr.,  723  N.  Medina  St.,  San  Antonio,  Texas 
W5MIF  Murdene  H.  Rhodes,  119j,  Kayton  Ave.,  San  Antonio,  Texas 
W5MIG  Wells  M.  Ebers,  2311  Lawndale  Dr.,  Dallas,  Texas 

W5MII  James  W,  McEwin,  910  E.  Washington  St.,  Paris,  Texas 
W5MIJ  Oscar  E.  Means  Jr.,  600  Sixth  St.  S.E.,  Paris,  Texas 
W5MIK  Rex  M.  Yarbro,  142  Recio,  San  Antonio,  Texas 

W5MIL  James  R.  Fendley  Jr.,  125  Essex,  San  Antonio,  Texas 
W5MIM  Henry  J.  Derryberry,  Gosnell  Addition,  Blytheville,  Ark. 
W5MIN  John  E.  Hitt,  Vet’s  Apt.  10,  Flint  St.  Rd.,  Jonesboro,  Ark. 
W5MIO  Marion  S.  Muse,  411  Canavan  Ave.,  San  Antonio,  Texas 
W5MIP  Neal  H.  Perkins,  1206  Trinidad,  Dalhart,  Texas 

W5MIQ  Charles  E.  Ammann,  State  Hwy  6,  Sta  KBRZ,  Bryan,  Texas 
W5MIR  Luther  M.  Lester,  2832  E.  Admiral  Ct.,  Tulsa,  Okla. 
W5MIS  Thomas  J.  Perry,  1524  N.  Denver  St.,  Tulsa,  Okla 

W5M1T  William  M.  Lankford,  1323  North  Tacoma,  Tulsa,  Okla. 
W5MIU  Louis  H.  Huson,  425  Second,  Natchitoches,  La. 

W5MIV  Tom  A.  McLachlan,  S.  of  State  Hwy  138,  Center,  Texas 

W5MIX  John  B Hingle,  7823  Fig  St.,  New  Orleans,  La. 

W5MIY  Donald  Retzlaff,  5306  Miller  St.,  Dallas,  Texas 

W5M1Z  Edmond  R.  Dwyer,  726  Josephine  St.,  New  Orleans,  La. 
W5MJA  Manford  E.  Short,  1015  Wilders  St.,  Bossier  City,  La. 
W5MJB  Oscar  E.  Hager,  1317  Travis  Street,  El  Paso,  Texas 

W5MJC  Dan  P.  Barton,  2506  Hickory  St.,  Texarkana,  Ark. 

W5MJD  Joe  L.  Pryor,  602  S.  Jonson  St.,  Amarillo,  Texas 

W5MJE  Joe  M.  Willingham,  715  Gilmore  Plaza,  Grand  Prairie, Texas 

W5MJF  Richard  T.  Budd,  2109  Roanoke  St.,  Dallas,  Texas 

W5MJH  Ernest  A.  Brown,  720  South  Ewing,  Dallas,  Texas 

W5MJI  Wilbur  R.  Painter,  310  North  Seventh,  Carlsbad,  N.  Mex. 
W5MJJ  John  R.  Joplin,  724  Hatcher,  San  Angelo,  Texas 

W5MJK  Alton  J.  Cox,  201  West  Pride,  Horatio,  Ark. 

W5MJL  Clyde  O.  Hurlbert,  Courthouse  Street,  Gulfport,  Miss  . 
W5MJM  Walter  A Browning  Jr.,  3615  Almazan,  Dallas,  Texas 

W5MJN  Wilber  D.  Chambers,  942  Hoffman,  Houston,  Texas 

W5MJO  Joseph  D,  Bertrand,  522  Ninth  St.,  Port  Arthur,  Texas 

W5MJP  Lethel  M Clelland,  Off.  Qtrs  94,  Ft,  Russell,  Marfa, Texas 

W5MJR  Lester  L.  Dean,  Agricola,  Miss. 

W5MJS  Chester  A.  Pitman,  U.S.  Airways  Comm.  Stn.,  Pine 

Spring  Route,  Guadalupe  Pass,  Carlsbad,  N.Mex. 

W5MJT  Jim  E.  Berry,  Jefferson  Hotel,  Shreveport,  La. 

W5MJU  Pauline  V.  Beuselinck,  Route  8,  Oklahoma  City,  Okla. 
W5MJV  Alfred  C.  Cisneros,  Box  695,  Brownsville,  Texas 

W5MJW  Oral  D.  Wingard,  Roff,  Okla 

W5MK  R.  Z.  Bob  Glass,  4701  Linden  Street,  Bellaire,  Texas 
W5MKC  Robert  D.  Kachelmyer,  608  Hemphill  St.„  Ft.  Worth,  Texas 
W5MKD  John  D.  Johnson,  Main  Street,  East  Covington,  Okla. 

W5MKF  Wm.  Meador,  Bldg.  T29,  Sandia  Base,  Albuquerque,  N.  Mex. 
W5MKH  Ernest  E.  Peterson,  413  Bankston  Street,  Jackson,  Miss. 
W5MKI  Johnnie  B.  Sonnier,  411  Second  St.,  Gainesville,  Texas 
W5MKJ  Jerrell  R.  Scroggs,  5520  Garner  Road,  Beaumont,  Texas 


W5MKK 

W5MKM 

W5MKN 

W5MKO 

W5MKP 

W5MKQ 

W5MKR 

W5MKS 

W5MKT 

W5MKU 

W5MKV 

W5MKW 

W5MKX 

W5MKY 

W5MKZ 

W5ML 

W5MLA 

W5MLB 

W5MLC 

W5MLE 

W5MLF 

W5MLG 

W5MLH 

W5MLJ 

W5MLK 

W5MLL 

W5MLM 

W5MLN 

W5MLO 

W5MLQ 

W5MLR 

W5MLT 

W5MLU 

W5MLV 

W5MLW 

W5MLX 

W5MLY 

W5MLZ 

W5MM 

W5MMA 

W5MMB 

W5MMC 

W5MMD 

W5MME 

W5MMF 

W5MMG 

W5MMH 

W5MMI 

W5MMK 

W5MML 

W5MMM 

W5MMN 

W5MMO 

W5MMP 

W5MMQ 

W5MMR 

W5MMS 

W5MMU 

W5MMV 

W5MMY 

W5MMZ 

W5MN 
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W5MNX 

W5MNY 
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W5MOA 
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W5MOF 
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W5MOH 
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W5MOK 

W5MOL 

W5MOM 

W5MON 

W5MOO 

W5MOP 

W5MOQ 

W5MOR 

W5MOS 

W5MOT 

W5MOU 

vV5MOV 

W5MOW 

W5MOX 

W5MOY 

W5MOZ 

W5MP 

W5MPA 

W5MPB 

W5MPC 

W5MPD 

W5MPE 
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W5MPG 

W5MPH 

Wr5MPI 
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W5MPK 

W5MPL 

W5MPM 

W5MPN 

W5MPO 

W5MPP 

W5MPR 

W5MPS 

W5MPT 

W5MPU 

W5MPV 


Joe  W.  Stapleton,  3214  Ebony,  Corpus  Christi,  Texas 
Frank  Wasson,  11th  Street,  Rosedale  Sub.,  Beamnont, Texas 
James  D,  Yancey  Jr.,  2500  Nicholls  St.,  Bay  City,  Texas 
Willie  Ellason,  1558  North  Louisville,  Tulsa,  Okla. 

John  R.  Fincher,  4251  Swire  Ave.,  Baton  Rouge,  La. 
Henry  W„  Brandt,  3323  Pine  Street,  Dallas,  Texas 

Aaron  R.  Campbell,  3227  Aster,  Dallas,  Texas 

Eldon  M . Daniel,  1826  N.  Sixth  St.,  Abilene,  Texas 

Arthur  L„  Watson,  RFD  3,  Houston,  Texas 

Jesse  E.  Flick,  3404  Cornell  St.,  Dallas,  Texas 

Raymond  W.  Carlock,  1436  Robertson  St.,  Biloxi,  Miss. 
Winston  B.  Coffman,  517  N,  Washington  St.,  Ardmore,  Okla. 
Jack  V.  McManus,  3104  Cole,  Dallas,  Texas 

Truman  U.  Frisby,  318  E Lawrence,  Blackwell,  Okla 
Ruben  M.  Quillian,  Wink,  Texas 

Arthur  J.  Bates,  Main  Street,  Caddo  City,  Oil  City,  La. 
Raymond  B,  Limbocker,  2 S.W.  28th,  Oklahoma  City, Okla. 
John  W.  Goodwin,  3611  Youree  Dr.,  Shreveport,  La, 
Louis  A.  Hopkins  Jr.,  Sandia  Base,  Albuquerque,  N.  Mex 
H.  Gabrielson,  P.O.  Box  1663,  Los  Alamos,  N.  Mex 

Bertrand  J.  May  land,  1220  Johnstone  St.,  Bartlesville,  Okla. 
Mark  S.  Jones,  2937  S.  Staples  St.,  Corpus  Christi,  Texas 
Lester  Ribiing,  400  Barton  Springs  Rd.,  Austin,  Texas 
John  J Dawson,  Sandia  Base,  Albuquerque,  N.  Mex 

Paul  T.  Bricker,  1823  Deams,  Houston,  Texas 

Elmer  L,  Hixson,  606^  Harris  Avenue,  Austin,  Texas 
Roy  R.  Turner,  204  N.  Chestnut  St,,  Lafavette.  La. 

Robert  Benson,  109  Belaire  Street,  San  Angelo,  Texas 

Louis  J.  Meyer,  923  Jourdan  Ave.,  New  Orleans  17,  La. 
Kenneth  E.  Maxham,  739  Westwood  Dr.,  San  Antonio,  Texas 
Mack  C.  Thompson,  RFD  4,  Box  185,  Broken  Arrow,  Okla. 
Thomas  Dee  Jr.,  606  First  St..,  Morgan  City,  La. 
Louis  J Szivos,  117  E.  Washington  St.,  Ville  Platte,  La 
Tim  M.  Reeves,  3724  Jackson  Ave  , El  Paso,  Texas 
Ray  W,  Ware,  710  West  22^  Street,  Austin,  Texas 

Conrad  W.  Roeschke,  Sandia  Base,  Albuquerque,  N.  Mex 

Wesley  Y.  Speight,  3509  Polk,  Amarillo,  Texas 

James  W.  Bristow,  6602  Linden,  Houston,  Texas 

Bob  E:  Tripp,  4818  Manett,  Dallas,  Texas 

Bernard  J.  Cooper,  717  S.E.  30th  St  , Oklahoma  City,  Okla 
Robert  L..  Tate,  303  North  Oak  Street,  Pauls  Valley,  Okla. 
Carl  Martin,  819|  Central  Ave  , Hot  Springs,  Ark. 
Thomas  C.  Wherry,  1432  Osage  Ave.,  Bartlesville,  Okla 
Leonard  E Giddings,  207  Wright  Blvd.,  Goose  Creek.Texas 
Daniel  T.  Armendariz,  3531  E.  Rosedale  St,,  Fort 
Worth,  Texas 

Ernest  M,  Izumi,  3639  N.  Fitzhugh  St.„  Dallas,  Texas 

Ernest  L;  Detwiler,  622  E,  Zion  St  , Tulsa,  Okla. 

Karl  S.  Warren,  3701  W.  Seventh  St.,  Fort  Worth,  Texas 
Harry  E.  Wirth,  2901  Third  Street,  Bay  City,  Texas 

John  R.  Kennedy,  813  N.  Wellesley  Av.,  Albuquerque,  N.  Mex 
Earle  E.  Pcttey,  7218  Hemlock,  Houston,  Texas 

Marion  M.  Davis,  435  Pyote  AAF,  Pyote,  Texas 

Arthur  W.  Louis,  Bellville,  Texas 

William  A.  Youngblood,  1219  Howard  Lane,  Bellaire,  Texas 
Wilbourn  R.  Mayo,  816  Prince  St.,  Fort  Worth,  Texas 
Paul  D.  Jones,  Greggton,  Texas 
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W5MQN 

W5MQQ 
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W5MRJ 

W5MRK 

W5MRM 

W5MRN 

W5MRO 

W5MRP 

W5MRQ 

W5MRR 

W5MRS 

W5MRT 

W5MRU 

W5MRV 

W5MRW 

W5MRX 

W5MRY 

W5MRZ 

W5MS 
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W5MSB 

W5MSD 

W5MSE 

W5MSF 
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Kenneth  P Theda,  1009  Fisk,  Brownwood,  Texas 

William  E.  Peterson,  3111  Carnation,  Ft.  Worth,  Texas 
Eligah  Isaacs,  525  W.  15th  St,,  Houston,  Texas 

William  J Tallon  Jr  ,,  1001  Upson  Ave  , El  Paso,  Texas 

Edgar  F.  Stacy,  1602  South  Street,  Vicksburg,  Miss. 

Horace  E.  Biddy.  1746  Schley  Ave.,  San  Antonio  3, Texas 
Neal  B.  Heaps,  235  Portland  St,,  Houston  6,  Texas 

Peter  A,  Vandegrift,  304|  Dewey  Ave.,  Bartlesville,  Okla. 
Anthony  J.  Korkmas,  212  So.  Fleishel,  Tyler,  Texas 
John  F.  Donovan,  1408  N W.  28th  St  , Oklahoma  City,  Okla. 
Dwight  L,  Crawford,  Ames,  Okla 

Charles  L.  Austin,  Mead,  Okla 

Burley  Baggett,  2717  So  Third,  Abilene,  Texas 

Alfred  W.  Petmecky,  612  Barret  Place,  San  Antonio,  Texas 
John  I.  Sturgeon,  Lacombe,  La. 

Jack  L,  Ferguson,  Okay,  Ark. 

Steve  N.  Jordan,  651  Olive  St.,  Shreveport,  La, 

Skippy  Settle,  2911  Elm  Street,  Dallas,  Texas 

Robert  H.  Bean,  Transportation  Bldg.,  Deepwater,  Texas 
Paul  H Vavra,  3225  Ft.  Blvd.,  El  Paso,  Texas 

John  H.  Harvey,  Box  239,  RFD  8,  Jackson,  Miss. 

Gilbert  C.  Grout,  Grotto  Theatre  Building,  Turley,  Okla. 
Joe  LeFebvre  Jr.,  2665  Edgewood  Dr.,  Baton  Rouge,  La. 
Elden  W.  Golden,  108  N.  Florida  St.,  Amarillo,  Texas 
Francis  H.  Bergh,  c/o  Rio  Radio,  McAllen,  Texas 

Betty  Jo  Sims,  351A  37th  Street,  Lo&'AHmos,  N Mex.. 

Arthur  L,  Van  Gundy,  2401s  E.  14th  PI.,  Tulsa,  Okla. 
Robert  C.  Harris,  6024  N.W  47th,  Oklahoma  City  7,  Okla 
Donald  J..  Eagle,  115  Sunset  Dr.,  El  Reno,  Okla 

Thoma3  L.  Gaddis  Jr.,  Farmerville,  La. 

George  B<  Cummings,  Qtrs.  517  U S.,  Fort  Sill,  Okla. 
Wayne  E.  Hall,  6729  Meadowlawn,  Houston,  Texas 

Glenn  Hall,  4335  Rusk  Ave.,  Dallas  4,  Texas 

John  S.  Workman,  323  W.  Fifth,  North  Little  Rock,  Ark. 
Daniel  T.  Ilegar,  1812  Elder  Drive,  Arlington,  Texas 
Edwin  W.  Lard,  State  College,  Jonesboro,  Ark. 

James  A.  Hutto,  1403  Jackson,  Monroe,  La 

Rex  Irwin,  3408  N Broadway,  Oklahoma  City,  Okla 
Marcell  R.  Seidler,  Santa  Fe,  N,  Mex 

Victor  B.  Keehner,  620  E.  Sixth,  Roswell,  N Mex 

Samuel  E.  McLeroy,  Timpson,  Texas 

Robert  N.  Whigham,  1943  Bernard  Texan  Cts,, Dallas, Texas 
Robert  B.  Gallman,  300  N.  Schiller  Ave., Little  Rock,  Ark. 
Frank  K.  McDaniel,  2068  Delaware,  Beaumont,  Texas 
Charles  A.  Poston,  432  Galveston  Ave.,  Port  Arthur,  Texas 
Dana  H.  Roe,  6320  Malvey,  Fort  Worth,  Texas 

William  W.  Bell,  1033  Ninth  St.,  Lake  Charles,  La 
Henry  A.  Brown,  1640  Sixth  St.,  Port  Arthur,  Texas 
Carroll  B.  Crosby,  3821^  Garrow,  Houston,  Texas 

Leroy  H Scott  Jr,,  4010  Maryland  Ave,,  Shreveport,  La. 

John  P.  Eich,  107|  So.  Washington  Ave.,  Roswell,  N.  Mex. 
James  C Thornton,  921  E,  Cedar,  El  Dorado,  Ark 
Russell  O.  Behnke,  Bldg  T 1338,  Box  644,  Ft  Bliss,  Texas 
Roy  H Self,  Roy,  N Mex 

Robert  O Binford,  203  Jane  Ave  , Longview,  Texas 

James  N Horne,  Qtrs  5846  S (FBA)  Fort  Sill,  Okla. 

William  J.  Retzbach,  800  Josephine  Street,  Austin,  Texas 


James  L.  Fletcher, 2204  S.Eastern  St., Oklahoma  City,  Okla. 


Richard  L.  Swanson,  618  Hoover  Ave., San  Antonio,  Texas 
Maurice  J Mervis,  2728  Manley  Ave.,  Metairie  20,  La. 
Charlie  F Price,  805  Johnson,  Little  Rock,  Ark 

Angus  G.  Pearson,  3213  Ciydedale,  Dallas  9,  Texas 

Warren  C Patterson,  RFD  2,  Buffalo,  Okla. 

Rex  L.  Parker,  815  E.  Sixth  St.,  North  Little  Rock,  Ark 
Paul  E.  Milling,  9645  Westfield  Street,  Houston,  Texas 
Charles  M.  Morrow,  3809  W.  Fifth  St.,  Little  Rock,  Ark. 
Clyde  V.  Hussey  Jr.,  1412  So.  Cheyenne  St.,  Tulsa,  Okla 
John  B.  Fisher,  5841  Memphis  St.,  New  Orleans,  La. 
Francis  C.  Hoffpauir,  3138  Ninth,  Port  Arthur,  Texas 
Stephen  C.  Williamson,  527  S Miro  St.,,  NewOrleans,  La. 
Dorsey  R.  Buttram, 2636 N.W. 31st St.,  Okla.  City,  Okla. 
Robert  Holm,  Box  1663,  Los  Alamos,  N.  Mex 

Claus  A.  Knutsen,  3459  Frazier  Ave  , Fort  Worth.  Texas 
Alonzo  K.  Trammell,  4515  Harley  St.,  Ft.  Worth,  Texas 
Clyde  J Moody,  1102  E.  Sixth,  Dallas,  Texas 

Walter  B.  Saner,  Medina  Road,  Kerrville,  Texas 

Elbert  H.  Stanley,  120  S.  Winnetka  Ave  , Dallas,  Texas 
Earnest  G.  Basinger,  602  North  Jones,  Norman,  Okla. 
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Wm.  B.  Brown,  6508  S McArthur  Bl.,  Okla.  City,  Okla. 

Paul  M Foreaker,  1122  E.  Park,  Oklahoma  City  4,  Okla. 

The  Sandia  Radio  Club  Sandia  Base,  William  R. 

Dickson,  Bldg.  T-28,  Albuquerque,  N.Mex. 

William  R.  Foley,  Kingsville,  Texas 

Radio  Amateur  Club  of  Harlandale  High  School, 

Leonard  K.  Jonas,  215  West  Huff  Ave.,  San  Antonio,  Texas 
Fred  W.  Dowdy,  724  Fourth  Ave,  No.,  Texas  City,  Texas 
Gordon  E,  Haynes,  Lone  Wolf,  Okla. 

James  M Coalson,  406  Speed  Ave.,  Monroe,  La 

James  W.  Talley,  Omaha,  Texas 

Henley  W.  Williams.,  3308  Shore  CrestDr.,  Dallas  9,  Texas 
John  H McHenry,  5609  Harmon  Dr.,  Oklahoma  City,  Okla 
Harry  E Goff,  200  East  22nd,  Austin,  Texas 

Robert  B.  Phillips  Jr.,  920  N.W.  12th,  Oklahoma  City,  Okla 
Charles  M.  Youngblood,  410  E„  Mam  St.,  Holdenville.Okla. 
James  B.  Clooney  Jr.,  Brachenndge  Apt  1218-A, 

Lake  Austin  Blvd.,  Austin,  Texas 

Max  E Blackmon,  Crescent,  Okla 

John  A.  Meyer,  1016  E.  Broadway,  No.  Little  Rock,  Ark. 
Edward  H Frazier,  RFD  2,  Brownsville,  Texas 

Donald  F.  Johndrow,  RFD  3,  Tulsa,  Okla 

Donald  G.  McConnell,  2095  Dewey  St., Bartlesville,  Okla 
George  Newton,  1820  Elizabeth.  Wichita  Falls,  Texas 

Robert  L.  Rolfe,  6600  Lakewood  Blvd.,  Dallas  14,  Texas 
Joe  H.  Miller,  RFD  2,  El  Campo,  Texas 

George  E.  Watson,  907  West  19th  Street,  Tulsa,  Okla, 
Paul  Sanders,  Box  194,  Danville,  Ark. 

I.  A.  Smith,  3625  El  Campo  Street,  Fort  Worth,  Texas 
Ottice  Tidwell.  Box  272,  Brinkley,  Ark. 

Joseph  L.  Blanke,  219  Patton  Ave.,  Hattiesburg,  Miss. 
Grover  C,  Hardman  Jr  , 418  W Second.  Freeport,  Texas 
Jules  P.  Goudeau  Jr.,  Griffis  AFB,  Fort  Worth,  Texas 
Forrest  N.  Ruehlen,  1446  Elm,  Bartlesville,  Okla. 

Orville  H Prescott,  Kiefer,  Okla 

Chas  A Atherton,  A-2  Lake  Shore  Rd.,  Baton  Rouge,  La 
Stanley  C.  Fiotte,  8219  S.  Claiborne  Av., New  Orleans,  La. 
John  R.  Stone  Jr.,  14  No.  Zunis,  Tulsa,  Okla, 

Jack  Q Word,  1807  Tenth  St  , Wichita  Falls,  Texas 

Aubrey  W.  Williams,  1330  Graham  Dr.,  Bryan,  Texas 

Floyd  C Miller,  615  N.  Fourth  St, , Monroe.  La 

John  D.  Miller,  615  N Fourth  St.,  Monroe.  La 

Robert  C Miller,  615  N Fourth  St.,  Monroe,  La, 

B.  Bruce  Patterson,  721  East  6f  Street,  Houston,  Texas 

James  R.  Rowland  1176  Louisiana  Ave.,  Shreveport,  La. 
Russell  D Covey,  406  S.  Michigan  St.,  Roswell,  N Mex 

Roy  C,  Hoffman,  Ft  McIntosh,  P 39,  Laredo,  Texas 

Eugene  C Huddle,  1308  E.  Morphy  St  , Fort  Worth 3,  Texas 
Corpus  Christi  Radio  Club,  Charles  E.  Goekler, 

Trustee,  4901  Cordelia  Street,  Corpus  Christi,  Texas 

Palmer  M Cox  Jr  , 2518  Elizabeth  St  .Corpus  Christi,  Texas 
Amateur  Radio  Club  of  the  Texas  Trade  School, 

Claude  C.  Elkins  Jr.,  1316  W.  Commerce  St.,  Dallas, Texas 
Chester  E,  Drake,  RFD  1,  Vicksburg,  Miss. 

John  A.  McCurdy,  4812  Ridgecrest  Cir.,  Albuquerque,  N.Mex. 
Leroy  E Thompson,  115  E.  13th,  Amarillo,  Texas 

Edward  G.  Miller  Jr.,  3150  44th  Place,  Sandia 
Base.  Albuquerque,  N.Mex. 

Richard  W.  Whitsitt,  1806  South  Main  St.,  Jonesboro,  Ark. 
James  W.  Sneed  Jr,,  RFD  1,  Box  17,  Orange,  Texas 

Thomas  T„  Mason,  1107  John,  Orange,  Texas 

Herbert  D McAdams  Jr.,  1705  Eighth,  Port  Arthur,  Texas 
Robert  R.  Parker,  2807  Hullen  St.,  New  Orleans  20,  La. 

John  H.  Wagstaff,  310  Blanche.  Houston,  Texas 

Clyde  B.  Hall,  422  Ann,  Garland,  Texas 

Louis  A Duubenspeck,  104  N.  Montana  St  , Roswell,  N Mex 
Lewis  B.  Dorris,  4824  Almena  Rd  , Fort  Worth,  Texas 
Jerry  Joyner,  1540  Procter,  Port  Arthur,  Texas 

James  J,  Byrd,  1907  Hussion  St.,  Houston  3,  Texas 

Henry  C.  Fallen  Jr.,  805  N Kaufman  St,  Ennis,  Texas 
Victor  J Robinson,  361  Buena  Vista  St..,  Ascarate,  Texas 
Glenn  E.  Tronstad,  3116  Grand  Ave.,  Port  Arthur,  Texas 

Jack  A.  Farleigh,  1211  West  12th,  Cisco,  Texas 

Mark  S.  Campbell,  630  W.  Summit  St.,  San  Antonio,  Texas 
Horton  D.  Nesrsta,  Sec.  7,  Rice  Institute,  Houston,  Texas 
James  D.  Jordan,  c/o  Western  Union,  Marfa,  Texas 


Ewing  R.  Dryden  Jr,,  4204  Oxford  Street,  El  Paso,  Texas 
Fred  W.  Alexander  Jr.,  1124  Willow,  Grand  Prairie,  Texas 
Harold  J Cohn,  200  Westmoreland  Blvd  , Houston,  Texas 
Bert  L.  Whaley  Jr.,  1243  St.  Charles  St„  Bossier  City,  La, 


David  Warfield,  Pettus,  Texas 

Norman  E.  Hermann,  4612  Pi,  Galveston,  Texas 

Rubin  D.  Lee  Jr.,  150&i  Peabody,  Corpus  Christi,  Texas 
Guy  T.  Kelly  Jr.,  2803  Poinsettia  Drive,  Dallas,  Texas 


Leonard  K.  Jonas  Jr.,  267  East  Mayfield,  San  Antonio,  Texas 
Robert  D.  King,  Goodfellow  AFB,  Box  89,  San  Angelo,Texas 


Robert  J.McMurry,  418  Garfield  Dr.,  Corpus  Christi,  Texas 
George  Haley,  11 22  Grand  Prairie  Rd..,  Grand  Prairie,  Texas 
Jimmy  W.  Leftwich,  506  Richardson,  Minden,  La 

Chester  B Lewis,  Bldg  988  Kelly  Fid  , San  Antonio,  Texas 
James  C.  Huett,  RFD  2,  Box  63-C,  Slidell,  La. 

George  I.  Brumley,  Highway  99,  Seminole,  Okla. 

Robert  H Casey,  2018  18th  St,,  Corpus  Christi,  Texas 
Eldon  W.  Pierce,  2710  29th,  Lubbock,  Texas 

Deraid  R.  Doxsie,  Bldg.  T-280,  Fort  Sill,  Okla. 

Harvey  L.  Rutledge,  Box  208,  Route  1,  Haughton,  La. 
Lexton  T.  Shackelford,  7346  BriefwaySt.,  Houston  17,  Texas 
Kilgore  Radio  Club,  Dale  Jones,  Trustee,  Kilgore 
Jr.  College,  Kilgore,  Texas 

John  W Kniseley,  106  W.  Forrest,  Victoria,  Texas 

George  H.  Craig,  4709  Park  Drive,  Houston,  Texas 

Edward  S.  Callihan,  520  W.  Pierce  St,,  Houston  6,  Texas 
Floyd  C.  Teetson,  122  W.  Fourth  St.,  Hattiesburg,  Miss. 
Rogers  L.  Dennis,  2424  14th  St.,  Lubbock,  Texas 

Harold  Lang,  P O.  Box  1663,.  Los  Alamos,  N„  Mex 

James  H,  Leslie,  3208  McKinney,  Dallas,  Texas 

Norris  G.  Nereson,  4395  Fairway  Dr.,  Los  Alamos,  N.  Mex. 
Paul  M.  Erlandson,  905  Maufrais  St.,  Austin,  Texas 
Norman  S.  Brown  Jr.,  911  Ann  Avenue,  Dallas,  Texas 
Louis  R.  Westerburg,  Main,  Winnsboro,  La. 

Donald  E Wilson,  311  E.  Sixth,  Roswell,  N.  Mex 

Ray  S.  Caldwell,  2021  Rose  Street,  Lake  Charles,  La, 
Ashley  B.  Pearson,  1028  Avenue  “M”,  Galveston,  Texas 
Robert  E.  Reed,  2710  San  Rafael  Drive,  Albuquerque,  N.  Mex. 
Adlie  R Stinson,  Bldg.  94,  Goodfellow  Field,  Texas 

Cecil  L Gammill,  1518  Gould,  Fort  Worth,  Texas 

June  M McAlister,  RFD  7,  Forest  Hills,  Ft  Worth,  Texas 
Billy  D.  Christie,  1308  Sayers  Street,  Lufkin,  Texas 

Teddy  B.  DeMars,  704  S,  Roselawn  St.,  Artesia,  N.  Mex 
Ouachita  Valley  Amateur  Radio  Club,  Jack  Hover, 

Trustee,  Bldg.  T-41-15,  Selman  Field,  Monroe,  La. 
Hugh  Lineback,  404|  Walnut,  Stillwater,  Okla, 

William  A.  Koch,  1122  Stella,  Fort  Worth,  Texas 

John  Q Whitehead,  RFD  2,  Overton,  Texas 

Bob  Smith,  904  East  Crockett,  Marshall,  Texas 

Lewis  C.  Munson,  542  College,  Shreveport,  La. 

Clyde  E.  Butler,  716  West  Pearl  St.,  Jackson,  Miss. 
Dan  L.  Chism,  A-9  San  Saba,  Menard,  Texas 

Welden  J.  Dupre,  1118  Academy  St.,  Houma,  La. 

Sherman  L.  McKean,  Army  Tech.  Village  Bldg.  16, 

Amarillo,  Texas 

Toney  L.  Magnino  Jr.,  1515  North  Oswego,  Tulsa,  Okla. 
Wilbur  T.  McGill.  3431  Richmond  Street,  El  Paso,  Texas 
John  G.  Nardin,  732  Douglas  Street,  Fayetteville,  Ark. 


Louis  J.  Paddison,  911  Parkland  Circle,  AIbuquerque,N.  Mex. 
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William  E Henry,  500  St.  Nicholas,  Siloam  Springsg  Ark. 
Herbert  G„  Weiss,  Bldg.  T-178,  Los  Alamos,  N Mex 

Charles  C.  Lightfoot,  P.O.  Box  161,  Pecos,  Texas 

Natchitoches  Trade  School  Radio  Club,  Thomas  E. 

Hampton,  Natchitoches,  La. 

Elmer  W.  Boatman,  Highway  41,  Horatio,  Ark 

Hamilton  H.  Callen,  523  North  Camp  Street,  Seguin,  Texas 
Bob  Chapman,  2209  Crockett  St.,  Houston,  Texas 

Thomas  F.  Crossman,  Highway  35,  Rockport,  Texas 

Franz  D . Arno,  2009  Johnson  St.,  Houston,  Texas 

Frederic  F Smith,  RFD  4,  Corpus  Christi,  Texas 

Jasper  H„  Taylor,  RFD  2,  P.O  Box  37,  Warren,  Texas 
Lee  P Mankin  Jr.,  NATTC.,  Corpus  Christi,  Texas 

William  H.  Bell,  203  Stone  Ave  , Monroe,  La 

Howard  R.  Nunn,  112  McArthur  Drive,  Texarkana,  Texas 
Sidney  B.  McCollum,  313  W„  16th,  Ada,  Okla. 

John  R Martin,  1017  W,  Broadway,  Muskogee,  Okla 

Lilbreth  D.  Herring,  Route  2,  Manila,  Ark. 

Norman  3.  Ince,  RFD  1,  Iredell,  Texas 

James  P Hanway,  P O.  Box  876,  Rockport,  Texas 

Hugh  L.  Kennedy,  202  Summit,  Lawton,  Okla. 

Stanley  J.Schexnayder,4710  Osborne  Ave. .Baton  Rouge, La. 
Billy  J.  White,  2602  Buchanan  Street,  Wichita  Falls, Texas 
Robert  E«  Dennis,  1807  25th  St.,  Galveston,  Texas 

Orion  P.  Horne,  RFD  7,  Jackson,  Miss. 

James  W.  Mayfield,  629  East  Boyd  St.,  Norman,  Okla. 
Joseph  E.  Thomson,  106  East  Stone,  Forrest  City,  Ark. 
Clifford  Old,  New  Boston,  Texas 

August  Koenig,  Box  822,  Fort  Bliss,  Texas 

John  S„  Cundy,  128  North  Pearce  Street,  Albuqueque,  N Mex., 
George  W Ahrens,  2402  Avenue  "P”,  Galveston,  Texas 
EarlC  Dunn.,  706  Nueces  Bay  Blvd.,  Corpus  Christi,  Texas 
William  F.  Moore  Jr.,  1724  Keeler,  Bartlesville,  Okla. 

Billy  B Buckley,  1915  W.  Clay  St,,  Houston  6,  Texas 

Joshua  M Jackson  Jr.,  RFD  12,  Houston,  Texas 

Shelly  C.  Hudnall  Jr.,  Rm.  207,  West  Hall  Dorm., 

Texas  Tech.,  Lubbock,  Texas 

James  R.  Laing,  2400  Louisville  Avenue,  Monroe,  La. 
William  F Kelly,  100  Belaire  Dr.,  New  Orleans,  La 
James  A.  Hairgrove,  3440|  Ave.  “H”,  Rosenberg,  Texas 
Ben  L Wolf,  Burnet,  Texas 

Archie  B,  Smith,  Thayer  Apartments,  Carlsbad,  N Mex. 
John  E Witt,  2500  Kemp  Blvd.,  Wichita  Falls,  Texas 
Irving  A.  McLane,  1300  E Odneal,  Sherman,  Texas 

Albert  L.  Maurin,  1465  North  Villere,  New  Orleans,  La. 
Aaron  L.  Powell,  224  Hollywood  Dr.s  New  Orleans,  La 
Robert  C„  Cole,  4338  Kilgore,  Corpus  Christi,  Texas 

Frank  B Adams,  RFD  2,  Alexandria,  La 

Curtis  M.  Casey,  716  South  15th,  Temple,  Texas 

John  H.  Woods,  3325  Elgin,  Houston,  Texas 

Christian  E.  Whiteaker,  Box  95,  Glenflora,  Texas 


Walter  S.  Walters,  4220  Pershing  Dr.,  El  Paso,  Texas 
Andrew  D.  McJunkin.  Barracks  T-  52  31,  Childress 
Municipal  Airport,  Childress, 

Paul  E.  Mendoza,  3028  Pera,  El  Paso, 

Fletcher  C.  Newman,  1805  No.  Stanton,  El  Paso, 

Bernard  V.  Roberts,  602  W.  Kelly  St.,  Silver  City, 

Walter  I.  Conner,  3311  Wylie  Dr,,  Dallas  9, 

Gilbert  P,  Apprill,  130  W,  Houghton  St,  Santa  Fe, 

Roland  F.  Crane  Jr.,  A Barracks,  New  Mexico 
Military  Institute,  Roswell, 

Miguel  Alba,  1528  Mundy  Ave  , El  Paso, 

Clayton  O.  Thompson,  Mandeville, 

Paul  C.  Vandiver,  1403  Hortense,  Dallas, 

Jack  D.  Fisher,  1106  N,  Tyler  St.,  Amarillo, 

John  C.  Harvey,  P.  O.  Box  1002,  Santa  Fe, 

Thomas  Gardiner,  2384  Bower  St.,  Sante  Fe, 

William  F„  Gofers,  3661  Douglas  St,  El  Paso, 

Harold  L.  Lawler,  210  Jasmine,  Lake  Jackson, 

Francis  B Kaczorowski,  525  Wyona  Ave.,  Hot  Springs,  N.  Mex 


Jesse  W.  Uselton,  RFD  2,  Plano,  Texas 

Thomas  W.  Moore,  408  S.  Richmond,  Albuquerque,  N Mex 
Dean  D.  Meyer,  Box  1663,  Los  Alamos,  N.  Mex, 

David  G Hollaway,  216  S Eight,  Albuquerque,  N.  Mex, 
Ben  C.  Gray  Jr,,  906  S.  Bonner,  Jacksonville,  Texas 

G.  C.  Hollowwa,  404  Fontana  Place,  Albuquerque,  N.Mex. 

Maurice  J.  Holscher,  408  Ninth  St  , LasVegas,  N.  Mex 

Benjamin  F„  Goggan  Jr.,  215  Fairpark,  Henderson,  Texas 
Joseph  G=  Gooch,  2303  Hickory,  Dallas,  Texas 

Thomas  F.  Booker  Jr.,  1138  Jerome  St.,  Houston,  Texas 
Joan  Carney,  Mahoney  Building,  Deming,  N Mex 

Dillon  P.  Chaudoin,  212  S.  Zinc  Ave  .,  Deming,  N„  Mex 

Alton  B Graham,  2714  Merida  St.,  Fort  Worth,  Texas 
Leslie  B.  Wilson,  3424  Alliguippa,  Baton  Rouge,  La 
William  C.  Kutch,  RFD  1,  Wellington,  Texas 

Robert  A.  O’Connell,  Sandia  Base,  Albuquerque,  N Mex 
Cecil  C Magers,  Whitewright,  Texas 

Ira  W.  Martin  Jr.,  3103  Alaska  Ave.,  Dallas,  Texas 

Franklin  R.  Poteet,  2522  Montgomery  Ct,  Laredo,  Texas 
D.  Jane  AUan,  925  Louisiana  Ave.,  Baton  Rouge,  La. 
Norman  Hands,  2502  Meyers  St.,  Dallas,  Texas 

Charles  T.  Helms,  Box  987,  Wink,  Texas 

Virgil  L.  Terry,  RFD  1,  Box  658,  Port  Arthur,  Texas 

Frank  H.Bowron  Jr.,3210£  Ave  “D”,  Corpus  Christi,  Texas 
Claiborn  B.  Cook,  901  Galveston  Ave.,  Ft.  Worth,  Texas 
Thomas  E.  Hardy,  Rosehill  Farm,  Hardy,  Ark. 

Martin  R.  Eben,  Cox  Field,  Paris,  Texas 

Alvin  So  Taylor,  RFD  3,  Crystal  Springs,  Miss 

Manoah  S„  O’Dell  Jr.,  RFD  3,  Amarillo,  Texas 

George  H.  Fenton,  325  Huron,  Jackson,  Miss. 

W B.  Dearen,  712  Denver  St.,  Wichita  Falls,  Texas 

Elburt  S.  Miles,  703  North  McKinney,  Odessa,  Texas 
Lylse  R.  Wright,  809  E,  Moses,  Cushing,  Okla. 

Harold  G.  Nebe,  321  Behrman  Hwy  , New  Orleans  14,  La 

H.  J.  Moore,  USNR,  120  N Broadway,  Weatherford,  Okla. 

Andrew  N.  Dennis,  351  Dewitt  St.,  Jackson,  Miss. 

John  H.  Cahill,  316  Eastwood,  Houston,  Texas 

Tolbert  C.  Pipes,  USNR,  Bldg.  28-1,  Selman  Army  Air 
Base,  Monroe,  La. 

M.  A.  Nation,  Naval  Air  Reserve,  NAS,  Dallas,  Texas 
Ellis  P Moser,  318  N.W„  22nd,  Fort  Worth,  Texas 

Birdie  E.  Schaber,  Deming,  N.  Mex 

Ernest  T Klock,  USNR  1420  Fourth  St.,  Alexandria,  La„ 

Fred  M,  Eppich,  424  No.  Manzano  Dr.,  Albuquerque,  N.Mex. 
John  W.  Finney,  USNR,  Training  Center,  Gulfport,  Miss. 
Eugene  T.  Carper,  166  Hadlock  St.,  El  Paso,  Texas 

Ellis  A.  Oder,  USNR,  308  Avenue  :ID”,  Cisco,  Texas 

Robert  Lentz,  2137  Morning  Glory,  Ft  Worth  11,  Texas 

Tom  Prickett  Jr.,  USNR,  700  No.  Crenshaw,  Bryan,  Texas 
Frankie  J.  Sembera,  RFD  1,  Flatonia,  Texas 

David  C.  Welch,  USNR,  Bldg  123  USAA  Base,  Laurel,  Miss. 
Richard  J.  Goff,  2728  Catherine  St.,  Shreveport,  La. 
Edward  R,  Dedeke,  351  Main  Plaza,  New  Braunfels,  Texas 
Henry  N.  Fones,  905  East  First,  Mt,  Pleasant,  Texas 


Jennings  B,  Newman,  USNR.  714  W.  Watts,  El  Reno,Okla. 
Henry  H,  MaGee,  1304  N.  Congress,  Jackson, 

Stuart  S.  Jennings,  USNR,  Bldg  T-184,  All  Valley 
Airfield,  Harlingen, 

John  J.  Crim,  USNR,  1823  Fifth  St.,  Wichita  Falls, 

John  R.  Kent.,  USNR,  US  Post  Office  Bldg,,  Del  Rio, 
Laurence  Patton,  503  Rector,  Hot  Springs, 

Wayne  K.  Williams,  USNR,  Bldg.  48,  Municipal 
Airport,  Big  Spring, 

Ira  W.  Raymond,  3519  Asher,  Little  Rock, 
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Wm.  S.  Harris,  N.A.R.,  U.S.N.  AirStn., NewOrleans,  La. 
Charles  F.  Beckett.  Box  1663,  Los  Alamos,  N.  Mex 

Wayne  T.  Hogue,  USNR,  115  So.  College  St.,  Tyler,  Texas 
Royal  T.  Sipole,  900  12th,  Port  Arthur,  Texas 

Claude  W.  Meadows  Jr..  USNR.  410  West  Avenue  B. 

San  Angelo,  Texas 

Johnnie  G.  Buie,  2636  Wilbarger  PL.  Dallas  11.  Texas 
George  R.  Moorman,  USNR,  208j  8th  Street,  Waco,  Texas 
George  B.  Ellis,  1313  Indiana  Street,  El  Paso,  Texas 

George  N.  Breed,  USNR,  City  Water  Office,  Van  Horn, Texas 
Charles  W,  Blauvelt,  444  Elmhurst  Av.,  San  Antonio,  Texas 
Joseph  O.  Schwartz,  USNR,  Lakeshore  Drive  at 
Bayou,  St,  John,  New  Orleans,  La. 

John  T Harbert  Jr,,  1013  N Elm,  Denton,  Texas 

DeBlanc  A.  de  la  Houssaye,  USNR,  Co.  8-3L  313  N. 
Parkerson  Avenue,  Crowley,  La. 

Tom  M Wilson,  806  Garland  Avenue,  Hot,  Springs,  Ark. 
Arthur  E.  Howell  Jr.,  USNR.  Norman,  Okla. 

Jefferson  D.  Wilson,  416  East  5th  Street,  Weslaco  , Texas 
John  E.  Vickers,  USNR,  710  College  Ave.,  Lubbock,  Texas 
Clyde  C..  McNicol,  811  N EstreUa  St,  El  Paso,  Texas 
Nathan  R.  Sparks,  3307  West  10th  Street,  Amarillo,  Texas 
Lloyd  K.  Covelle,  USNR,  Bldg  203,  North  Okla  A & 

M Branch,  Okmulgee,  Okla. 

John  P.  Anderson,  USNR,  Hendrix  College,  Conway,  Ark. 
Sanford  V Whiting,  1011  Montana  St,  El  Paso,  Texas 
William  B.  Kennedy,  USNR,  City  Hall,  Wewoka,  Okla. 
Edward  R.  Barrett  Jr  , P.  O,  Box  1176,  Jackson,  Miss. 


Thomas  E. Gibbs,  USNR, La. Polytechnic  Inst.,Ruston,  La, 
Richard  D.  Murray,  8154  N.  Phillips,  Oklahoma  City,  Okla. 


Elliott  V,  Converse  Jr.,  USNR,  315  E.  Polk  Ave., 

McAlester,  Okla. 

William  A.  Caldwell,  1218  Jefferson  St,,  Brownsville  .Texas 
Alton  L.  Giesenschlag,  USNR  Elec.  Warfare  Drill 
Station,  Bellville,  Texas 

Bobby  E.  Hankins,  1930  Martin,  Conway,  Ark. 

Gerald  B.  Levy,  USNR,  Room  1,  Building  6,  Naval 
Air  Station,  Grand  Prairie,  Texas 

Herman  E.  Irwin,  4608  S,E.  23rd,  Oklahoma  City,  Okla. 
Thurman  M.  Gupton,  USNR,  53rd  Street  at  Avenue 
“U”,  Galveston,  Texas 

George  W Huckabay,  RFD  1,  Eldorado,  Ark 

Brown  L.Mackin,  USNR,  E.  Central  State  College,  Ada,  Okla. 
Leonard  L Wilson,  AAF  Base  Unit,  Randolph  Field,  Texas 
Shofner  Smith,  USNR,  RFD  1,  Bartlesville,  Okla. 

Louis  S.  Broussard,  1628  46th  Street,  Galveston,  Texas 
John  J.  VanDale,  USNR,  San  Jacinto  St.,  Amarillo,  Texas 
Robert  S.  Vincent,  DeQuincy,  La. 

John  A.  O’Connor  Jr.,  USNR,  Route  7,  Camden,  Ark. 

Robt,  N.  Bachelder  Jr.,  228  N,  Dorothy  St.,  Claremore,  Okla, 
Robert  A.  Mollett,  USNR,  Co.  8-55,  Building  109, 

Borden  Hospital,  Chickasha,  Okla. 

Richard  L.  Smith,  USNR,  Platoon  8-13,  1619  North 
Kansas  Avenue,  Roswell,  N.Mex. 

Billy  G Bolling,  6940  E.  Zion  St.  , Tulsa,  Okla. 

Paul  L.  Hunter,  USNR,  New  Mexico  State  Teachers 
College,  Silver  City,  N.  Mex. 

Arthur  D.  Evans,  3816  Miramar,  Dallas,  Texas 

John  B.  Fleming,  USNR,  Electronic  Warfare  Co  8-1, 

Bldg.  T38,  Victoria  County  Airport,  Victoria,  Texas 

Thomas  G.  Byrd  Jr.,  620  Thompson  Ave.,  Eldorado,  Ark. 
Roger  E.  Call,  US  Naval  Reserve  Armory,  Div.  8-25, 

Ft.  of  Nicholes  Street,  Lake  Charles,  La. 

Lynn  II.  Clawson,  522  S Oak  St , Little  Rock,  Ark. 

William  D.  Johnson,  USNR  Platoon  8-30,  Angleton,  Texas 
Harold  J.  Eagen,  4212  Hawthorne  Street,  Dallas,  Texas 
Joseph  D.  Jones  Jr.,  USNR,  Platoon  8-5,  Naval 
Reserve  Building,  Municipal  Airport,  Frederick,  Okla. 

Lloyd  O.  Blevins,  3014  W.  Fourth  St,,  Little  Rock,  Ark. 
Tillman  Morgan,  USNR,  Elec.  Warfare  Co.  8-6, 

55  Spring  Street,  Eureka  Springs,  Ark. 

Robe rtl.Howell, USNR^ldg.P- 19, Jr. College ^aredo,  Texas 
Robert  B.  Ricks,  USN,  Box  287,  Greenville,  Miss. 

James  W.  Ferguson,  RFD  2,  Siloam  Springs,  Ark. 

Estey  R.  Youngblood  Jr.,  USNR,780  South  Fourth 
Street,  Beaumont,  Texas 

James  A.  Elkins,  618  Penn  Avenue,  Slidell,  La. 

Robt.  S.  Via,  USNR,  Bldg.  16,  V.  A.  Hospital,  Kerrville, Texas 
William  F.  Edwards,  2690  Fifth  Avenue,  Abilene,  Texas 
Norton  D.  Shepperd,  USNR,  Co.  8-51,  Paris  Jr.  College 
Campus,  Paris,  Texas 

Robert  S.  Frickel,  21  Irving,  Pryor,  Okla 

Wm.  H.  Perryman,  USNR.  Sul  Ross  College,  Alpine,  Texas 
Walter  A.  Janvrin  Jr.,  1341  N.  Princeton  Avenue, 
Albuquerque,  N.  Mex. 

Amos  E Eddy,  215  S 70th  E Ave.,  Tulsa,  Okla. 

James  C,  Darby  Jr,,  513|  Knoblock  St.,  StiUwater,  Okla. 
Wesley  E.  David,  617  Jefferson  Blvd.,  Lafayette,  La, 
Lawrence  L.  Bush  Jr.,  4005  Bosque,  Waco,  Texas 

Benjamin  C Logan  Jr  , 86  Silver  City  Cts.,  North 
Little  Rock,  Ark. 

Alexander  B Ireland,  703  Douglas  Blvd.,  Ardmore,  Okla 
Florence  N.  Guest,  208  W’alnut  St.,  Duncan,  Okla 

Franklin  S.  Gilbert,  506  E Seventh  St.,  Dallas,  Texas 
Kenneth  W.  Hite,  1905  Avenue  "M”,  Bay  City,  Texas 
John  R.  Connell,  305  Lowry  St.,  Stillwater,  Okla. 

Rex  E.  London,  Everton,  Ark 

John  E.  Lyon  Jr.,  555  Mitchell  Street,  Conway,  Ark. 
Robert  R.  Salmon,  1314  Duck  Street,  Stillwater,  Okla. 
Earnest  D McMurray,  Winnsboro,  La. 

John  O.  Mostrom,  510  E.  14th  St.,  Bartlesville,  Okla. 

Billy  H,  Miller,  1206  S.  Abe  St.,  San  Angelo,  Texas 

Jack  W.  Murray,  636  Wilkinson  St.,  Shreveport.  La. 


Joseph  Schnadelbach,  2553  Jasmine  St.,  New  Orleans,  La 
vVilliam  C.  Corbell,  1705  W,  Eighth  St.,  Amarillo,  Texas 
Victor  P.  Papoulias, 524  Whittington  Ave  ,Hot  Springs,  Ark. 
Arnett  R.  Pickering,  2222  Bartholomew  Street, 


New  Orleans,  Ga. 

Gordon  V.  Phillips,  5405  Gold,  Houston,  Texas 

William  T.  Porter,  525  South  14th,  Muskogee,  Okla. 

Albert  Penot  Jr.,  2818  St.  Philip  St.,  New  Orleans  19,  La. 
Robert  B.  Dalton  Jr  , 200  S Cochron  St.,  Hobbs,  N Mex 
William  C>  Campbell,  1110  Curtis,  Orange,  Texas 

Leverett  H.  Carpenter,  223  Sunset  St.,  Dallas  8,  Texas 
Charles  A.  Whatley,  Atlanta,  Texas 

William  K.  Tearney,  618  Perkins  Rd„,  Stillwater,  Okla 
Arthur  C.  Sweeny  Jr.,  4905  So.  Birmingham  PL,  Tulsa, Okla. 
Kenneth  S.  Gunter,  217  North  Oaks,  San  Angelo,  Texas 
Johnnie  L.  Howard  Jr.,  Campti,  La. 

William  A.  Wingard,  RFD,  Calico  Rock,  Ark. 

Eulan  C.  Flowers,  1727 NE  Ninth  St.,  Oklahoma  City,  Okla 
Dan  H.  Engle,  Selling,  Okla. 

Paul  J.  Cowan,  Sharyland  School,  RFD  1,  Misston,  Texas 
Para  A.  Crow,  2203  N.  Everest  St.,  OklaRomaCity,  Okla 
Charles  A Melson  Jr.,  407  Monroe,  Gretna,  La 

Joseph  J.  Brewer,  Cordell  Hall,  Rm.  305,  Oklahoma  A 
& M College,  StiUwater,  Okla. 

Alfred  Christofferson  Jr.,  P O Box  467,  Stillwater,  Okla, 
Raymond  D.  Holder,  1225  Postaffice  St.,  Galveston,  Texas 
Richard  J,  Helmer,  1618  N E.  Tenth,  Oklahoma  City,  Okla 
Charles  E McKinnis,  226  E.  Ayers,  Edmond,  Okla. 

Noel  R„  Henderson,  3019  Dick  Taylor,  Monroe,  La 
Jack  Reynolds,  2237  S.W.  24th,  Oklahoma  City,  Okla. 

Harry  E Lamport,  Little  River  Country  Club,  Horatio,  Ark. 
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Archie  L.  Sandifer,  Oak  Grove,  La. 

Odas  P Plank,  721  S E.  30th,  Oklahoma  City,  Okla. 

Frank  M.  Mitchusson  Jr.,  1136  N-.W,  14th,  Okla,  City,  Okla. 
Joseph  Morgan,  Texas  Christian  Univ.,  Fort  Worth,  Texas 
John  L.  Rogers  Jr.,  501  N.  Broadway,  Marlow,  Okla. 
Cornelius  F.  O'Donnell,  619  Second  St.,  New  Orleans, La. 
Clarence  G.  Carnon,  RFD  1,  Fort  Worth,  Texas 

BiU  M.  Devin,  2351  N.W,  20th  St,  Oklahoma  City  7,  Okla. 
Octave  P,  Stouff  Jr.,  Pentagon  Brks  A-3,  Rm.  7 LSU, 

Baton  Rouge,  La. 

Martin  C.  Tyrone,  Prentiss,  Miss. 

William  H Steffey,  Atlanta,  Texas 

DaUas  Vocational  School  Radio  Club,  David  W. 

Murphree,  Trustee,  2222  Ross  Avenue,  Dallas,  Texas 

Homer  C Barnwell  Jr.,  162  S.  Alcazar  St,, 

Albuquerque,  N Mex 

Festus  A.  Elrod,  Bks.845,  Vets.  Village,  Lubbock,  Texas 
Cecil  L.  Eaton,  5615  S W,  68th  St.,  Oklahoma  City,  Okla. 
Henry  T„  Finch  Jr.,  5819  Mercedes.  Dallas.  Texas 

Lonme  H.  Bennett,  5527  Bienville  St.,  Shreveport,  La 

Lewis  D,  Dennard,  407  N.  Penn  St.s  Roswell,  N,  Mex 

Charles  W.  Simonds,  714  North  Prouty,  Watonga,  Okla. 
Robert  D Sullivan,  3426  Mockingbird  Ln.,  Dallas,  Texas 
Herk  B.  Wall,  1010  Main  Street,  Sulphur  Springs,  Texas 
Perry  E.  White,  1812  N.W.  11th  St.,  Oklahoma  City,  Okla. 
Robt. G.  Schoenfeld, 3949  N.W.  26th  St., Oklahoma  City,  Okla. 
Harriett  L.  Sanders,  3120  Lyon  Street,  Laredo,  Texas 
Alsey  P.  Sanders  Jr.,  3120  Lyon  Street,  Laredo,  Texas 
William  O Schwake,  1133  W.  First,  Sulphur,  Okla. 

Ben  A.  Sliaver  Jr.,  515  West  Elm  Street,  Durant,  Okla. 
John  L.  White,  1115  Nassau  Street,  Plainview,  Texas 
Charles  E.  Stailey,  RFD  3,  Lubbock,  Texas 

Howard  L.  Baillie,  2407  Robertson  St.,  Houston,  Texas 
William  C.Drotleff,  210  Edwards  St.,  Corpus  Christi,  Texas 
Eugene  C.  McNally,  1346  South  Richmond,  Tulsa,  Okla. 
Ray  D.  Chedester,  RFD  3,  Box  140,  Edmond,  Okla. 

Hugh  E,  Kessinger,  HQ.  Bn.  AA  & Gm,  Br.  of  Tas. 

BKS,  474,  Fort  Bliss,  Texas 

George  D.  Harvey,  710  West  22|  Street,  Austin,  Texas 

Homer  J.  Carlile,  216  S Hughes  St.,  Morris,  Okla. 

Eldridge  L.  Felder,  Magnolia  St.,  Tylertown,  Miss. 
Westex  Radio  Club,  Robert  W.  Cochran,  Camp 
Wolters,  Mineral  Wells,  Texas 

Albert  R„  Bandy, 4604  Placid  PL, Rt.  4,  Box  539,  Austin,  Texas 
Hugo  Wo  Mosser,  1105  S.  14th  St„,  Slaton,  Texas 

Arthur  B.  Clamp,  725  W„  Ashby  PL,  San  Antonio,  Texas 
Dale  H Grenseman,  130  W.  Houghton  St.,  Santa  Fe,  N.  Mex 
Louie  Peterson  Jr.,  RFD  1,  Canton,  Miss. 

Loren  F.  Reed,  203  South  Washington  St.,  San  Angelo, Texas 
William  I.  Neely,  128  North  Oak  Street,  Dumas,  Texas 

Eugene  C.  Pool,  2306  Adams  Avenue,  Lubbock,  Texas 

John  L.  Russell  Jr.,  807  Ave.  “D”,  El  Campo,  Texas 
Wm  J.  Reynolds,  Bldg.  T -29  Sandia  Base,  Albuquerque, N.  Mex 
George  F.  Odoms,  508  So.  12th,  McAllen,  Texas 

Harvey  H.  Cody,  220  No.  Third  Street,  Morrison,  Okla. 

J.  T.  Martin  Smallwood,  441  W.  75th  St.,  Shreveport,  La. 
George  A.  Palmer,  1411  Santa  Cruz  Dr., Santa  Fe,  N.  Mex. 
John  L.  Ross,  302  Miller  St.,  Atlanta,  Texas 

Wise  H McFerrin,  Pleasant  Hill,  La. 

William  P„  Davis,  Clinton,  . Miss. 

Charles  S.  Oujesky,  6949  S.  Harbor,  Houston,  Texas 

Marvin  R.  Blasser,  5407  Druid  Lane,  Dallas,  Texas 

Everett  Gauthier,  2060  Cloverdale  Av.,  Baton  Rouge,  La. 

Euel  C.  Fortenberry,  1010  Clay  Street,  Kenner,  La. 
Mehl  O.  Brink,  Center  Point,  Texas 

Donald  H Drennan,  Univ.  of  New  Mexico,  Albuquerque,  N.  Mex 
Jessie  Mae  Cain,  RFD  2,  Honey  Grove,  Texas 

William  D.  Kennedye,  2323  “C”  Court,  Enid,  Okla. 

Bryan  G.  Nicklin,  1311  Lincoln  Avenue,  Lawton,  Okla. 
Barnie  L.  Reynolds,  225  Columbus,  Houma,  La. 

Robert  N.  Meador,  843  N.  President,  Jackson,  Miss. 

Kenneth  E.  Ruppe,  417  Fairview  Street,  Ponca  City,  Okla. 
Clarence  R.  Gross,  137  University,  Siloam  Springs,  Ark. 

Hal  B.  Lee,  RFD  2,  Pascagoula,  Miss.. 

William  G.  Gaude,  Box  14,  Port  Allen,  La. 

John  J.  Penney,  3716  East  15th  Court,  Tulsa,  Okla. 

Charles  Larkin,  P.  O Box  574,  Hondo,  Texas 

Arthur  D Long,  2931  W.  Ashby.  San  Antonio,  Texas 

John  O.  Aday,  RFD  7-B,  Waxahachie,  Texas 

David  R.  Johnson,  2909i  College,  Fort  Worth,  Texas 

Dorris  C.  Hunter,  914  Seventh  St  , Hot  Springs,  Ark, 

Lee  E Jackson,  1209  So.  Columbia,  Tulsa,  Okla. 

Morris  B Beard,  542  W„  27th  St.,  Houston,  Texas 

Billy  R Archer,  Box  1111,  Smelter  Hospital,  El  Paso,  Texas 
John  R.  Bell,  2708  Sanders,  Lubbock,  Texas 

Larry  B„  Wolf,  MSC,  Station  A,  Hattiesburg,  Miss. 

Bennett  M McKnight,  Wessen,  Miss. 

Preston  H,  Perry  Jr.,  106  N.  Main  St.,  Rockdale,  Texas 

Harry  E.  Pohl,  2238  Yale  St  , Corpus  Christi,  Texas 

Jack  E Miller,  4615  Laurel  St.,  Bellaire,  Texas 

Harry  H.  Porter,  1425  Ruble,  Pawhuska,  Okla. 

Charles  L Vaughn,  334  E.  Monument,  Jackson,  Miss. 
Eugene  N.  Schroeder,  AA7GM  Branch  Tas,  Ft.  Bliss,  Texas 
Sidney  S.  Thomas,  1241  Harmony  St.,  New  Orleans,  La. 
Denson  C.  Bradshaw,  1509  Central.  Jackson,  Miss. 

Anne’H  Griffith,  6502  Wofford  Ave.,  Dallas.  Texas 

Frank  E.  Hoelzel  Jr.,  204  St.  Joseph,  Alice,  Texas 

Phillip  M Hoverson,  RFD  2,  Mercedes,  Texas 


Oliver  L„  Brownlee,  4410  Kilgore  St.,  Corpus  Christi, Texas 


Irving  H Gray,  1216  Eleventh  St.,  Lake  Charles,  La. 
Wm.  W.  Gillxspie,  318  Barry  Perry  Pl.,  Corpus  Christi,  Texas 
John  L.  Kelly,  1605  Lakeshore  Dr.,  Port  Arthur,  Texas 
Johnny  Hickman,  5510  Alton,  Dallas,  Texas 

Neil  R.  Hendricks,  124  West  Street,  Stillwater,  Okla0 
James  L Henderson,  Grande  Cts.,  Corpus  Christi,  Texas 
Andrew  J McWhorter,  1432  Calhoun  St.,  NewOrleans,  La 
Wm.  P.  Moore  Jr.,449  Homecrest  St., Corpus  Christi , Texas 
Cecil  E,  Palmer,  Sun  Oil  Co.  Camp,  Premont,  Texas 

Bobby  H.  Rigler,  1510  Parker  Street;  Amarillo,  Texas 
Gilbert  W.  Patschke,  303  N Ewing,  Dallas,  Texas 

Jerome  H.  Moeller,  1117  East  Madison,  Bastrop,  La. 
Clarence  Schoppe,  RFD  1,  Somerville,  Texas 

Walter  R.  Orr,  2501  23rd  St.,  Lubbock,  Texas 

George  N.  Rupert,  3118-E  “G"  Street,  Los  Alamos,  N.Mex. 
Grover  L,  Wallace,  RFD  2,  Mineral  Wells,  Texas 

Melvin  M Wallace,  204  Jones  Peary  PL,  Corpus 
Christi,  Texas 

Audys  R Wilson,  Mont  Belvieu,  Texas 

Oscar  A.  Wilson,  Mont  Belvieu,  Texas 

Jack  H.  Mahler,  2817  WiUdnson  St.,  Ft.  Worth  3,  Texas 

Burnett  F Coffey,  106  W.  23rd,  Big  Spring,  Texas 

Earl  L.  Coward  Jr.,  620  S Tenth,  Slaton,  Texas 

John  W.  Crosson,  1202  N.  W.  15th,  Fort  Worth,  Texas 

WinstonC.  Blewster,  539  North  Washington,  Magnolia,  Ark. 
Charles  L>  Buddecke,  3515  Tenth,  Port  Arthur,  Texas 
Harold  H.  Rench,  vVooster  Heights,  Texas 

Josephs.  Sobieski  Jr.,  715Hunstock  Ave.,San  Antonio,  Texas 
William  F.  Cummins  Jr.,  1507  Cherry  St.,  Vicksburg,  Miss 
Davis  C.  Watts  Jr.,  Ark  Highway  68,  Springdale,  Ark. 
Waldemar  F.Henniger, 1400 Burbank, BaytownSta.  B,  Texas 
Edward  W.  Johnson,  1643  Harold,  Houston,  Texas 

L.  L Stacy,  1700  34th  Ave  , Meridian,  Miss. 

Sylvan  C,  Bloch,  1335  Baum,  Vicksburg,  Miss. 

John  E,  McDonald,  RFD  3,  Osceola,  Ark. 
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Bernard  J . Ortscheid,  RFD  1,  Jasper,  Texas 

Vincent  H.  Birge,  1020  W,  31st  St.,  Austin,  Texas 

Glenn  W.  Cain,  RFD  2,  Box  114  X,  Port  Arthur,  Texas 
Tom  Lc  Dennis  Jr.,  3336  Thomas  Blvd„,  Port  Arthur,  Texas 
Thomas  J.  Doss,  1523  14th  St.,  Pascagoula,  Miss. 

Enzley  Durffee,  RFD  1 Box  264,  Virden,  N..  Mex 

Ralph  R=  Thompson,  1847  San  Felipe  Cts  , Houston,  Texas 
Richard  H.  Waters,  1726  S.  Yorktown,  Tulsa,  Okla. 

Harry  J.  Desposito,  Box  786,  Wink,  Texas 

Robert  N.  Beals,  1404  N.  Liberty  St.,  Victoria,  Texas 
Gerald  J.  Olivier,  Madisonville,  La. 

Jerry  P.  Keith,  220  Calhoun  Ave.,  Yazoo  City,  Miss. 

Alfred  D.  Hessenthaler,  KVAI  Trans.  Site,  Amarillo,  Texas 
Charles  E.  Remick,  1834  Austin  Road,  Fort  Bliss,  Texas 

Andrew  Vargo,  1901  So.  Ryan,  Lake  Charles,  La. 

Joe  G.  Griffith  Jr.,  617  South  Avenue  "I",  Idabel.  Okla. 
Wesley  J.  Haywood  Jr.,  321  Minnesota,  Corpus  Christi, Texas 
Linwood  R.  Keech,  3921  Locke  St.,  Fort  Worth,  Texas 
Laurence  J.  Brown,  1738  Tulip  Street,  Los  Alamos,  N.  Mex. 
Noland  M.  Pounders,  2737  Harlandale,  Dallas,  Texas 
Laymon  L,  Stewart,  Briggs,  Texas 

Carl  W.  Gordeau,  RFD  1,  Port  Arthur,  Texas 

Robert  G.  Bynum,  RFD  3,  Sumrall,  Miss. 

Harold  A.  Jacob,  726  Third  Street,  New  Orleans,  La. 
William  H.  Ground,  703  N.  Mesquite,  Carlsbad,  N.  Mex 
James  D Gray,  623  G.  Woodlawn,  San  Antonio,  Texas 
George  C.  Bradburn,  615  N.  Loop  Blvd.,  Austin,  Texas 

Vernon  E.  Russell,  1515  Riverside,  Tulsa,  Okla. 

Russell  J,  Crider,  Jackson  Army  Air  Base,  Jackson,  Miss. 
JohnW.  Fehrs,  Bldg. T-28SandiaBase,  Albuquerque,  N.  Mex 
Stanley  V.  Lucich,  2003  Project  Dr.,  Albuquerque,  N.  Mex 
Albert  P.  Poupart  Jr. ,71 8 S.  Salcedo  St., New  Orleans  La. 
Loyd  Allen,  Rancho  Del  Sol,  Bayard,  N.  Mex 

Basil  L.  Hurst,  Clarendon,  Texas 

Cecil  W.  Walcup,  Mandeville,  La. 

Don  B,  Shuster,  R.  105  A.  Sandia  Base,  Albuquerque,  N.  Mex 
Melvin  J,  Alsbury,  8634  Angora,  Dallas,  Texas 

Herbert  J.  Howe,  647  LSU  Ave.,  Baton  Rouge,  La. 
James  M.  Davidson  HI,  Carnzo  Springs,  Texas 

William  H.  Ellison,  Box  708,  Eagle  Pass,  Texas 

Leon  W.  Santos,  702  Second  Ave.  N.,  Texas  City,  Texas 
Roy  A.  Yarbrough,  907  Avenue  “H”  N.W,,  Childress,  Texas 

Texas 
Texas 
Texas 
Texas 
La. 

La. 
Texas 
Texas 
Texas 
Okla. 
Texas 


Harold  W„  Hamm  Jr.,  Goodfellow  Field,  San  Angelo, 

George  G Gochis,  2401  14th  St.,  Lubbock, 

Jacques  C.  Lewis,  710  E,  Ave,  “D”,  Alphine, 

Harold  L.  Morris,  1312  Potter,  Borger, 

Raymond  J.  Ordoqui,  271  Avenue  “A”,  Westwego, 

Paul  H.  Gouaux,  1220  Common  St,,  Lake  Charles, 

Elwood  R.  Smith,  2915  Metcalf  Street,  Houston, 

Jerry  W.  Smith,  706  Austin  St.,  Jacksonville, 

Jack  B.  Rice,  P.  O.  Box  132,  Georgetown, 

Carl  J.  Weiche,  4313  West  43rd  Street,  Tulsa  15, 

Rubin  W.  Strong,  Hereford, 

Bison  Amateur  Radio  Club,  Elvin  W,  Miller,  WT  Short 
Science  Bldg,  on  Campus,  Okla  Bapt  Univ„,  Shawnee,  Okla, 
Terrence  E.  Davis,  2005  Stanley  Blvd.,  Pt.  Arthur,  Texas 
Albert  E.  Basinger  Jr.,  2004  S.  Osage,  Bartlesville, 

Elvin  Spinks,  2705  Montgomery  Cts.,  Laredo, 

Longhorn  Amateur  Radio  Club,  Fred  E.  Brooks  Jr., 

24th  & Speedway  Sts,  , Austin, 

Spartan  Am.  Radio  Club,  Howard  H.  Williams, 

Spartan  School  of  Aeronautics,  Tulsa, 

Okla.  City  Univ.  Am.  Radio  Society,  Leonard  T. 

T.  Hanstein,  Oklahoma  City, 


Okla. 

Texas 

Texas 

Okla. 

Okla. 


Thomas  D.Brooks,2553  N.  Rocheblave  St., New  Or  leans,  La. 
Luster  U.  King,  701  Vine,  Corning,  Ark. 

Wayne  E.  Jamison,  912  Rice,  Little  Rock,  Ark. 

Turner  B.  Cooper,  2200  Wolfe,  Little  Rock,  Ark. 

Earl  J.  Campbell,  51  Beaverbrook  St.,  Jackson,  Miss. 
William  G.  Cook,  RFD  1,  Hagerman,  N.  Mex 

Natchitoches,  La. 

George  H.  Newman,  Natchitoches  Trade  School, 

John  B<  Squier,  109^  Farragut  St.,  Laredo,  Texas 

John  A,  Taylor,  Cullen,  La 

Billy  J.  Tucker,  RFD  6,  Box  251,  Little  Rock,  Ark. 

Philip  J.  Tilotta,  1610  Fulton,  Houston,  Texas 

William  D.  Prewitt,  206  S.  Eleventh,  Henryetta,  Okla. 
John  R,  Sewell  Jr.,  2322  NW  17th  St.,  Oklahoma  City,  Okla. 
Lawrence  D.  Freret,  1009  Alta  St.  Gilmore  PL, 

Metairie,  La. 

Clarence  E.  Sharp,  10810  Garber  Ln.,  Houston  15,  Texas 
James  D.  McNair,  Route  4,  Tylertown,  Miss. 

Curtis  A.  Burnside,  KROD,  S.  Hammett,  El  Paso,  Texas 
Fidele  J.  Marineau,  Enid  Army  Airfield,  Enid,  Okla. 

Paul  K.  Goodrich,  3609  Meadow  Lake  Ln.,  Houston 6,  Texas 
Edwin  D.  Davis,  Perkins,  Okla. 

Gynoe  H.  Beese,  3008  Venice  Blvd.,  Oklahoma  City  7, Okla. 
Lamoine  S.  Carson,  Box  3062,  Oklahoma  City,  Okla. 

Carl  J.  Macumber,  1415  Maple  Dr.,  Midwest  City,  Okla. 
Hiram  T.  McDaniel,  311  W.  MacArthur  Rd.,  Shawnee, Okla. 
Ray  R.  Miller,  2025  Harden  Drive,  Oklahoma  City  5,  Okla. 
Gene  F.  Harrison,  4917  Worth,  Dallas,  Texas 

Robert  M.  Rowe,  2753  Hill  Ext.,  Alexandria,  La. 

Ernest  J.  McDonald,  2532  WestCollege,  Shreveport,  La. 
Vannoy  D,  Weaver,  2507  Third  Ave.,  Dallas,  Texas 

Martin  K.  Thomen,  Rear  1004  Seventh,  Orange,  Texas 
Robert  D.  Canfield,  Enid  AAF  Field,  Enid,  Okla. 

Mervin  G.  Asmussen,  425  N.W.  13th,  Oklahoma  City,  Okla. 
Dalton  E.  Lewis,  1609  Sixth  Ave.,  Port  Arthur,  Texas 
Richard  D.  Suggs,  1002  Avenue  “B”,  Orange,  Texas 

John  B.  Callaghan,  2119  Eagle  St.,  Houston,  Texas 

Delwin  L.  Ulstad,  1116  East  Haskel,  Tulsa,  Okla 

B.  H.  Adams,  Box  924,  Wink,  Texas 

Harold  E.  Rorschach  Jr.,  2544So. Norfolk  St.,  Tulsa,  Okla. 
Frame  R.  Roycroft,  722  South  Arthur,  Enid,  Okla 

J.  H.  FitzGerald,  408  No.  LaguayraAve., Albuquerque,  N.Mex. 
James  N.  Miller,  1907  Oak  Avenue,  Port  Arthur,  Texas 
Walter  E.  Stuermann,  2747  E.  Fifth  PL,  Tulsa,  Okla. 
David  H.  Kemker,  404  Park  Blvd.,  New  Orleans,  La. 
Carlton  D.  Smith,  2008  Speedway,  Greenville,  Texas 
Philip  M.  Blair,  611  West  Main,  Houston  6,  Texas 

Buddie  O.  Bolton,  151  East  Ash  Avenue,  Fairfax,  Okla 
John  R.  Cockrell,  Lavernia,  Texas 

Dorothy  A.  Cresap,  313  No.  River,  Commerce,  Okla. 
Clyde  H.  Freed  Jr.,  1122  Columbia  Ave.,  El  Dorado,  Ark. 
Margareto  M.  Lugo,  512  Morales,  San  Antonio,  Texas 
Donald  C,  Hudson,  B O Q Bldg.  B,  Randolph  Field,  Texas 
Robert  “Bob”Howell,  543  W.  Wildwood,  San  Antonio,  Texas 
Norman  E.  Schmidt,  126  Santa  Fe  Dr.,  Houston,  Texas 
Kenneth  R.  Hightower,  729  Bates,  Batesville,  Ark. 

John  J.  D'Andriole,  326  Rowland  Dr.,  Ft.  Worth  8,  Texas 
Lester  A.  Jeffries,  RFD  2 Box  520,  Lake  Charles,  La. 
Hugh  L .Brownlee ,4728  J efferson  Hwy . ,New  Orleans  21,  La. 
Edward  S.  Brown  Jr.,  1008  South  Richmond  Ave., 
Albuquerque,  N.Mex. 

Joseph  3.  Humbarger,  1910  Ridgewood,  Houston,  Texas 

Charles  B.  Paxton,  RFD  2,  Box  141,  Vicksburg,  Miss. 
Charles  E.  Parnell,  4750  Tupelo  St.,  Baton  Rouge,  La. 
Bert  C.  Johnson,  806  Sealy,  Monahans,  Texas 

Allen  E.  Collier,  729  Post,  Corpus  Christi,  Texas 

Robt  L.  Westbrook, College  of  the  Ozarks, Clarksville, Ark. 
Waldemar  R.  Zuehl,  434  N.  Camp  St.,  Seguin,  Texas 

William  E.  Tucker,  418  Recio,  San  Antonio,  Texas 

Charles  T.  Hook,  111  Haig,  Lafayette,  La. 


W5NOI  Thomas  C,  Hendricks  Jr.,  1019  S.  Maxey,  Sherman,  Texas 
W5NOJ  Theodore  C . Dobbs  Jr.,  RFD  2,  Appleby,  Texas 

W5NOM  John  H.  Fuselier,  333  W.  Cherry  St.,  Opelousas,  La. 
W5NON  Addison  M.  Fowler,  3509  Audubon  Place,  Houston  6,  Texas 
W5NOO  James  R.  Brooks,  3000  Barksdale  Blvd.  , Bossier,  La. 
W5NOP  Lowell  Otto,  4804  Allen  Street,  New  Orleans  22,  La. 
W5NOQ  Tommy  L.  Humphries,  2808  Murphy,  Fort  Worth,  Texas 
W5NOR  Raymond  R.  Zoth,  1112  West  5th  Street,  Littlefield,  Texas 
W5NOS  Mack  G.  Tate  Jr.,  2816  Dell,  Fort  Worth,  Texas 

W5NOT  Thomas  V,  Terry,  804  Maltby,  Houston,  Texas 

W5NOU  Harold  L.  Whear,  1918  Canterbury  St..,  Houston,  Texas 
W5NOV  John  S.  Moore  Jr.,  Moore’s  Studio  Main  St.,  Lepanto,  Ark 
W5NOW  Grace  Moorman,  Goree,  Texas 

W5NOX  Fernand  A.  Donadieu,  Gramercy,  La. 

W5NOY  Robert  E.  Foster,  710  E.  Sullenburger  St.,  Malvern,  Ark. 
W5NOZ  Viking  Radio  Club,  Joe  W.  Stapelton,  101  Baldwin 

Blvd.,  Corpus  Christi,  Texas 

W5NPA  William  J.  Vette,  1901  Shely  Street,  Corpus  Christi,  Texas 
W5NPB  Leo  L.  McFarland,  703  Water  St.,  Weatherford,  Texas 
W5NPC  Donald  W,  Harris,  San  Jose  Mission,  San  Antonio,  Texas 
W5NPD  Edward  R.  Lamprecht,  RFD  3,  Box  94,  Victoria,  Texas 
W5NPE  John  W.  McDaniel,  220  Hill  Terrace  Dr.,  Nederland,  Texas 
W5NPF  Homer  H.  Hines,  411  W.  Ninth,  Quanah,  Texas 

W5NPG  Robert  E.  Humphrey,  4000  Speedway,  Austin,  Texas 
W5NPH  Frazier  E.  Patrick,  Oil  City,  La 

W5NPI  John  H,  Davis  Jr.,  1829  Coleman,  San  Angelo,  Texas 

W5NPJ  James  E.  Martin,  210  3 Oak,  Hammond,  La. 

W5NPK  Lee  W.  Short,  925  Bowmar  Avenue,  Vicksburg,  Miss. 
W5NPL  Robert  L.  Gillespie,  1136  E.  Hattie,  Fort  Worth,  Texas 
W5NPM  Mathew  Sandlin,  Canyon,  Texas 

W5NPN  Stanley  L.  Schwartz,  4916  Dryades,  New  Orleans,  La. 
W5NPO  Edward  M.  Clore,  Flora,  Miss. 

W5NPP  Charles  W.  Bonnet,  3029  Jarrard,  Houston  5;  Texas 
W5NPR  Jack  S.  Williams,  701  West  Washington,  Marfa,  Texas 
W5NPQ  Harold  T.  Swenson,  P.  O.  Box  283,  Palacios,  Texas 

W5NPR  Jack  S.  Williams,  Hill  & Lincoln,  Marfa.  Texas 

W5NPS  Morris  Blades,  843  St.  Charles  St.,  New  Orleans,  La. 
W5NPT  J.  David  Gavenda,  Box  25,  Rio  Hondo,  Texas 

W5NPU  Robert  M.  Roberson,  1826  Bennett  Ave.,  Dallas,  Texas 
W5NPV  Anthony  Brocato  Jr,,  109  Chrisman  Ave.;  Cleveland,  Miss 
W5NPW  Harvey  Renger,  118  Kroschell,  Hallettsville,  Texas 

W5NPX  Homer  A.  Lasitter,  410  N.  Cameron,  Alice,  Texas 

W5NPY  William  L.  Bulger  Jr.,  806  Linder  St.,  Houston  9,  Texas 
W5NPZ  Marvin  R.  Thomas,  3766  Port  Ave ,,  Corpus  Christi,  Texas 
W5NQ  James  V.  Radford,  201  Spring  St.,  Nederland,  Texas 
W5NQA  Henry  E.  Banta,  504  North  Louisiana,  Roswell,  N.Mex. 
W5NQB  Arbye  L.  Curtis  Jr.,  5811  Ellsworth,  Dallas,  Texas 

W5NQC  Donald  K.  Cederstrom,  923  South  Lawton,  Tulsa,  Okla. 
W5NQD  Joseph  R.  Boucher,  1208  N.  Spring  St.,  Amarillo,  Texas 
W5NQE  Jack  L.  Price,  800  N.  34th  St.,  Fort  Smith,  Ark. 

W5NQF  Wilhelm  Wesenick  Jr.,  1414  N.W,  50th  St.,  Oklahoma 

City  6,  Okla 

W5NQG  John  O.  Sikes  Jr.,  205  E.  Roxana  Street,  Hobbs,  N.  Mex. 
W’5NQH  Jasper  L.  Snellings,  1830  Forest  Hill,  Houston  12,  Texas 
W5NQI  Paul  J.  Beringer,  621  East  Ragland,  Kingsville,  Texas 

W5NQJ  Juan  F.  Valadez,  1408  Swain  Street,  El  Paso,  Texas 

W5NQK  John  C.  Ward  Jr.,  RFD  1,  Batesville,  Ark. 

W’5NQL  Philip  O.  Vogel,  2840  Princeton,  Fort  Worth,  Texas 
W5NQM  Mark  H.  Webb,  3206  Avenue  So.,  Wichita  Falls,  Texas 
W5NQN  Herman  C,  Wall,  1017  Robbie,  Houston,  Texas 

W5NQP  Rollie  R.  Simmons  Jr.,  168  Santa  Fe  Heights,  Clovis,  N.  Mex 
W5NQQ  Norman  E.  Green,  Veterans  Housing,  University,  Miss. 
W5NQR  William  M.  Long,  Qtrs,  P-1616,  16th  Loop,  Sandia 

Base,  Albuquerque,  N.  Mex. 

W5NQS  Earnest  V.  Johnson  Jr.,  3300  Third  St.,  Brownwood,  Texas 
W5NQT  Elizabeth  J.  Luce,  1113  Douglas  Avenue,  Las  Vegas,  N.Mex. 
W5NQU  Harold  T.  Luce,  1113  Douglas  Avenue,  Las  Vegas,  N.  Mex. 
W5NQV  Harold  H.  Nehrenz,  3217  N.W.  32nd,  Oklahoma  City,  Okla. 
W5NQW  Sammye  R.  Earhart,  107  N.  Jackson,  Tucumcari,  N.  Mex 
W5NQZ  Worth  M.  Speed,  Air  Reserve  Training  Det,  Bldg. 

408,  Hensley  Field,  Texas 

K5NR  Louis  J.  J.  Spengler,  Bn.  8-28  USNR,  San  Antonio 
Arsenal,  San  Antonio, 

W5NRA  James  R.  Miller,  41  Renpass  Ave.,  Harahan. 

K5NRA  William  M.  Monroe,  USNR  Armory,  Sabine, 

W5NRB  William  C.  Bennett,  215  So.  14th,  Albuquerque, 

K5NRB  John  J.  Flood  Jr.,  USNR  Armory,  Fort  Worth, 

W5NRC  Percy  G.  Root,  RFD  7,  Jackson, 

K5NRC  Nathan  A.  Bickley,  USNR,  1941  So.  3rd  St.,  Abilene, 

W5NRD  Fort  Worth  Kilocycle  Club,  Earnest  T,  Neff, 

3401  West  Lancaster,  Fort  Worth, 

K5NRD  Chas.  S.  Yancey,  USNR  Trg.  Center,  Love  Field,  Dallas, Texas 
W5NRE  Warren  N.  Hubert,  1131  Elmdale  Place,  Dallas,  Texas 
K5NRE  James  R.  Kittrell,  USNRTC,  1313  Indiana,  El  Paso,  Texas 
W5NRF  Eugene  B.  Scroggms,Rte  16, Strawberry  Rd.,Pasadena,Texas 
K5NRF  Levert  L.  Geren,  USNR,  City  Hall,  Groesbeck,  Texas 
W5NRG  Edwin  W.  Scroggins,  RFD  16,  Pasadena,  Texas 

K5NRG  Geo.  E.  DeVilbiss,  USNRAS,  Bldg,  84, Corpus  Christi,  Texas 
W5NRH  EverettF.Merriam,  2714  McEarl  Dr.,  Albuquerque,  N.Mex. 
K5NRH  Robert  E.  Chrone,  USNR,  300  Travis  Street,  Houston, Texas 
W5NRI  Charles  C.  Neal,  16l3i  North  Kansas,  Roswell,  N.  Mex. 
K5NRI  Wm.  B.  Brown,  USNR  Armory,  10  NE  23,  Okla. City,  Okla 
W5NRJ  William  A.  Braunig,  1520  S.  Meadowbrook,  Garland, 

K5NRJ  Willi im  S.  Oates,  USNR,  701  E.  12th  St., Stillwater, 

W5NRK  Merwin  B.  Forbes,  1108,  11th  Loop,  Sandia  Base, 
Albuquerque, 

K5NRK  Claude  S.  Kirkpatrick,  USNR  Armory,  Tulsa, 

W5NRL  Lela  M.  Forbes,  1108  11th  Loop,  Sandia  Base, 

Albuquerque, 

K5NRL  Joe  B.  Renfro  Jr.,  USNR,  714-16  W.  Jonesboro  Dr., 

Little  Rock, 

W5NRM  Joe  Melton,  168  Harrison  Courts,  Biloxi, 

K5NRM  James  L.  Tucker,  Grider  Fid.  Airport,  Pine  Bluff, 

W5NRN  Richard  T.  Kroll  Barrack  469,  Fort  Bliss, 

K5NRN  James  E.  Hawkins,  USNR  Armory,  Fort  Smith, 

W5NRO  Joe  R.  Taylor,  Ingleside, 

K5NRO  Jerry  I.  Rhodes,  USNR,  572  Main  St.,  Eagle  Pass,  Texas 
W5NRP  Raymond  Hoffman,  P-ll04Sandia  Base,  Albuquerque,  N.Mex. 
K5NRP  Wm.  R.  Foley,  USNR,  Co.  8-46,  Bldg.  797,  E.  Campus, 

Texas  A & I College,  Kingsville,  Texas 

W5NRQ  John  R.  Sharp,  907  West  Ninth,  Plainview,  Texas 

K5NRQ  Hugh  C.  Wallis  n,  Lafayette  Airport,  Lafayette,  La. 
W5NRR  Paul  A.  Sutherland  920  W.  Sears,  Denison,  Texas 

K5NRR  Geo.  T.  DeLaMatyr,  USNR,  500  1st  St., Baton  Rouge,  La. 
W5NRS  Elbert  L.  Risinger,  Bedias,  Texas 

K5NRS  Arthur  W.  Pryor, USNR,  State  Fair  Grounds ,Shreveport,La. 

tf5NRT  Julius  K.  Morgan  Jr.,  USNR  Armory,  Jackson,  Miss. 

W5NRU  Homer  F.  Williams,  U.  S.  Hwy.  11,  Ellisville,  Miss, 
K5NRU  James  W.  Clopton,  USNR  Training  Center,  Helena,  Ark. 
W5NRV  Frank  A.  Davis  Jr.,  3608  Mt.  Vernon,  Fort  Worth,  Texas 
K5NRV  Paul D.Montjoy  Jr., USNR,  Div. 8-38, Elm  St.,  Leflore,  Mass. 
W5NRW  Arthur  C.  Ellzey  Jr.,  Lakeshore  Drive,  McComb,  Miss. 
K5NRW  William  Johannsen,  USNR,  Org.  Surf  Div.  6-73, 

Duncan  Park,  Natchez,  Miss. 

W5NRX  Edward  C.  Ekola,  RFD  2,  El  Paso,  Texas 

K5NRX  James  M.  Milne,  USNR,  1905  So.  Yale,  Albuquerque,  N.Mex. 
K5NRY  Lyman  M.  Edwards,  USNR,  Bldg.  32,  AAF,  Enid,  Okla. 

W5NRZ  Phillip  A.  Diltz  Jr.,  404  Virginia,  Big  Spring,  Texas 

K5NRZ  Homer  C.  Cooke,  Bldg.  31,  Former  NAS,  Shawnee,  Okla 
W5NS  Egbert  W.  Whitney,  1632  So.  79th  East  Ave.,  Tulsa,  Okla. 

W5NSB  Francis  R.  Wilhite,  210  Eleventh  St.,  Orange,  Texas 

W5NSC  Leo  G.  Gruetzmacher,  5533  East  Fourth  St.,  Tulsa,  Okla. 
W5NSD  John  A.  Doering,  3301  Southwestern,  Dallas,  Texas 

W5NSE  Lawrence  M.  Beckman,  419  Matamoros,  Laredo.  Texas 


Texas 

La. 

Texas 

N.  Mex, 

Texas 

Miss. 

Texas 

Texas 


Texas 

Okla. 

N.  Mex, 
Okla, 

N.  Mex. 

Ark, 

Miss. 

Ark 

Texas 

Ark, 

Texas 


W5NSF 

W5NSG 

W5NSH 

W5NSI 

W5NSJ 

W5NSK 

W5NSL 

W5NSM 

W5NSN 

W5NSO 

W5NSP 

W5NSQ 

W5NSR 

W5NSS 

W5NST 

W5NSU 

W5NSV 

W5NSW 

W5NSX 

W5NSY 

W5NSZ 

W5NTB 

W5NTA 

W5NTC 

W5NTD 

Wf-NTE 

W5NTF 


Louis  E.  Brown,  1215  Edward  Circle,  Dallas,  Texas 

Charles  F.  Burney,  4723  W,  Chester  Mall , Dallas,  Texas 
Dennis  E.  Feigenspan,  140  Houston,  College  Station,  Texas 
John  F.  Edwards,  2854  Catherine  Street,  Dallas,  Texas 
Ernest  J.  Bernard,  Chenault  Street,  Bunkie,  La. 

Ellis  R.  Robbins  Jr.,  914  Cypress,  La  Marque,  Texas 
John  M.  Brackett,  4221 1 Dauphine,  New  Orleans,  La. 

Joe  R.  Price,  1207  Washington  Avenue,  Waco,  Texas 

John  B.  Braffett,  Radio  Station  KCTX,  Childress,  Texas 
Harold  G.  Garrison,  1808  A.  West  37th,  Austin,  Texas 
Albert  E.  Fluke,  RFD  8,  Waco,  Texas 

Temple  J.  Daugherty,  Qtrs.  187-A  Sandia  Base, 
Albuquerque,  N.  Mex. 

Quinton  O.  Lofland,  1909  S.  E.  13th,  Brownsville,  Texas 
James  H.  Fulford,  530  Majestic,  Houston,  Texas 

Robert  £.  Kersey,  3138  No..  Roman  St,, New  Orleans,  La. 
Alcide  M.  LeBlanc,  2624  St  Roch  Ave,,  New  Orleans, La. 
Lester  E.  Lamoreaux,  704  Vine  St.,  Farmington,  N.Mex. 
Floyd  K.  Noel,  700  Wildwood  Ave.,  No.  Little  Rock, Ark. 
Charles  H Sanders,  Highways  70  & 80,  Las  Cruces,  N.  Mex. 
Anatole  J.  Navarre  Jr.,  Paper  Mill  Addn.,  Orange,  Texas 

N.  Mex. 
Texas 
N.  Mex. 
Texas 
Texas 
Texas 


Ernest  S.  Luce,  1113  Douglas  Avenue,  Las  Vegas, 
Jerry  Garrett,  1511  Riverside  Drive,  Austin, 
Bernard  D.  Pollack,  919-C  P St.,  Los  Alamos, 
Helmut  Sommer,  204  Grove,  College  Station, 
Wm.  A.  Weathers,  3851  Mt.  Vernon  St.,  Ft.  Worth, 
John  C.  Pinson,  2217  17th  Street,  Lubbock, 
Harry  A.  Pickens,  723  Ridgeroad  Park  Hill, 
North  Little  Rock, 


Ark. 


W5NTG  Pascagoula  Amateur  Radio  Club,  Donald  S„  Jefferies, 
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W5NTK 
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W5NTO 
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W5NTT 
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W5NTX 

W5NTY 

W5NTZ 
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W5NUA 

W5NUB 
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W5NUD 

W5NUE 
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W5NUH 
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W5NUL 

W5NUM 

W5NUN 

W5NUO 

W5NUP 

W5NUR 

W5NUS 

W5NUT 
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W5NUV 

W5NUW 

W5NUX 

W5NUZ 

W5NV 

W5NVA 

W5NVB 

W5NVC 

W5NVD 

W5NVF 

W5NVG 

W5NVH 

W5NVI 

W5NVJ 

W5NVL 

W5NVM 

W5NVN 

W5NVO 

W5NVP 

W5NVQ 

W5NVR 

W5NVS 

W5NVT 

W5NVU 

W5NW 

W5NVW 

W5NVX 

W5NVY 

SW5NVZ 

W5NW 

W5NWA 

W5NWB 

W5NWC 

W5NWD 

W5NWE 

W5NWF 

W5NWG 

W5NWH 

W5NWI 

W5NWJ 

W5NWK 

W5NWL 

W5NWM 

W5NWN 

W5NWO 

W5NWQ 

W5NWR 

W5NWS 

W5NWT 

W5NWV 

W5NWW 

W5NWX 

W5NWY 

W5NWZ 

W5NXA 

W5NXB 

W5NXD 


South  Pascagoula  Avenue,  Pascagoula,  Miss. 

Wayne  A.  Hawkins,  220  Arnold,  Arlington,  Texas 

James  A.  Hiatt,  3415  Altura  Blvd.,  El  Paso,  Texas 

John  E.  Hyman,  3007  Frutas,  El  Paso,  Texas 

Merle  C.  Holmes,  Anthony,  N.  Mex. 

George  B.  Lagaly,  RFD  2,  El  Reno,  Okla. 

Melvin  T.  Mattison,  321  North  13th  St.,  Albuquerque,  N.  Mex. 
Carl  L.  Newholm,  605  West  Broadway,  Farmington,  N.Mex. 
Harry  T.  Hubbard,  1525  Alhambra  St.,  San  Antonio, Texas 
Shelton  R.  Nelson,  Terry  Village  39-2,  Fayetteville,  Ark. 
University  of  Houston  Amateur  Radio  Club,  Addison 
M.  Fowler,  Trustee,  3801  St.  Bernard  St.,  Houston  4,  Texas 
David  J.  Richardson,  Waelder,  Texas 

Joseph  E.  Nearns,  215  South  Fifth  Ave.,  Paragould,  Ark. 
Raymond  M.  Cratty,  RFD  6,  Little  Rock,  Ark. 

Arthur  D.  Dawes,  519  Sullivan,  Minden,  La. 

James  L.  Ferguson,  Arkansas  Polytechnic  College, 

Power  Plant,  Russellville,  Ark. 

Harry  S.  Bohm,  RFD  2,  Crossett,  Ark. 

James  Grubbs,  New  Austin  Hwy.  U.  S.  81,  San  Antonio,  Texas 
Richard  A.  Stickney,  1109  Floride,  Dallas,  Texas 

Elliot  I.  Steinman,  3511  Louisiana  Avenue  Pkwy., 

New  Orleans,  La. 

Ernest  E.  Pike,  RFD  1,  Savoy,  Texas 

Richard  H,  Bauer,  5010  Goodwin,  Dallas  5,  . Texas 
O.  D.  Parham,  519  No.  Washington,  Stillwater,  Okla. 
Glenwood  Phillips,  4417  Hain,  Houston,  Texas 

John  C.  McCorquodale,  524  Charleston  Avenue, 

Port  Arthur,  Texas 

Rawleigh  D.  Jones,  Base  Trailer  Park,  Trailer  53, 

Kirtland  Air  Force  Base,  Albuquerque,  N.Mex. 

George  A.  Jones,  112|  So.  Park,  Little  Rock,  Ark. 
Lamar  T.  Hutchinson,  356  West  Avenue,  Harahan,  La. 
Worth  M.  Speed,  Military  Res  A/C  Res.  Unit  175  BU, 

Building  1,  Robins  Street,  Ellington  Field,  Texas 

Robert  L.  Lebkowsky,  505  Bell,  Big  Spring,  Texas 

Lovick  R.  Brewer,  Prairie  Grove,  Ark. 

James  L.  Booker,  507  Pennsylvania,  Slidell,  La. 

Washington  Elitchko,  1609  Seventh,  Port  Arthur,  Texas 
Fred  A.  Gerdes,  1624  So.  Jackson  St., Tucumcari,  N.Mex. 
Herman  E.  Foster,  2 S.  W.  28th,  Oklahoma  City,  Okla. 
Lorraine  H.  Sims,  RFD  5,  Lubbock,  Texas 

Harold  G.  Wood,  1809  Elm  Drive,  Oklahoma  City,  Okla. 
Marvin  L.  Strong,  1113s  So.  Mam,  Tulsa,  Okla. 

Gillla  J.  Wood,  526  No.  Broadway,  Shawnee,  Okla. 

Joseph  C.  Brannan,  303  East  First,  Mt.  Pleasant,  Texas 

James  N.  Watson,  RFD  1,  Box  30,  Hattiesburg,  Miss. 

Walter  H,  Allen,  Box  881,  Elsa,  Texas 

Carlos  L.Dodd,  3809  Catherine  Ave., New  Orleans  20, La. 
George  Bradley.  Bldg.  981,  Kelly  Field,  San  Antonio,  Texas 
Carl  Dodge,  5420  Pine,  Bellaire,  Texas 

Burnett  T.  Smith,  2604  Second  Street,  Lubbock,  Texas 
Tommy  L.  Peterman,  1500  So,  Choctaw,  El  Reno,  Okla. 
Donald  F.  Ross,  804  West  Willow  Street,  Durant,  Okla. 
Andy  W.  Scott,  318  So.  Burns,  Holdenville,  Okla. 

Maurice  Y.  White,  1135i  So.  Frankfort,  Tulsa,  Okla. 

Gleneth  B.  Berry,  5106  Avenue  “F”,  Austin,  Texas 

Ernest  R.  Hoskins,  4020  Lincoln  Ave.,  El  Paso,  Texas 
Earl  G.  Hawkins  Jr.,  2329  Eighth,  Port  Arthur,  Texas 

Carl  H.  Harp,  128  W.  Adams,  Crescent,  Okla. 

Everett  D.  Nevill,  1835  No,  Henderson,  Dallas,  Texas 
Donald  R.  Johnson,  Piggott,  Ark. 

Joe  P.  Johnson,  1341  S.W,  36th  St., Oklahoma  City,  Okla. 
JohnW.  Jones  Jr.,  Box  622,  Vets.  Village, Stillwater,  Okla. 
William  R.  Keyes,  831  East  Main,  Ada,  Okla. 

Jose  M„  Ochoa  Jr.,  Villareal,  Laferia,  Texas 

Roger  L.  Weddell,  116--C  Manhatten  Loop,  Los 
Alamos,  N.  Mex 

V.  P.  Hearon,  903  Arch  Street,  Aransas  Pass,  Texas 
Leonard  Wilson,  221  No.  Washington  St„,  Albuquerque,  N.  Mex. 
Frederick  H.  Kasten,  Univ.  Trailer  Village,  Houston,  Texas 
Sidney  E.  Davis,  4111  Cumberland,  El  Paso,  Texas 

Leonard  F.  Breedlove,  2671  Quinn,  Fort  Worth,  Texas 

Kenneth  M.  Sterling,  P.O.  Box  162,  Binger,  Okla. 

Carl  L.  Knelly,  310  Baker  St.,  Hamilton,  Texas 

Raymond  F.  Smith,  RFD  1,  Box  166,  Edinburg,  Texas 
Wayland  M.  Groves,  1406  West  12th  Street,  Odessa,  Texas 
Tom  M.  Nash,  1217  Lansanne,  Dallas,  Texas 

Joseph  L.  Pringle,  1008  West  4th  St.,  Hattiesburg,  Miss. 
Darrell  B,  Faubion,  1008  East  38^  Street,  Austin,  Texas 
Charles  W,  Carter,  7042  Toland,  Dallas,  Texas 

Billy  Bo  Rogers,  Andrews,  Texas 

Bill  B.  Nelson,  612  S.E.  Avenue  “ L”,  Idabel,  Okla. 

Cecil  R.  Hurley,  Delhi,  La. 

Norman  W.  Hennig,  1324  South  Fifth  St„,  Tucumcari,  N,  Mex. 
Geo.  D.  Hankins,  115  Los  Griegos  Rd.,  Albuquerque,  N.  Mex 
George  J Williams  Jr.,  Gage,  Okla. 


Kirby  C Ponds,  RFD  2,  Columbus, 


Miss, 


Kenneth  R.  Lundy,  1221  South  Sneed  Street,  Tyler,  Texas 
Vincent  V.  Hannah,  1707  Ridgecrest  Cr., Albuquerque, N.Mex. 
Herbert  P.  Kauffman,  1800  Farragut  St.,  Algiers,  La, 
Earl  Wo  Johnson,  718  Wyandotte,  Bartlesville,  Okla. 

Charlie  D Anderson,  4617  Lyons  Road,  Austin,  Texas 
Velma  C,  Cunningham,  Mexico  & Farragut,  Zapeta,  Texas 
Francis  J.  Bowen,  1210  Virginia  Blvd,  San  Antonio,  Texas 
Don  Fischer,  908  Don  Ann,  Austin,  Texas 

James  W.  Hood  Jr.,  2231  Wyoming,  San  Antonio  3,  Texas 
Frank  R.  Sloan,  1419  Loomis,  Dallas,  Texas 

Cecil  A.  Palmer,  701  South  16th  Street,  Waco,  Texas 

Billy  J.  Sandlin,  2101  West  10th  Street,  Odessa,  Texas 

Frank  Chilton,  5588  Dutton  Ave,,  Baton  Rouge,  La. 

Robert  E.  Rhode.  2511  Hamilton  Street,  Houston,  Texas 
Joseph  D.  Peter,  8913  Stroelitz,  New  Orleans,  La. 

Murray  L.  Wykc-s,  810  Taulbee  Lane,  Austin,  Texas 
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WdOBL 

W50BM 
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W50BQ 
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W50BT 

W50BU 

W50BV 

W50BX 

W50BY 

W50BZ 

W50CA 

W50CB 

W50CC 

W50CD 

W50CE 

W50CG 

W50CH 

W50CK 

W5QCL 


Robert  W.  Freyman,  2255  46th  Street,  Los  Alamos,  N.Mex. 
Norman  L,  Maguire,  434  No.  Maple,  Albuquerque,  N.  Mex 
Clark  F,  Koffke,  708  E.  Yoakum  Ave.,  Kingsville,  Texas 
Myrtle  E.  Thomey,  1416  Sta  Clotilde,  Laredo,  Texas 
Edward  W,  Freiburghouse,  1909  Harrison,  Amarillo,  Texas 
Joe  Patalive,  Qtrs.  1106B,  Sandia  Base,  Albuquerque , N Mex 
James  R.  Sevier,  Box  309,  Conroe,  Texas 

Asa  D Hemperley  Jr.,  Hosston,  La, 

James  A.  Reese,  429  E,  Hooks  Courts,  Hooks,  Texas 

William  S.  Cozby,  2732  Avon,  Dallas,  Texas 

Robert  E„  Camp,  930  Lawrence,  Houston,  Texas 

Luther  G Hisaw,  2410  “C”  Ave.,  Lawton,  Okla 

Roy  C.  Hamilton  Jr.,  205  East  First,  Gilliam,  La. 

J.  H„  Gray,  Qtrs.  P1800,  Sandia  Base,  Albuquerque.  N.  Mex. 
James  D.  Gillespie,  310  E.  69th,  Shreveport,  La. 

Jess  L.  Gurley,  No.  Second  St.,  Tahoka,  Texas 

Leonard  D Lewis,  Ranch  Dr  Rt  4.,  Ponca  City,  Okla 

Donald  C.  McBride  Jr.,  5750  Marquita  Ave.,  Dallas,  Texas 
Morton  P.  Mabry,  2416  Fulton  St.,  Houston,  Texas 

W.  H.  Moore,  433  Guthrie,  Dallas,  Texas 

Siedel  E.  Moravits,  206  East  Garfield,  Del  Rio,  Texas 

Virgil  A.  Francis,  2439  W Austin  St  , Paris,  Texas 

Zelbert  W.  Ritchie,  319  Humingbird  Lane,  Tyler,  Texas 
Archie  Rushing  Jr  , 309  Fahrenthold  St.,  El  Campo,  Texas 
James  W.  Finney,  6205  Vermillion,  New  Orleans,  La. 

Joe  D Dickey,  Marfa  Army  Air  Field,  Marfa,  Texas 
Ryan  B.  Seals,  111!  W.  Pecan  St.,  Coleman,  Texas 
William  B.  Newcomb,  209  Louisiana  Ave  , Jackson,  Miss. 
Robert  W„  Lane,  Alpine,  Texas 

Charles  F.  Moore,  RFD  1,  Lexington,  Miss. 

Kenneth  H.  Bagwell,  RFD  4,  Frederick,  * Okla. 
Alvin  W Boyle,  1701  SE  Ninth  Ave  , Mineral  Wells,  Texas 
Jimmie  Bruce,  Rayville,  La. 

James  H.  Davis,  1510  West  Greene,  Carlsbad,  N.  Mex. 
Robert  Swann,  4056  Druin  Street,  Dallas,  Texas 

Evan  C.  Vredenburg,  2908  Pin  Oak  Street,  Tyler,  Texas 
Oadus  B Slaton,  167  Pennsylvania,  Shreveport,  La. 

Warren  G.  Rodkey,  Apt.  261  Hardy  Ct.,  Gulfport,  Miss. 
John  A.  Rhode,  1920  Dante  Street,  New  Orleans,  La. 
Robert  S.  Reeves,  51 5|  E.  South,  Kilgore,  Texas 

A,  Cecil  Stockstill.  P O,  Box  476,  Waterproof,  La. 
Gilbert  G,  Robinson,  2023  V'ashington  St.,  Amarillo,  Texas 
Joe  E.  Schwab  Jr.,  825  Avenue  “B”,  San  Antonio,  Texas 
William  M.  Streiff,  Main  St.,  Handsboro,  Miss. 

Clifford  E,  Crabtree,  Box  4,  Sqdn  K-5,Keesler  Field,  Miss 
Oscar  L.  Cooper  Jr.,  15C  College  Cts.,  Stillwater,  Okla. 
Derry  H.  Gardner,  3 Friar  Tuck  Lane,  Houston,  Texas 

Robert  B,  Newcome  Jr.,  E.  Bain  Ave,,  Portland,  Ark 

Lowell  R.  Silvers,  4733  Archer  Dr.,  Corpus  Christi,  Texas 
Frank  S.  Waller,  203  Avenue  “B”.  Robs  town,  Texas 


Weldon  T.  Stripling, 221 5 N.W.  1st  Ave., Mineral  Wells,  Texas 
Robert  H.  Folmar,  1401  Gaston  Ave.,  Austin, 

Wayne  H.  Goff,  621  South  Sterling  St.,  Lafayette, 

John  B.  Brown,  RFD  2,  San  Benito, 

James  Gilfillan,  P.  O.  Box  1426,  Brownsville, 

Graham  S.  Wilson,  Beebe, 

Richard  J.  Ruttan,  213  South  Guthrie,  Tulsa, 

James  C,  Pirtle,  305  Wilbarger,  Bowie, 

Stanley  Owen,  318  Egan,  Denton, 

Hubert  C,  Manning  513  South  Broadway,  McAllen. 

Arlo  R.  Kinstle,  1311v  South  Brownlee  Blvd., 

Corpus  Christi, 

Jack  H.  Kaufman,  1401  W'oodrow,  Shreveport, 

Samuel  N.  Hancock,  110  So.  E.  Nevada,  Portales, 

Roy  W.  Dowdell,  521  N.W.  Ninth,  Oklahoma  City, 

Eloise  L.  Lee,  313  N.E.  Ninth,  Amarillo, 

Highlands  Hams  Radio  Club,  Ernest  S.  Luce,  New 
Mexico  Highlands  University,  Las  Vegas, 

Osborne  Milton,  Echo  Ranch,  Cedar  Crest, 

R.  D.  Landreth,  1638  West  Beach,  Biloxi, 

Benjamin  F.  Ehrlich,  718  East  20th,  Houston, 

Gordon  V.  Geer,  Quarters  1453,  Fort  Bliss, 

John  C Mason,  Qtrs,  206C,  Sandia  Base,  Albuquerque, N Mex 


Billy  F„  Cogswell,  1950  Sabine,  Austin,  Texas 

James  A.  Conger,  118  Miami,  Coleman.,  Texas 

Florine  B Kingsley,  816  West  11th,  Austin,  Texas 

George  K.  Harris,  RFD  7,  Houston,  Texas 

Columbus  W.  Valentine,  604-15th  Avenue,  Laurel,  Miss. 
John  S Overstreet,  3 Prairie  Hgts.  Dr.,  Bartlesville, Okla 
Max  F Dullnig  Jr.,  1315  Third  St.,  Corpus  Christi,  Texas 
Roger  P.  Anderson,  Apt  125C,  Swiftex  Village, 

Bastrop,  Texas 

Lenwood  E.  French,  3089  38th  Place,  Sandia  Base, 
Albuquerque,  N„  Mex. 

Allen  R Steves,  725  Moore,  Kerrville,  Texas 

Garner  D.  Payne,  755  E Mulberry  St..  San  Antonio,  Texas 
Leslie-V  Lewis,  401  Oaklawn  Dr,,  Kermit,  Texas 

Dan  J.  Mooney,  446  Ridgeway,  Jackson,  Miss. 

Earl  F.  Jones,  318  W.  Linda  Vista,  Las  Cruces,  N.  Mex. 
Elwood  A.  Kretsinger,  13l!  Page  Street,  Norman,  Okla. 
Hilbert  S.  Loeb,  5138  Burgundy,  New  Orleans,  La. 

John  H.  Hermanson,  Qtrs  195A,  Sandia  Base, 

Albuquerque,  N.  Mex. 

Henry  B Patterson  Jr,,  3715  Park,  Beaumont,  Texas 

James  E.  Kizzire,  1340  Second  Street,  Gulfport,  Miss 

Lloyd  L.  Johnson.  Mabank,  Texas 

G.  Reed  Henderson,  P.  O.  Box  7087,  Houston  8,  Texas 
Delbert  E.  Haskins,  Box  725  S.M.U.,  Dallas,  Texas 

Woodrow  W.  Barrett,  1209,  12th  Loop,  Sandia  Base, 
Albuquerque,  N.  Mex. 

Harold  C.  Bridwell,  203  North  Eighth,  Fairview,  Okla 
Frederick  J.  Beck,  7724  Camwood,  Houston,  Texas 

Marcellas  N Killough,  106  E.  Woodin  Blvd.,  Dallas,  Texas 
Charles  J Turner,  1406  Des  Jardines  St..  Houston,  Texas 
Everett  E.  McCulloch,  922  No.  Willow  St.,  Sherman,  Texas 
Herman  A.  Kruse  Jr=,  640  Crayford  St.,  Biloxi,  Miss. 
Howard  R.  Hurt,  1003  Hedgecoke,  Borger,  Texas 

Raymond  S.  Houston,  2118  Lamont  Street,  Dallas,  Texas 
Donald  L.  Edwards,  211  Third,  Port  Arthur,  Texas 

John  T.  Smith,  600  E.  Woodard  Street,  Denison,  Texas 
Benjamin  R Soukup,  RFD  9,  Box  294,  Waco,  Texas 

Bernard  L.  Stoffel,  1605  Ontario  St.,  Baton-Rouge,  La. 

Wm.  W.  Ussery,  830  Le  Boeuf  St.,  New  Orleans  14,  La 
Chester  M.  Callan,  611  Beauregard,  Rotan,  Texas 

Charles  E.  Cook,  416  East  Maple  St.,  Fayetteville,  Ark. 
John  H,  Blackwell,  RFD  1,  Yazoo  City,  Miss. 

Jed  M.  Rucker,  2406  TravisSt.,  McMillan  Pk.,  Laredo,  Texas 
Donald  B.  Hall,  Dekalb,  Texas 

Lemuel  L.  Kelso  Jr.,  2706  24th,  Lubbock,  Texas 

Samuel  G.  Lawrence,  213  Columbus,  Jackson,  Miss. 


Laurence  V.  Grant,  2714  N.  Montclaire,  Albuquerque,  N.  Mex. 
Ray  W.  Ballmer,  N.  Mex.  School  of  Mines,  Socorro,  N.  Mex. 
Ernest  R.  Archambeau  Jr.,  1201  Crockett,  Amarillo,  Texas 
Oren  A,  Norwood,  724  East  High  Street,  Tucumcan,  N,  Mex, 


Jack  G.  M.  Pippin,  Munday,  Texas 

William  D.  Wofford  Jr,,  7537  Edna  Street,  Houston,  Texas 
Morris  G.  Watson  Jr.,  512  Beauregarde  St.,  Rotan,  Texas 
Charles  R.  Alexander,  RFD  2,  Columbia,  Miss. 

Weldon  C.  Weeks,  419  North  Second  St.,  Belen,  N.  Mex. 
William  H.  Peel,  527  Ogden  Lane,  San  Antonio  9,  Texas 
Amateur  Radio  Society  Exposition,  Frederick  N.  Hallack, 
835-!  Exposition  Avenue,  Dallas,  Texas 

Ralph  L.  Knight,  1619  North  Kansas,  Roswell,  N.  Mex. 

Andrew  G.  McLeary,  Shelby,  Miss. 
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Charles  W„  Johnstone,  RFD  1,  Nambe , Sante  Fe, 

George  L.  Bacon,  3215  Eleventh.  Port  Arthur. 

Clyde  J.  Chaffin,  716  East  Parkway  Street,  Magnoli 
Eugene  Dozier,  RFD  8,  Box  238,  Little  Rock, 

Lewis  H.  Echart,  914  North  Ravinia  Drive,  Dalla 
Dale  R Smith,  2604  Second  Street,  Lubbock, 

Walter  B.  Romaine,  41 1-.  Buffington,  Magnolia, 

Harold  A.  Rhoads,  609  State,  Little  Rock, 

Phillip  V.  Mitchell,  118  Chickasaw,  Bartlesville, 

Alma  J Hogue,  RFD  11,  Box  468,  Fort  Worth, 

Robert  F.  Sanford,  1705  Independence  St.,  Conway, 

John  H.  Saxon,  712  Lucille  Street,  Harrison, 

William  A.  Couse,  3621  Tyler  Avenue,  El  Paso, 

Masis  Palouian,  Jal, 

John  O.  Webb,  RFD  12  Box  1186,  Houston, 

James  R.  Bobo,  Interstate  Airway  Comm  Station, 
Guadalupe  Pass,  Via,  Salt  Flat, 

R.  LaVance  Carson,  Hodge, 

William  B Anderson,  1519  West  Cherokee,  Emd, 

James  A,  Carter  Jr.,  63  Nicholson  Dr  , Baton  Rouge,  La. 
Earl  L.  Guyton,  609  North  Wells,  Kosciusko, 

Sam  B.  Mattison,  6620  Hillcrest,  Oklahoma  City, 

Ernest  P.  Moore  Jr.,  708  Maple,  Perry, 

Wm.  B.  Parsons  Jr . , Route  4,  Box  1 95,  Oklahoma  City, 
Darryle  L,  Taylor,  Triangle  T Ranch,  Taloga, 

' Bob  M.  Franklin,  2214  Calumet,  Houston, 

Wesley  L.  Chesnut,  424  East  Ayres,  Edmond, 

George  F.  Moran,  Sandia  Base,  Albuquerque, 

Ben  Walker,  310  South  David,  San  Angelo, 

Alfred  B,  Cardenas,  811  West  Ninth,  Bartlesville, 

Ones  T.  Bright..  21  North  Lawton,  Tulsa, 

Robert  L Culley,  3524  NW  26th  St.,  Oklahoma  City  7 
Roy  E Duff  Jr.,  2456  East  Newton,  Tulsa, 

Ernest  G.  Igo,  610  North  Union,  Ponca  City, 

Lawrence  E.  Fleming,  101  North  Zunis,  Tulsa, 

Gene  L.  Taylor,  4917  East  Admiral,  Tulsa, 

Jim  B,  Vick  Jr.,  10813  Burman,  Houston, 

Stanley  Moskau,  4532  Orleans  Ave.,  New  Orleans  19 
John  N.  Larson,  1901  Tenth  Ave..,  Port  Arthur, 

Tommy  B.  Ross,  3515  Shelley,  Dallas  11, 

Thomas  D.  Morgan,  517  East  Third,  Bartlesville, 

Henry  Mittel  Jr,,  Star  Route,  Eldorado, 

John  W.  Milliron,  519  North  Fourth,  Fort  Smith, 

James  H.  Powell,  1137  South  Xanthus  St.  , Tulsa, 

Jerry  L.  Perry,  611  Main,  Nocona, 

James  P.  Miles,  121  Homer  Road,  Minden, 

Dale  S.  Hoipkemier,  907  East  16th,  Ada, 

Joseph  Jacobs,  1217  South  Frisco,  Tulsa, 

Lewis  C.  Long,  5112  South  36  W.  Ave.,  Tulsa, 

Archie  W Chatterley,  1209  N Ross,  Sherman, 

Charles  I.  Beard,  2027  Marydale  Dr,,  Dallas  11, 

Willis  A Augsburger,  704  11th  Ave„,  South  Houston, 
Harry  A.  Carlson,  Box  94,  Hot  Springs, 

Robert  L,  Knellinger,  P O,  Box  295,  Velasco, 

Thomas  C.  Linxwiler,  5319  Fairfax,  Shreveport, 

William  E.  Dewdney,  112  North  Lewis,  Tulsa, 

John  E.  Ball,  Bonfouca, 

Floyd  Flood,  1118  South  Jackson,  Tulsa, 

William  F Cureton,  302  East  9th  St.,  Little  Rock, 
Herman  H Vinson,  Waynesboro, 

Eino  E.  Panula,  1580  North  Louisvillle,  Tulsa, 

Orville  C Roark,  1219  South  Elgin,  Tulsa, 

Elvena  Marie  Phelps,  1151  North  Boston,  Tulsa, 

George  A.  Lopes,  1501  So  Baltimore  Street,  Tulsa, 
Leonard  C.  Glasgow,  505  Fairmont  St.,  Amarillo, 

Ben  R.  Freeman,  Box  117,  Clinton, 

Leland  C.  Coburn  Jr.,  506  N.  Rendon  St  , New  Orleans,  La 
John  McCawley,  627  North  12th  Street,  Chickasha, 

Henry  C.  Davis,  Bldg  T 10,  Apt  5,  City  Housing 
Project,  Jackson, 

Herbert  H Culp,  309  West  11th,  Cisco, 

Dennis  E.  Penix,  1022  S,  W 25th  St.,  Oklahoma  City, 
George  W.  Copping,  Kiva  Cts.,  Hwy.  62,  El  Paso, 

Claude  H.  Elliott,  10506  Flaxman  Avenue,  Houston, 
Robert  H Latham,  706  South  Bassett,  Eastland, 

Frank  E Hubbard  Jr.,  215  South  Cortez  Street, 

New  Orleans  19, 

Hamilton  High  School  Amateur  Radio  Club,  Virgil  M. 
Santy,  Hamilton  High  School,  Hamilton, 

Clyde  H.  Boyd  Jr  , 1522  West  Fourth  St.,  Freeport, 

Sam  F.  Strayhorn,  53  Highland  Park,  Little  Rock, 

Walter  L.  Manning,  Squadron  K-7,  Barracks  15 
Block  12,  Keesler  Field, 

Irving  E.  Escagne,  643  Beaumont  Ave.,  Port  Arthur, 
Adrion  D,  Gentry,  2020  Oak,  Greenville, 

H P.  Hicks,  Route  1,  Chilton, 

Joel  J.  Lejeune,  421  South  Bois  D’Arc,  Tyler, 

Frederick  C.  Mueller,  RFD  8,  Box  2310,  San  Antonk 
Louis  L.  Oliver,  RFD  7,  Houston, 

Newton  C.  Armstrong,  4945  E.  Haskell  Street,  Tulsa 
Wayne  F.  Dalton,  1116  East  Haskell,  Tulsa, 

Byron  V.  Cox  Jr. ,P re..  Fab  G-17,Sooner  City,  Norman, 

Guy  F.  Coombs,  Trailer  Town,  Route  80,  El  Paso, 
Malcolm  R.  Russell,  9802  Marydel  St.,  Houston  22, 
Darwin  E.  Campbell,  RFD  5,  Box  570,  Beaumont, 
Robert  L.  Byrn,  1415  Pasadena,  San  Antonio, 

Leonard  D.  Stringfellow,  2755  Kingston,  Dallas, 

Hewitt  R Clarke  Jr.,  4501  P.  S.  D.,  Meridian, 

Sidney  J.  Files,  910  Mam,  Itasca, 

Calvin  F.  Dillon,  2515  Cincinnati,  San  Antonio, 

Laverne  E.  Dernier,  1640  North  16th  Street,  Waco, 

Ben  A.  Davis  Jr.,  2910-38th  Street,  Meridian, 

Orange  Amateur  Radio  Club,  Martin  K.  Thomen, 

Trustee,  Old  Court  House,  Market  St.,  Orange, 

James  S.  Lee,  RFD  1,  Box  219,  Hawley, 

William  J..  Fulmer,  518  Delmar  Street,  San  Antonio 
Glenn  W.  Fuller,  1010  N.  Davis  St.,  Sulphur  Springs, 
Robert  K„  Johnson,  6912  East  Zion  Place,  Tulsa, 

Jim  R„  Hickok,  311  Knoblock  Street,  Stillwater, 

William  R.  Parker,  320  West  Ferguson,  Tyler, 

Curtis  F.  McGregor,  1251  Alametos  St,,  San  Antonio 
Erling  A,  Mattsen,  Tularosa, 

Walter  T.  Wiederhold,  RFD  5,  Box  498,  Dallas  9, 

Prebble  A Vassar,  4216  Delhi,  Houston, 

Billy  T,  Williams,  2015  Stonewall,  Greenville, 

Emmett  O,  Rushing  Jr,.  2850  Bombay,  Dallas, 

Robert  E.  Sloan,  2621  White  Settlement,  Ft.  Worth, 
Ernest  R.  Forrest,  1612  23rd,  Wichita  Falls, 

James  F.  Baker,  1502  San  Antonio  Street,  Austin, 

Troy  N.  Bland,  309  West  Larkin  Street,  Athens, 

John  L.  Atwood,  2513  Rosen  Street,  Fort  Worth, 

Jack  A.  Wagner,  4211  Chaparral,  Borger, 

Newell  E.  Watts,  265  East  Fair  Oaks,  San  Antonio, 
Thomas  B Henshaw,  922  South  Birch,  Perryton, 

Joseph  H.  LeJeune  Jr  , 59A  Pierce,  Orange, 

Abraham  Latman,  1008  South  McGee,  Borger, 

Eugene  S.  Drew,  Route  10,  Peoples  Trl  Ct,,  Tulsa, 
Joseph  L„  Juhas  Jr.,  307  Carnation  St.,  New  Orleans 
Eugene  E Roberts,  701  North  Pearl  Street,  Natchez, 
Norman  E Tilden,  2549  East  16th,  Tulsa, 

Lee  L Jones,  2751  Randolph  Street,  Shreveport, 

Lewis  F.  Birdsong,  1248  Ceralvo,  San  Antonio, 

J.  Ray  Stanphill,  7424  Gaston  Avenue,  Fort  Worth, 

Henry  H.  Fisher,  2223  Wentworth,  Houston, 
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Okla. 

W50KM 

Texas 

W50KN 

Miss, 

W50KO 

, La. 

W50KP 

Okla. 

W50KQ 

W50KR 

Miss. 

W50KS 

Texas 

W50KT 

Okla 

W50KU 

Texas 

W50KV 

Texas 

Texas 

W50KW 

W50KX 

La, 

W50KY 

W50L 

Texas 

W50LA 

Texas 

W50LB 

Ark. 

W50LC 

W50LD 

Miss, 

W50LE 

Texas 

W50LF 

Texas 

W50LG 

Texas 

W50LH 

Texas 

W50LI 

, Texas 

W50LK 

Texas 

W50LL 

,Okla. 

W50LM 

Okla. 

W50LN 

Okla, 

W50LO 

Texas 

W50LP 

Texas 

W50LQ 

Texas 

W50LR 

Texas 

W50LS 

Texas 

W50LT 

Miss, 

W50LU 

Texas 

W50LV 

Texas 

W50LW 

Texas 

W50LY 

Miss. 

W50LZ 

W50M 

Texas 

W50MA 

Texas 

Texas 

W50MC 

Texas 

W50MD 

Okla. 

W50ME 

Okla, 

W50MF 

Texas 

W50MG 

, Texas 

W50MH 

N.  Mex. 

W50MI 

Texas 

W50MJ 

Texas 

W50MK 

Texas 

Texas 

W50ML 

Texas 

W50MM 

Texas 

W50MO 

Texas 

W50MP 

Texas 

W50MR 

Texas 

W50MS 

Texas 

W50MT 

Texas 

W50MU 

Texas 

W50MV 

Texas 

W50MW 

Texas 

W50MX 

Okla. 

W50MY 

La. 

W50N 

Miss. 

W50NA 

Okla. 

W50ND 

La 

W50NE 

iJ  U o 

Texas 

W50NF 

Texas 

W50NG 

Texas 

W50NH 

Miss 

Miss. 

La. 

Texas 

Texas 

La. 

Texas 

La. 

Texas 


Floyd  A.  Schults,  421  No.  Second,  Kingsville,  Texas 

Howard  C<  Carmody,  417  South  Dartmouth  Avenue, 
Albuquerque,  N.  Mex. 

Virgilio  Cisneros,  1109  Magoffin,  El  Paso,  Texas 

James  Stiles  Jr.,  73D  Island  City  Homes,  Galveston,  Texas 
Claude  N.  Harrison,  1000  Third  Avenue,  Canyon,  Texas 
Arthur  S Norris,  302  S,  Auburn  Ave.,  Farmington,  N.  Mex. 
Dallas  Avenue  School  Amateur  Radio  Club,  Richard  A 
Stickney,  3300  Love  Field  Drive,  Dallas,  Texas 

Roy  A.  Botkin,  RFD  1,  Tahoka,  Texas 

Veda  I.  Edmonson,  3540  “Q”,  Los  Alamos,  N Mex, 

Lester  J.  Martin,  515  West  16th  Avenue,  Houston  8,  Texas 
Robert  G.  Clark,  Third  & Beech,  McComb, 

Fred  M.  Key  Jr.,  602  Keyfield,  Meridian, 

Clell  Thornton,  509  North  Sixth,  West  Monroe, 

Zouave  P.  Short,  Tahoka, 

Charles  D,  Weatherly,  109  Baxter,  Nacogdoches, 

Guy  Allen,  4706  St.  Charles,  New  Orleans, 

Robert  L Reed,  1108  North  High,  Longview, 

Joe  A.  Dunn,  1620  Fourth,  Alexandria, 

Qhic  Gallandat,  Beeville, 

Harold  M.  Soule,  1906  McKinney  Avenue,  Houston,  Texas 
Robert  R Sherrill,  Blue  Bonnet  Farm,  McGregor,  Texas 
Lynn  H.  Mutrux,  10  Cedar  Lane,  Mississippi  City,  Miss. 
James  T Fisher,  RFD  1,  Grandview,  Texas 

Joseph  D.  Jones  Jr.,  712  North  13th  St.,  Frederick,  Okla. 
Harold  E.  Koester,  3810  E Anderson,  Albuquerque,  N.  Mex. 
Robert  L Plummer,  2903  Welborn,  Dallas, 

James  R„  Sutton  Jr.,  1028  N.  Beaton  St.,  Corsicana, 

Harold  B.  Schultz,  311  Cherry  Street,  Texarkana, 

D C.  Chitsey,  4026  McKinney  Avenue,  Dallas, 

Sebastian  B.  Doyle,  309  West  Church,  Greenwood, 

Raymond  H.  Porter,  P.  O.  Box  1046,  Duncan, 

Howard  J.  Jackson,  2408!  Tennyson,  Muskogee, 

Harry  E.  Gardiner,  2830  Fifth  Street,  Port  Arthur, 

William  L.  Milburn,  862  E.  Magnolia,  Fort  Worth, 

Arlie  D.  Patton,  Robert  Lee  Route,  San  Angelo, 

J.  D Scheumack,  3000  Avenue  “G”,  Fort  Worth, 

William  E Duggar,  1408|  South  Tenth,  Lawton, 

James  L.  Weaver,  4416  Will  Hope,  Dallas, 

John  O’Steen,  721  16th,  Port  Arthur, 

Billie  S.  Clack,  Rankin 

Charles  B.  Carraway,  4313  Avalon,  Corpus  Christi, 

Warren  H Butler,  Vidor, 

William  L Burton,  421  North  Reynolds,  Alice, 

Jack  T.  Ard,  3909  Highlane,  Fort  Worth, 

Ralph  N.  Adams,  2320  Marigny  Street,  New  Orleans,  La. 
Ralph  O.  Goodwin,  3838  Hearne,  Shreveport,  La. 

Clarence  Ebersole,  936  St,  Charles  St.,  New  Orleans,  La., 
Lawrence  W.  Stinson,  5311  £.  Seventh  St.,  Tulsa,  Okla. 
Paul  B,  Duncan,  924  E Huisache  St.,  KingsviUe, 

Fred  Elliott,  1002  North  Okmulgee,  Okmulgee, 

Edgar  A.  DeWalt,  1401  Howze  Avenue,  El  Paso, 

William  H.  Heffernan,  110  West  Seventh,  Irving, 

Biloxi  High  Amateur  Radio  Club,  Peter  W.  Clement, 

Biloxi  High  School,  Howard  Avenue,  Biloxi, 

Cecil  C Sutton,  818  East  Fourth,  Graham, 

Marvis  L.  Smith,  302  Norwood  Street,  Houston, 

Herschel  J Smith,  700  North  Fourth  St.,  Paragould, 

Wm.  W.  Sanders,  Apt.  101,  Bldg.  347,  AFB,  Lubbock,  Texas 
Roy  E.  Corney,  2828  Pershing  Drive,  El  Paso,  Texas 

Billie  C.  O’Donald,  Nash,  Texas 

John  G.  Seitzinger,  513  E.  County  Hwy.,  Pharr,  Texas 
Curtis  W.  Davis,  2212  Clay  Avenue,  Waco,  Texas 

Ivan  L.  Carbine,  RFD  1,  Las  Cruces,  N.  Mex. 

George  N,  Jensen,  5317  Wildair  Drive,  New  Orleans,  La. 

Bill  Anderson,  3640  24th  Avenue,  Meridian,  Mass. 

Redford  S.  Adams;  1201  18th  Avenue,  Meridian,  Miss,. 
Cecil  N,  Roddey,  1322  Second  Street,  Corpus  Christi,  Texas 


Texas 

Texas 

Ark, 

Texas 

Miss. 

Okla. 

Okla. 

Texas 

Texas 

Texas 

Texas 

Okla 

Texas 

Texas 

Texas 

Texas 

Texas 

Texas 

Texas 


Texas 

Okla, 

Texas 

Texas 

Miss. 

Texas 

Texas 

Ark. 


Miss. 

No  Mex. 
La. 

N.  Mex. 


N Mex. 

Texas 

La, 

Texas 

Texas 

Texas 

Texas 

Texas 

N.  Mex. 

Texas 

Texas 


Sam  R.  Rice,  P.  O.  Box  21,  Madison, 

Marvin  H.  Durst,  Box  93,  Moriarty, 

Kenneth  G.  Bailey,  Baratana  Blvd.,  Marrero, 

Theodore  F.  Wylie,  P.O.  Box  983,  Rodeo, 

Charles  F Meyer  Jr.,  334  Linda  Vista  Road,  RFD  1, 

Las  Cruces, 

Harry  D,  Goldman,  1634  Marshall  Avenue,  Houston, 

Allan  T.  White,  RFD  1,  Alexandria, 

Robert  A.  Huffhines,  3519  Mt.  Washington,  Dallas, 

Bruce  C.  Husband,  7222  £1  Paso,  Houston, 

Ernest  Madnl,  Route  42,  El  Paso, 

Charles  R,  Sanford,  3904  McKinley  Ave.,  El  Paso, 

Oran  W,  Hollingsworth,  RFD  2,  Sulphur  Springs, 

Leslie  A.  Bickham  Jr.,  1304  S.E.  Nevada,  Portales, 

William  J.  Bell,  605  East  38th  Street,  Austin, 

Robert  J.  Stark,  Box  261,  Grapevine, 

H.  C.  Stansch,  2626  N.  Washington  St..  Albuquerque,  N.Mex. 
Rachel  Stansch,  2626  N,  Washington  St  , Albuquerque,  N„  Mex. 
Charles  M Clement,  2036  Stuart,  Baton  Rouge,  La 

Ola  Coffman,  Route  1,  Goree,  Texas 

Alfred  E.  Crofts  Jr.,  2503  South  Marsalis,  Dallas,  Texas 
Eugene  F.  Carter,  5508  North  Fourth,  Albuquerque,  N.Mex. 
Gilbert  O Bohot,  4709  Cheryl  Drive,  Corpus  Christi,  Texas 
Coleman  H.  Barber,  915  Howard,  San  Antonio,  Texas 

Edwin  B.  Powell,  1402  Glenwood  Blvd,  Tyler,  Texas 

Abel  J.  Ramirez,  Marfa,  Texas 

Charles  S„  Overmier,  School  of  Mines,  Socorro,  N.  Mex. 
John  S Maxon,  623  North  Amherst  St.,,  Albuequerque,N  Mex 
Rudolph  II . Cook,  Sacramento  Peak,  High  Rolls,  N„  Mex, 
Durwood  “Shorty”  Lambert,  PO  Box  15,  MadisonviUe,Texas 
Charles  L.  Rogers,  1702  W.  Sycamore  St.,  Denton,  Texas 
Peter  Sybalsky,  128  East  Curtis,  Orange, 

George  W.  Parsons,  314  North  Husband,  Stillwater, 

James  M.  McCoy,  205  Finland  PI  ,NewOrleans  14, 

T.  K.  Beard,  1605  Lake  Shore  Drive,  Port  Arthur, 

C.  E,  “Lucky”  Bowerman,  125  West  Las  Cruces 
Avenue,  Las  Cruces, 

Benjamin  D.  Mills,  1416  South  Edith,  Albuquerque, 

Bert  W.  Matthews,  213  West  13th,  Amarillo, 


Texas 

Okla. 

La 

Texas 

N.  Mex 
N.  Mex. 
Texas 


Thomas  R.  Jones  Jr.,  c/o  C.A.A.,  P.O.  Box  79,  Zuni,  N.Mex 


La. 
Texas 
Texas 
Texas 
Miss. 


Merrel  D King  Jr  , 1435  Camille,  Shreveport, 

Roy  R.  Trahan,  1412  Mam,  Orange, 

Penton  T.  Reynolds,  3826  Tenth  St.,  Port  Arthur , 

Walter  H Volkmann,  4742  Denton  Drive,  Dallas, 

Walter  J Wilkes,  789  Porter  Avenue,  Biloxi, 

Richard  Wilson,  Qtrs  167A,  Tenth  Street,  Sandia 
Base,  Albuquerque, 

Kirvin  D Hardin,  108  South  Tenth,  Clinton, 

Johnie  B Hintzel,  RFD  1,  Chapel  Hill, 

GranviUe  E.  Mallard,  4011  Ave  “F”,  Austin, 

Floyd  R.  Edmonson,  3540  “Q”  Street,  Los  Alamos, 

James  L.  Waites,  Atlanta, 

Raymond  T.  Malloy,  618  N Armijo  St.„  Las  Cruces, 

George  G.  Everhart,  Los  Alamos, 

Roger  L.  Zinkan,  421  North  Street,  Baton  Rouge, 

Billy  J.  Jeter,  Philrich  Branch,  Borger, 

Floyd  A.  Smith,  750  South  Eleventh,  Slaton, 

Charles  H.  Kaough,  7533  Corpus  Christi  St.,  Houston, Texas 
Laban  A.  Hoskins,  1423  Harold,  Houston,  Texas 

Ludvig  B.  Liljeroos,  312  Rowland  Dr.,  Ft.  Worth  8,  Texas 
Vernon  C.  Atwood  Jr.,  Belleview  Rd.,  Plaquemine,  La. 
Elmore  J.  Berthelot,  1210  Dryades,  New  Orleans,  La. 
Donald  R.  Ruggs,  Route  1,  Tonkawa,  Okla. 

Clarence  E.  Prater,  204  E.  San  Antonio  St.,  Victoria, Texas 
Donald  Glascock,  1109  E.  Copper  Ave.,  Albuquerque,  N.  Mex. 


N.  Mex. 

Okla. 

Texas 

Texas 

N Mex. 

Texas 

N.  Mex. 

N:  Mex. 

La. 

Texas 

Texas 
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W50NI 

W50NJ 

W50NK 

W50NL 
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W50NP 
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W50NU 
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WSONW 
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W50NZ 

W500A 
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WSOOP 
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W500X 
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WSOOZ 
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W50PD 

W50PE 

W50PF 

W50PG 

W50PI 

WSOPJ 

WSOPK 

W50PL 

W50PM 

W50PN 
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W50PP 

W5QPQ 

W50PR 

W50PS 

W50PT 

W50PU 

W50PV 

W50PW 

W50PX 

W50PY 

W50PZ 

W50QA 

W50QB 

W50QC 

W50QD 

W50QE 

W50QF 

W50QG 

W50QH 

W50QI 

W50QJ 

W50QK 

W50QL 

W50QM 

W50Q0 

WSOQP 

W50QQ 

W50QR 
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W50QT 

W50QU 

W50QV 

W50QW 

W50QX 

W50QY 

W50QZ 

W50R 

W50RA 

W50RB 

W50RC 

W50RD 

W50RE 

W50RF 

WSORG 

W50RH 

W50RI 

W50RJ 

W50RK 

W50RL 

W50RM 

W50RN 

W50R0 

W50RP 

W50RQ 

W50RR 

W50RS 

W50RT 

W50RV 

W50RW 

W50RX 

W50RY 

W50RZ 

W50S 

W50SA 

W50SB 

W50SC 

W503D 

W50SE 

W50SF 

W50SG 

WSOSH 
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Elton  J.  Balusek,  Needville,  Texas 

James  B.  Brock,  Tuckerman,  Ark. 

John  M.  Courtney,  359  Datil  Drive,  Albuquerque,  N.  Mex. 
John  S.  Sisson  Jr.,  2600  North  Grant  St.,  Little  Rock,  Ark. 
Lowell  B,  Rockett,  5142  Washington  Ave„  Baton  Rouge. La. 
Herbert  G.  Markley,  Bldg,  66LA,  Holloman  AFB.} 
Alamogordo,  N.  Mex. 

Robert  D.  Ewing,  Box  548,  State  College,  N.  Mex. 

George  S.  “Doc”  Wade,  5511  Victor  St.,  Dallas,  Texas 
Herbert  L.  Vogt,  1402  Goliad  Drive,  Victoria,  Texas 

Fred  A.  Wright  Jr.,  177th  AFBURT,  Bldg  T434, 

Tinker  Field,  Oklahoma  City,  Okla. 

Edward  J.  Tracy,  RFD  5,  I ox  306,  Abilene,  Texas 

Wm.A.Sullivan  Jr. , 406  W. Las  Cruces  Av.,Las  Cruces,  N.Mex. 
Groves  D,  White,  5300  Duval,  Austin,  Texas 

William  R.  LaCour,  65  Essie  Street,  Alexandria,  La. 
JoelG  King  Jr.,  Wynwood  Dr.,  R6,  Bx  421,  Jackson,  Miss. 
Robert  W;  Haisty,  1321  Wilson,  Arkadelphia.  Ark. 

William  C.  Jepsen,  Prichard,  Miss. 

Bob  Jordan,  422  East  Fourth  Street.  Roswell,  N,  Mex. 

James  E.  Hawkins,  1612  South  Evanston,  Tulsa,  Okla. 
Walter  Farhenthold,  2815-.  Langley  Ct.,  Corpus  Christi, Texas 
Samuel  A.  Eaton,  7712  Jeannette,  New  Orleans,  La. 
George  O.  Ellis,  407  No.  Muskogee  Ave.,  Tahlequah,  Okla. 
Douglas  H.  Christensen,  25  Summit  St., Port  Isabel,  Texas 
James  B.  Deal  Jr.,  1738  Tulip  St„,  Los  Alamos,  N.  Mex. 

James  W.  Hill,  Bldg.  912,  2nd  Det  TAS,  Fort  Sill,  Okla. 

Wayne  T.  Hufford,  253  So.  68th  East  Avenue,  Tulsa,  Okla. 
Joel  H.  Johnson,  1731  South  Yorktown,  Tulsa,.  Okla. 

Beverly  W.  Koeppel,  1631  So.  Cincinnati,  Tulsa  5,  Okla. 

Gilbert  L.  Lawrence,  331  East  Young  St.,  Tulsa  6,  Okla. 

Roy  Potter,  Star  Route,  Clifton,  Texas 

Porter  E . Roop,  1823  Pomona  Street.  San  Antonio,  Texas 
Kenneth  C.  Morgan,  610  Spooner,  Pasadena,  Texas 

Edwin  L.  Coffman,  1524  North  33rd,  Fort  Smith,  Ark 
Ivon  A.  Arguelles,  621  Laurel  Court,  Biloxi,  Miss. 

Marion  E.  Barnette,  P.O.  Box  181,  Ferriday,  La. 

Ezra  D.  Degraffenried,  1593  Penn,  Bartlesville,  Okla. 
Fred  Carter,  213  North  Church  St.,  Fayetteville,  Ark. 
Lionel  F.  Wolfram,  2904  Morrison  Street,  Houston,  Texas 
Frederic  B.  Wood,  323  Eleventh  St.,  Woodward,  Okla. 


Christopher  P.  Stark,  215^  N.  Santa  Fe,  Bartlesville, Okla. 
Charles  H,  Thomsen,  5115  Jackson  St.,  Houston  4,  Texas 
James  T.  Turnipseed  Jr.,  RFD  2 Box  200,  Columbus, Miss. 


Laurence  C.  Williams,  140  East  King,  Tulsa,  Okla. 

Ellis  E.  Zumwalt,  219  South  Gary,  Tulsa,  Okla. 

William  R.  Fuller,  3319  West  26th,  Little  Rock,  Ark. 
Robert  F.  Florstedt,  307-B  Deep  Eddy  Apts.,  Austin,  Texas 
John  F.  Kalbach,  1360A  43rd  Street,  Los  Alamos,  N.  Mex. 
Donald  D.  Hornbeek,  Bldg  T 1-148,  Carswell  AAF, 

Fort  Worth,  Texas 

Justin  P.  Snowhill  Jr.,  1301  South  Quaker,  Tulsa,  Okla. 

W S.“Bert”Terry,  848  Stilwell  Blvd.,  Port  Arthur,  Texas 
Cliff  Ferguson  Jr.,  404|  South  Third  St.,  McGehee,  Ark. 
Alexander  W.  Arends,  7007  England,  Houston,  Texas 

Kenneth  C.  Streeter,  RFD  2,  Box  115,  Woodland,  Miss. 
Carl  B.  Buncschuh,  21  Newberry  Ln.,  State  College,  N.  Mex. 
Harold  C.  Schmidt,  4535  Telephone  Rd.,  Houston,  Texas 
Burney  J.  Ehrlich,  718  East  20th,  Houston,  Texas 

Ralph  W.  Haynes,  1327  North  Rockford,  Tulsa,  Okla. 
Ancil  Z.  Arseneau,  1350  Park  Court  South.  Biloxi,  Miss. 
James  A.  Watkins,  3119  Travis,  Fort  Worth,  Texas 

Joseph  J.  Jannik,  Bldg  T-153,  US  Navy  & MC,  Reserve 
Training  Center,  Miss.  Military  Dist.,  Jackson.  Miss. 
Sam  J.  Accardo,  3438  Anna  Street,  Baton  Rouge,  La. 
Lawrence  E.  Lyons,  P1614  18th  Loop,  Sandia  Base, 
Albuquerque,  N.  Mex. 

Newton  G.  Noell,  20  North  Duncan  St. .Fayetteville,  Ark. 
Harold  S.  Cooper,  Comm.  Sec.  Det.,  101st  AACS  Sq., 

Bldg.  1127,  Biggs  Air  Force  Base,  El  Paso,  Texas 

Charles  F.  Strawn,  3001  Gardinia  St.,  Fort  Worth,  Texas 
Vincent  B.  Moore,  389th  Bomb  Sqdn.,  Bldg.  101, 

Seawall  Blvd.,  Fort  Crockett,  Texas 

Acton  T.  Tillery,  Box  464,  Vets  Village,  Stillwater,  Okla. 
Arland  B.  Vance,  Burlington,  Okla. 

Leland  L.  Vincent  Jr.,  1635  Caldwell,  Beaumont,  Texas 
Gilbert -L.  Butler,  1212  Gore  Blvd.,  Lawton,  Okla. 

Ralph  M.  Riddle  Jr.,  21  Relative,  Cotton  Valley,  La. 
James  E.  Bryant,  608  North  Seventh,  Enid,  Okla. 

Herbert  E.  Hood,  1 Farragut  Street,  Orange,  Texas 

Sturle  J.  Parks,  Bolton,  Miss. 

B.  Bruce  Patterson  Jr., Schreiner  Institute,  Kerrville, Texas 
Norman  W.  Olstad,  P.  O.  Box  993,  La  Porte,  Texas 
Wayne  Phelps,  26  Wypden  Drive,  Houston  19,  Texas 
Mathew  J.  Duniphin,  216  West  14th,  Wewoka,  Okla. 

Harold  L.  Duncan,  716  East  Wyandotte,  McAlester,  Okla. 

J.  W.  Williams,  1905  May  Street,  Fort  Worth,  Texas 
William  C.SharbroughsMain  & Marshall, Holly  Bluff , Miss. 
Frederick  R.  Liggitt,  RFD  1,  Irving,  Texas 

Emil  E.  Komarek,  416  No.Valencia  Dr. .Albuquerque,  N.  Mex. 
Larry  G.  Sloan,  1516  Hendricks  Street,  Fort  Smith,  Ark. 

Sue  Snarr,  2020  N.E,  18th  St.,  Oklahoma  City,  Okla. 

Lester  A.  Agee,  P.  O.  Box  221,  Cement,  Okla. 

Paul  L.  Blankenship,  2332  Elmira,  Muskogee,  Okla. 

Lloyd  E.  Brasher,  210  No.  Anthony  St.,  New  Orleans,  La. 
Robert  L.  Chapman,  533  South  Lahoma,  Norman,  Okla. 
Bradley  D.  Corley,  Melder  Route,  Glenmora,  La. 

CarlG.  Levonius,  601  Chickapoo  Trace, Grand  Prairie,  Texas 
Jack  McComb,  1310  W.  Huisache,  San  Antonio,  Texas 
Arthur  W.  Spear,  410  North  Street,  San  Marcos,  Texas 
Melvin  O.  Johnson,  3324  Louisiana  Ave.  Pkwy., 

New  Orleans,  La. 

Leonard  Farmer,  18  North  Duncan,  Fayetteville,  Ark. 
Harry  McFarland,  1215  College  Ave.,  Stillwater.  Okla. 
Fred  H.  Morgan,  2009  N.E.  21st,  Oklahoma  City,  Okla. 
Carl  N.  Morgan  Jr.,  5501  Airline Hwy. .New Orleans,  La. 
Earle  B.  Kothman,  1612  Broadway,  Kerrville.  Texas 

Jay  G.  Liebmann,  3257  N.  Winter  Dr.,  Oklahoma  City, Okla. 
Charles  N.  Ruth,  RFD  1,  Box  37A,  Corsicana,  Texas 
Dayle  L.  Hall,  3821  La  Luz  Street,  El  Paso,  Texas 

Eugene  P.  Hill,  4004  Carolyn  Rd  , Fort  Worth,  Texas 

Robert C. Young, 3700  BTW, Lackland AFB.San  Antonio,  Texas 
John  C.  Goggin,  Piedmont,  Okla. 

Donald  E.  Hull,  1432  14th  Street,  Los  Alamos,  N.  Mex.. 

Robert  R.  Hathaway,  309  Farenthold,  El  Campo,  Texas 

Walter  L.  Andre,  1616  Florida,  Alamogordo,  N.  Mex. 

Merle  O.  Scruggs  Jr.,  RFD  1,  Box  321,  Mesquite,  Texas 
Archie  F.  Darling,  222  Walnut,  Siloam  Springs,  Ark. 
Earl  O.  Chenevert-,  1403  Conti  Street,  New  Orleans,  La. 
Herbert  M.  Jolly,  1312  Clay,  Vicksburg,  Miss. 

Leroy  E.  Dees,  1201  East  7th  Street,  Dallas,  Texas 

Donald  F.  Brooks,  RFD  1,  Maysville,  Ark. 

Ralph  A.  Rusca,  2201  Calhoun  Street,  New  Orleans,  La. 

Hoyt  H.  Moore,  801  South  Creek  St.,  Holdenville,  Okla. 
Gene  F.  Muse,  728  N.E.  16th  Street,  Oklahoma  City,  Okla. 
Jack  W.  Hawkins,  409  S,  Eddy  St.,  Pecos,  Texas 

Charles  N.  Tinsley,  2513  36th  Street,  Meridian,  Miss. 
Wm.  E.  Underhill, St.  Charles  College, Grand Coteau,  La. 
Travis  S.  Upshaw,  151  Sunset  Drive,  Alexandria,  La. 
Harry  L Viosca  Jr.,5238  01dGentilly  Rd., New  Orleans,  La. 
Emmett  J.  Welch,  Guest  House  3,  Fort  Sill,  Okla. 

Edward  L.  Wood,  305  S.  Broadway,  Albuquerque,  N.  Mex. 
Pepos  S.  Dounson,  910  West  Mistletoe,  San  Antonio,  Texas 
David  H.  Creager,  800  Barnett  St.,  Kerrville,  Texas 


W50SI 

W50SJ 

W50SK 

W50SM 

W50SN 

W50SO 

W50SP 

W50SQ 
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W50ST 
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W50WG 

W50WH 

W50WJ 
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W50WN 
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W50WS 

W50WT 

W50WU 

W50WV 

W50WW 

W50WX 

W50WY 
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W50X 
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W50XB 
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W50XD 

W50XE 
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W50XJ 

W50XK 

W50XL 


Edward  S.  Toomer,  Govt.  Qtrs  4236,  E.  Kelly  Field, 


Kelly  Air  Force  Base,  San  Antonio,  Texas 

Bruce  R.  Woodard,  126  Wickes  Street,  San  Antonio,  Texas 
Alfonso  Zermeno,  523  Kirk  Place,  San  Antonio,  Texas 
Henry  R.  Baham,  Route  2,  Eunice,  La. 

Gressett  C.  Smith,  203  Horn,  Union,  Miss. 

James  D.  Kolb,  1622  North  “I”  Street,  Fort  Smith,  Ark. 
Wayne  Hardin,  429  Washington,  Kerrville,  Texas 

Jasper  M.  Harvey,  924  North  Ft.  Worth  St.,  Midland,  Texas 
Paul  Hertel  Jr.,  901  Neches,  Austin,  1 Texas 

Hubert  C.  Luckett,  1011  McKinley  Ave.,  San  Antonio,  Texas 
Jesse  H.  Rodriguez,  306  South  Pinto,  San  Antonio,  Texas 
Jerre  M.  Murchison,  102  First,  Eden,  Texas 

William  C.  McDaniel,  117  Montclair,  San  Antonio,  Texas 
John  H.  Martin,  222  Duncan,  Jackson,  Miss. 

Fletcher  S.  Randall,  711  Williams  Avenue,  Cleburne,  Texas 
Arthur  B Tinsley,  4637  Elcampo  St.,  Ft  Worth,  Texas 
George  R.  Cook,  271 1§  Guadalupe,  Austin,  Texas 

John  Q.  Fletcher,  1327  West  Erwin,  Tyler,  Texas 

Vernon  Cook,  410  3rd  AFBU, Hawkins  Fid., Jackson,  Miss. 
Angelo  R.  Cortese,208  W.  Railroad.Crystal  Springs,  Miss. 
Polk  Closs,  52  Riverside  Drive,  Port  Neches,  Texas 

J.  H.  B.  van  Weelderen,  c/o  Gulf  Oil  Corp.,  Marine 
Dept.,  Port  Arthur,  Texas 

John  E.  Wasco,  203  East  Belknap,  Fort  Worth,  Texas 

Norman  P.  White,  3309  Thibet,  Dallas  11,  Texas 

John  C.Sandefur,Oaklawn  Apts., Cherry  St,,Vicksburg,Miss. 
Raymond  N.  Clark,  765  Pecan,  Abilene,  Texas 

Paul  P.  Pierce,  535  Ninth,  Port  Arthur,  Texas 

Cliff. E. Martin, Bldg.  1843, Holloman AFB, Alamogordo,  N.  Mex. 
Thomas  F.  Mestayer,  Loreauville,  La. 

Stanley  R.  Nelson,  145  East  Jordan,  Shreveport,  La. 
Donald  F,  Cameron,  919  Linden  Ave., Shreveport  27,  La.  , 
Roy  A.  Long,  Bidg.  T 32-49,  Municipal  Airport, 

Childress,  Texas 

Ether  L.  Lowrey,  1418  Pine  Bluff,  Paris,  Texas 

James  W.  Glaser,  3235  Music  Street,  New  Orleans,  La, 
Elbert  R.  Baugh,  Legett  Hall,  College  Station,  Texas 

Elbert  W.  Bennett,  1904  Sabine,  Austin,  Texas 

Anne  S.  Maring,  RFD  1,  Box  590,  Brownsville,  Texas 
Worthy  E.  Denton,  House  #13,  College  Station,  Texas 

Claude  A.  Sellars  Jr.,  903  English  Street,  Houston 9,  Texas 
O.  D.  Conner,  121  North  Buchanan,  San  Angelo,  Texas 
John  J.  Chiles,  4110  McKinney,  Houston,  Texas 

Phillips  B,  Gentry  Jr.,  1802  Crockett,  Amarillo,  Texas 
Robert  B.  Crossman,  Highwav  35.  Rocknort.  Texas 

James  W.  Newman,  RFD  5,  Box  130,  Tyler,  Texas 

Kenneth  F McMahan,  933  La  Luz,  Albuquerque,  N.  Mex. 
Francis  E.  Rhodes,  104  Larchmont  PL, New  Orleans  14,  La. 
Clarence  Foster ,Qtrs207B, Sandia  Base, Albuquerque,  N.  Mex. 
Daniel  S.  Morente,  Box  68B,  West  Beach,  Biloxi,  Miss. 
Tilton  R.  Oakley,  330  Bobb  Street,  Houston,  Texas 

Clyde  T.  McKinley  Jr.,  Box  608,  Pearsall,  Texas 

Dwight  O.  Nichols,  10  Magnolia,  Eureka  Springs,  Ark. 
Leon  H.  Land,  P.  O.  Box  983,  Rodeo,  N.  Mex. 

William  H.  Hounsell,  Refugio,  Texas 

Jess  C.  Roberts,  14  South  Cooy-yah,  Pryor,  Okla. 

Richard  C.  Burgess,  2216  Seventh  St.,  Lubbock,  Texas 
Stanley  N.  Hirsch,  1402  East  Silver,  Albuquerque,  N.  Mex. 
Frank  C.  Smith,  Moulton,  Texas 

William  L.  Terry,  Crane,  Texas 

Ray  M.  Thompson,  Pecos,  Texas 

Otto  Uhrbrock  Jr.,  721  West  McIntyre,  Edinburg,  Texas 
Thomas  V.  Wilson,  700  Farmer  Street,  Vicksburg,  Miss. 
Charles  V.  Bell,  513  South  Montgomery,  Starkville,  Miss 
Cristobal  Echavarria,  79  Wales,  Brownsville,  Texas 

Howard  K.  Lesnett,  309^  North  Grand,  Enid,  Okla. 

Robert  A.  Leslie,  1936  Hillcrest  Dr.,  Bartlesville,  Okla. 
Richard  R.  Kerns,  3611  N.  W.  36th,  Oklahoma  City,  Okla. 

C.  W.  Pope,  1308  Market  Street,  Pascagoula,  Miss. 

Theodore  V.Penot,  2624  Jonquil  Street,  New  Orleans,  La. 
Oscar  M.  Pearce,  1720  “K”,  Galveston,  Texas 

Granville  Murphy,  705  Bliss,  Dumas,  Texas 

Jack  D.  Bock,  Apt.  429D  Country  Campus,  Huntsville,  Texas 
William  C.  Kennedy  Jr.,  710  Ralston,  Corpus  Christi, Texas 
Vernon  F.  Keller,  4322  Harry  Street,  Corpus  Christi, Texas 
Amelia  E.  Aldrich,  4318  Hastings,  El  Paso,  Texas 

George  W.  Pierson,  930  Ayers  St.,  Corpus  Christi,  Texas 
John  A.  Lopez,  2033  Prytama  Street,  New  Orleans,  La. 
Charlie  K.  Walter,  279  Alpine  Drive,  Houston  17,  Texas 
Philip E. Smith,  Bldg.Pl 02,  Sandia  Base,  Albuquerque,  N.  Mex. 
Walter  M.  Seymour,  2232  Treasure  St.,  New  Orleans,  La. 
Floyd  D.  Roan  Jr.,  320  North  Wells,  Pampa,  Texas 

Austin  M.  Embree,  RFD  1,  Cookville,  Texas 

Ferbert  P.  Bartley,  Post  Office  Box  257,  La  Porte,  Texas 
Elmer  L.  Burkett,  RFD,  Farmington,  Ark. 

Jimmie  J.  Logan,  3819  Carl  Street,  Dallas,  Texas 

Julius  B.  Moore,  552  Brooklyn  Ave.,  New  Orleans  20,La. 
Edward  M.  Hale,  501  Walker  Street,  Houston,  Texas 

Maurice  H.  Gross,  2408  Toronto  Street,  Fort  Worth,  Texas 
Albert  E.  Heine,  3236  Canonicus,  Baton  Rouge,  La. 

Farris  N.  Vinther,  Elida,  N.  Mex. 

Edward  B.  McIntyre,  814  West  43rd,  Houston,  Texas 

Lee  F.  O’Kelley,  843  South  Indianapolis,  Tulsa,  Okla. 
Felix  J.  McDonald,  5626  Plum  Street  , Ft.  Smith,  Ark. 
Howard  K.  Peck,  14th  Sig.  Opn  Co  Bldg.  2 A 
Infantry  Post,  Fort  Sam  Houston,  Texas 

Chas.  D.  Thomason,  405  E St.  Francis,  Brownsville,  Texas 
Farrell  M.  Brooks,  RFD  2,  Comanche,  Okla 

Paul  J.  Bolles  Jr.,  303  North  Center,  Tyler,  Texas 

Thomas  F Bland,  5309  Woodview,  Austin,  Texas 

Edward  M.  Bentley,  404  Prospect,  Amarillo,  Texas 

John  R.  Bennett,  2809  Audubon  Street,  New  Oriels,  La. 

Rice  M.  Reavis,  332  “I”  S.W.,  Ardmore,  Okla. 

Robert  S.  Phillpott,  128  North  Park  St.,  Harahan,  La 
Lewis  C.  Leatherbury,  Box  58,  Lacombe,  La. 

Virgil  C.  Hoag,  845  Fitch  Avenue,  San  Antonio,  Texas 

Elmer  H.  Krute,  2349  Glenwood  Dr.,  Port  Arthur,  Texas 
Edwin  P.  Lea,  2127  Inwood  Drive,  Houston,  Texas 

William  C.  Sene,  Radio  Station  KAVE,  Carlsbad,  N.  Mex. 
Edgar  J.  Smith,  525  West  Lyons  Street,  Sulphur,  La. 

John  M McMillin  Jr.,  2614  Gladstone  Dr.,  Dallas,  Texas 
Henry  J.  Loetzerich,  801  Pacific,  New  Orleans,  La. 
James  R.  Ording,  3755  Tangley,  Houston,  Texas 

Lowie  C . Ritchey  Jr. ,N.  8th St.  &Ave.“F”,  Marathon,  Texas 
Martha  P.  Ritchey,  N.  8thSt.  & Ave.  “F”,  Marathon,  Texas 
J.  E Thiel,  Route  3,  Box  468,  Port  Arthur,  Texas 

Keith  W.  Wright,  114  Fourth  Ave.  N.W.,  Ardmore,  Okla. 
Herbert  L. Williams ,400  W.16th  St,, North  Little  Rock, Ark 
Elmer  A.  Williams,  141  Cooley  St.,  Ponca  City,  Okla. 
John  C.  Skannal,  152  Fremont,  Shreveport,  La 

Robert  Sharpnack,  Cleveland,  Okla. 

Robert  E.  Franklin,  1104  Waugh  Drive,  Houston,  Texas 
Melvin  Spinks,  500  Teddy  Avenue,  Slidell,  La, 

Hugh  C.  Johnson,  Market  Street,  Sinton,  Texas 

Judd  C.  Nicholas,  2854B  Gold,  Los  Alamos,  N.  Mex. 

Richard  D.  Hardesty,  723  Fredonia,  Muskogee,  Okla. 
Clyde  Qualls,  1509  North  Mesa,  El  Paso,  Texas 

Bishop  W.  Murphey, 5139  Dixie  Garden  Dr., Shreveport, La. 

Alvin  L.  Parrack,  309  Maryem,  College  Station,  Texas 
Joseph  B.  Chance,  507  Boundary,  Houston,  Texas 

Everett  E.  Cox,  2620  Denniston  Dr.,  Oklahoma  City,  Okla. 
Earl  Cowley,  1518  North  Kansas,  Roswell,  N.Mex. 

Geo.  E . Beal  Jr ., Cadet  Det.  Box  7,Connally  AFB,  Waco,  Texas 


W50XM  Cline  W.  Goodwin,  412  Burress,  Houston,  Texas 

W50XN  Wesley  B Henry,  North  Main,  Rockdale,  Texas 

W50XP  Phanuel  E.  Grider,  RFD  1,  Warren,  Ark. 

W50XQ  Pope  Fendley,  3907  Ridgewood  Road,  Natchez,  Miss. 

W50XR  Joe  D.  Olson,  Univ.  of  Ark.  Box  1001,  Fayetteville,  Ark. 
W50XS  Walter  A.  McCoy,  504  Sullivan,  Minden,  La. 

W50XT  James  C.  Mills,  129  West  Mosier  Street,  Norman,  Okla. 
W50XU  Darwin  G.  McWhirter,  RFD  4,  Harrison,  Ark. 

W50XV  Charles  L.  Gandy,  Box  124,  654  W.  Main,  Homer,  La. 
W50XX  Roy  D.  Mills,  RFD  2,  Waldron,  Ark. 

W50XY  Doile  S Wheeler,  Fisk,  Texas 

W50XZ  James  O.  White,  Route  11.  Box  69,  Oklahoma  City,  Okla. 
W50YA  Harold  C.  Woods  Jr.,  Ill  Sunnybrook  Dr.,  Jackson,  Miss. 
W50YB  C.  A.  “Chuck”  Suderno,  P.O.  Box  1157,  Roswell,  N.  Mex. 
W50YC  Peter  J.  Anderson,  1913  Evans  Avenue,  New  Orleans, La. 
W50YE  Joseph  T Daniel,  734  East  13|  Street,  Houston,  Texas 
W50YF  J.  B.  “ Jay”Cooper,  RFD  1,  Stamford,  Texas 

W50YG  Thomas  T.  Murata,  Port  Arthur  College,  Bldg.  1520, 

Proctor  Street,  Port  Arthur,  Texas 

W50YH  James  C.  Stietenroth,  287  Maplewood  Dr.,  Jackson,  Miss. 
W50YI  James  Leeuw,  WD. 5,  Veterans  Hosp.,  Albuquerque,  N.Mex. 
W50YJ  Gerald  W.  Bird,  412  Fifth  Street,  Orange,  Texas 

W50YK  Gene  L.  Droke,  RFD  1,  Putnam,  Okla. 

W50YL  Jesse  T,  Gill,  235  Broadview,  Jackson,  Miss 

W50YM  Louis  L Canaday,  Ramona,  Okla. 

W50YN  Harold  R.  Poole,  KRIG,  Crane  Highway,  Odessa,  Texas 
W50YO  Warren  H.  Farquhar,  1336  Carnes,  Fort  Worth,  Texas 
W50YP  James  H.  Lark  Jr.,  1433  N.  Frankfort  St.,  Tulsa,  Okla. 
W50YQ  Henry  R.  Kyle,  2016  Avenue “L|”, Huntsville,  Texas 

W50YR  Durwood  J.  Chandler,  206  East  Elm,  Nocona,  Texas 
W50YS  Ralph  C,  Maxey,  319  West  Missouri,  El  Paso,  Texas 

W50YT  Joe  H.  Morgan,  108  West  15th  Street,  Bonham,  Texas 
W50YU  Charles  M.  Howell,  212A,  13th  & “F”,  Sandia  Base, 

Albuquerque,  N.  Mex. 

W50YV  Bobby  G.  Hicks,  1615  South  Chilton,  Tyler,  Texas 

WSOYW  Edward  J.  Murar,  2009  N,  Independence  St.,  Okla.  City,  Okla, 
W50YX  Daniel  Erickson,  208  Avenue  “C”,  Del  Rio,  Texas 

W50YY  Duane  A.  Poole,  1605  Lakeshore,  Port  Arthur,  Texas 

WSOYZ  Arthur  H.  Rains,  912|  Duncan,  Stillwater,  Okla. 

W50Z  Ray  A.  C.  Birch,  Route  1,  Deming,  N Mex. 

WSOZA  Charles  E„  Griffin,  RFD  1,  Inola,  Okla. 

W50ZB  Marvin  L,  Gunter,  Winnfield,  La. 

W50ZD  Dalton  W.  Savage,  102  South  16th  Street,  Clinton,  Okla. 
W50ZE  Tommy  Stinson,  324  East  Main  Street,  Tipton,  Okla. 

W50ZF  Louis  A.  Stevenson  Jr.,  3633  Knollwood  Dr., Houston,  Texas 
W50ZG  R.“Stan”Standtey,  T85, Box  31  .Walker  AAF, Roswell.  N.Mex. 
W50ZH  Donald  W.  Roberts,  14  South  Coo-Y  Yah,  Pryor,  Okla. 
W50ZI  Pat  Rose,*  2206  Parkway,  Austin,  Texas 

W50ZJ  Walter  L.  Philastre,  138  30th  Street,  New  Orleans.  La. 
W50ZK  Walter  GJPetermann. 849  N.  Ramsey, RFD  2, Stillwater  . Okla. 
W50ZL  Charles  E.  Martin,  1303  South  11th  Street,  Oxford,  Miss, 
W50ZM  George  W,  Lubke,  112  Pamellia  Drive,  Bellaire,  Texas 
W50ZN  Bill  H.  Ferguson,  108  North  Delaware  Place.,  Tulsa,  Okla. 
W50ZO  Texarkana  Radio  Amateurs  Club,  Joseph  T.  Hargis, 

1002  Pine  Street,  Texarkana,  Texas 

W50ZP  Dewey  L.  Chase,  206  St.  Joseph,  Gonzales,  Texas 

W50ZQ  Theo  R.  Jett,  3810  Harding  Drive,  Beaumont,  Texas 
W50ZR  Norman  L. Smith, Qtrs  13 14 Sandia  Base, Albuquerque,  N Mex. 
W50ZS  John  A.  Riedel  Jr.,  Qtrs.  1219,  12th  Loop,  Sandia 

Base,  Albuquerque,  N.Mex. 

W50ZT  Tom  G.  Eanes,  RR  10,  104  N.  Michigan,  Tulsa,  Okla. 
W50ZU  Lucylle  K.  Holbrook,  San  Augustine,  Texas 

W50ZV  William  C.  Carter.  RFD  .2,  Yazoo  City,  Miss. 

W50ZW  Eckert  H.  Argo,  RFD  12,  Houston,  Texas 

W50ZX  Joseph  M.  Cappelletti,2623  O’Reilly  St.,  New  Orleans, La. 
W50ZY  Claude“Dal” Bonner,  RFDl,  Box  131-B,  Port  Arthur,  Texas 
WSOZZ  Harvey  A Cornman,  General  Delivery,  Highlands,  Texas 
W5PA  John  D Martin  Jr.,  2425  No  Main,  Tulsa  6,  Okla. 

W5PAA  Aeronautical  Center  Amateur  Radio  Club,  Carl  C. 

Drumeller,  Bldgol0,Will  Rogers  Field,  Okla.  City,  Okla. 
W5PAB  J.  T.  Cooper,  Selman  City,  Texas 

W5PAC  James  R.  Bonnell,  2712  Bideker,  Fort  Worth,  Texas 

W5PAD  Margie  Zelinger,  1816  N.W.  15th,  Oklahoma  City,  Okla. 
W5PAE  Roy  M.  Steele,  920  Montgomery,  West  Monroe,  La. 

W5PAF  Denson  A.  Terry,  914  Jackson  Avenue,  Columbia,  Miss. 
W5PAG  Earl  E.  Ferguson,  P.  O.  Box  334,  Las  Cruces,  N.Mex. 

W5PAH  Thomas  J.  Wheeler,  302  East  Indiana  St.,  Enid,  Okla. 


W5PAI  Vernon  L,  Wheeler,  315  Peach  Dr.,  Midwest  City  10,  Okla. 
W5PAJ  Clifford  F,  Gaudin,  35  Joyce  Avenue,  New  Orleans,  La. 
W5PAK  Lucius  E.  O’Bannon,  5414  Lobello  Drive,  Dallas  9,  Texas 
W5PAL  Edwin  W.  Booth,  275  Claywell  Drive,  San  Antonio  9, Texas 
W5PAM  Bruce  R.  Barrett,  838  East  Levee,  Brownsville,  Texas 
W5PAN  Thomas  E.  Welch,  Box  200,  State  Vet.  Hosp., Sulphur, Okla. 


W5PAO  William  G.  Dudley,  510  West  17th,  Austin,  Texas 

W5PAP  Paul  L.  Donoho,  4115  Riley,  Houston,  Texas 

, W5PAQ  John  W.  Cates,  3929  W Fifth  Street,  Fort  Worth  7,  Texas 
)fw5PAR  Martin  W.  Chambless,  1021  North  2nd  St.,  McAj^en,  Texas 
W5PAS  Nell  P Johnson,  3300  Third,  Brownwood,  Texas 

W5PAT  Harold  A.  Kramer,  Big  Spring,  Texas 

W5PAW  David  Higgins,  Qtrs.  P 1526, Sandia  Base, Albuquerque,  N.Mex 
W5PAX  Alvin  O Knegel  Jr.,  501  East  41st,  Austin,  Texas 

W5PAY  Wm  B.  Gardner,  2003  Mountain  View  Rd.,  Austin,  Texas 
W5PAZ  Joe  R.  Christopher,  RFD  t,  Box  628-A,  Dallas,  Texas 
W5PB  James  Greenwood  Jr.,  3394  Chevy  Chase,  Houston,  Texas 
W5PBA  Hulon  R.  Byrne,  2520  Iroquois  St.,  Baton  Rouge  7,  La. 
W5PBB  Richard  H Brown,  521  Lincoln,  Stillwater,  Okla 

W5PBC  Wm.  J.  Bennett  Jr, ,2 17  Norland  Ave., New  Orleans  14,  La 
W5PBD  Marvin  D.  Volz,  Bryan  Road,  Mission,  Texas 

W5PBE  Richard  W.  Willey,  Qtrs.t71D,  10th  & “F”  Street, 

Sandia  Base,  Albuquerque,  N.  Mex. 

W5PBG  Bishop  Netties  Alsbrook  Jr.,  804  Erin,  El  Campo,  Texas 
W5PBH  Bartholomew  J Cascio,  945  Ave  “B”,  Beaumont,  Texas 
W5PBJ  J.  D.  Farmer,  532  South  Jackson,  Jacksonville,  Texas 
W5PBK  Ramon  E.  Finch,  5819  Mercedes,  Dallas,  Texas 

W5PBL  Burton  E.  Dailey,  RFD  2,  Box  217,  Texarkana,  Texas 

W5PBM  Charles  D Smith  Jr.,  P,  O.  Box  671,  Texarkana,  Texas 
W5PBO  FredF.  Zelinger  Jr.,  1816N.W.  15th, OklahomaCity,  Okla. 
W5PBP  Wm.  B.  Shufrod,  826  W.  Harding  Blvd.,  San  Antonio,  Texas 


W5PBQ  Willard  H Buttles, 2821  NW  18th  St., Oklahoma  City  7,  Okla. 


W5PBR  Shirley  L.  Layton,  2215  Lea  Crest,  Dallas,  Texas 

W5PBS  Robert  E.  McNabb  Jr.,  1139  Walling,  Houston  9,  Texas 

W5PBT  Alvin  G Miller,  705  Texas  Avenue,  Austin,  Texas 

^fW5PBU  Milton  H.  Mullins,  1803  North  Mam,  McAllen,  Texas 
W5PBV  George  W.  Minter,  Moriarty,  N.  Mex, 

W5PBW  Hiram  S.  Hightower,  3739  Hundred  Oaks  Avenue, 

Baton  Rouge  12,  La- 

W5PBX  J.  C.  LaGrone  Jr.,  6632  Meadowlawn  Dr.,  Houston 3,  Texas 
W5PBY  Robert  J.  Immell,  RFD  2,  Woodward,  Okla. 

W5PBZ  John  B.  Davis,  401  South  Johnson,  Pasadena,  Texas 

W5PC  Egon  E.  Zuch,  3926  Leigh  Dr.,  Corpus  Christi,  Texas 

W5PCA  Cecil  R Easley,  132  West  Woodin  Blvd.,  Dallas  16,  Texas 

W5PCB  Edgar  J.  Smith.  RFD  5.  Box  90.  Jackson.  Miss. 

W5PCC  Earl  C.  Vandervoort.  804  Nolan  Street.  Big  Spring.  Texas 
W5PCD  John  W.  Brown,  719  Ewing,  Jackson,  Miss. 

W5PCE  Ray  E.  Johnston,  Moriarty,  N.  Mex. 

W5PCJ  John  E.  Tingle  Jr.,  4414  Barrow  Street,  Austin,  Texas 


W5PCG  James  R.  Russell,  1735  So.  Marsalis  Ave.,  Dallas, Texas 
W5PCH  Mary  T.  Zelinger,  1816  N.W.  15th,  Oklahoma  City,  Okla. 


W5PCI  David  E.  Smith.  Graford.  Texas 

W5PCJ  John  E.  Tingle  Jr.,  Elgin,  Texas 

W5PCK  Philip  A.  Zetler,  430  West  Avenue,  Harahan,  La. 

W5PCL  J.  L.  Jack  Howell.  701  East  12th.  Stillwater.  Okla. 


W5PCM  Malcolm  E.  Hughes,  4819  Euphrosine.  New  Orleans.  La. 


I 


Radio  Amateur  Call  Boo\  Magazine 


W 5 P RO  129 


W5PCN 

W5PC0 

W5PCP 

W5PCQ 

W5PCR 

W5PCS 

W5PCT 

W5PCU 

W5PCV 

W5PCW 

W5PCX 

W5-PCY 

W5PCZ 

W5PDA 

W5PDB 

W5PDC 

W5PDD 

W5PDE 

W5PDG 

W5PDH 

W5PDI 

W5PDJ 

V5PDK 

W5PDL 

W5PDM 

W5PDO 

W5PDP 

W5PDQ 

W5PDR 

W5PDS 

W5PDU 

W5PDV 

W5PDW 

W5PDX 

W5PDY 

W5PDZ 

W5PEA 

W5PEC 

W5PED 

W5PEE 

W5PEF 

W5PEG 

W5PEH 

W5PEI 

W5PEJ 

W5PEK 

W5PEL 

W5PEM 

W5PEN 

W5PEO 

W5PEP 

W5PEQ 

W5PER 

W5PES 

W5PET 

W5PEV 

W5PEW 

W5PEX 

W5PEY 

W5PEZ 

W5PP 

W5PFA 

W5PFC 

W5PFD 

W5PFE 

W5PFF 

W5PFG 

W5PFH 

W5PFI 

W5PFK 

W5PFL 

W5PFM 

W5PFN 

W5PFO 

W5PFP 

W5PFQ 

W5PFR 

W5PFS 

W5PFT 

W5PFU 

V'5PFV 

W5PFW 

W5PFX 

W5PFY 

W5PFZ 

W5PGA 

W5PGB 

W5PGD 

W5PGE 

W5PGF 

W5PGG 

W5PGH 

W5PGI 

W5PGJ 

W5PGK 

W5PGL 
W5PGM 
W5PGN 
W5PGO 
W5PGP 
W5PGQ 
W5PGR 
W5PGS 
W5PGT 
W5PGU 
W5PGV 
W5PGW 
W5PGX 
W5PGY 
W5PH 
W5PHA 
W5PHB 
’ W5PHC 
W5PHD 
W5PHE 
W5PHF 

W5PHG 

W5PHH 

W5PHI 


Leland  E.  Gibbins,  1118  Bellaire,  Amarillo,  Texas 

Dale  F Aldrich,  4318  Hastings  Street,  El  Paso,  Texas 
Wilbur  E.  Gray,  124  East  French  PL,  San  Antonio,  Texas 
Rue  S.  Webb.  721  North  20th  Street,  Enid,  Okla. 

Julius  J.  London,  109  West  Broadway,  Waurika,  Okla. 
Ralph  G,  Close  Jr„  3084  38th  Place,  Albuquerque,  N.  Mex. 
Elester  M.  Crist,  Base  Trailer  Park,  Kirtland  AFB,  N.Mex. 
Melwyn  D Austin,  403  W Travis,  Fredericksburg,  Texas 
Henrietta  W Moore,  822  Baltimore,  El  Paso,  Texas 

Victor  R,  Cam,  Route  2,  Box  114X,  Port  Arthur,  Texas 

Artimus  E.  Addison,  Goodpine,  La 

Ervin  H Kane,  2708  Westminister,  Dallas,  Texas 

Walter  H.  Herbert  Jr  , Route  4,  Fredericksburg,  Texas 
August  H Lentz,  2533  Jasmine  Street,  New  Orleans,  La. 
Richard  A,  Meyers,  2619  New  Boston  Rd  , Texarkana, Texas 
Vida  M.  Beach,  208  Jackson  Street,  Hooker  Okla 

James  D.  Beach,  Jackson  Street,  Hooker,  Okla. 

James  A.  Runyon,  RFD  1,  Shepherd,  Texas 

Alfred  E Keeler,  906  Ferris  Avenue,  Lawton,  Okla. 

Earnest  L.  Terry,  RFD  2,  Center,  Miss. 

Dr.  Robert  A.  Schlesinger,  4728  W.  Okmulgee  St., 

Muskogee,  Okla. 

William  L Pressly,  Belhaven  College,  Jackson,  Miss 

Robert  L Mayhercy,  Route  1.  Box  396  O,  El  Paso,  Texas 


Phillip  M.  Green,  1220E  Brackenridge  Apts.,  Austin,  Texas 
Kenneth  W Bloom,  1908  Hardy  Street,  Hattiesburg,  Miss. 
Los  Alamos  Amateur  Radio  Club,  Robert  W.  Freyman, 
Trustee,  Trinity  Drive,  Los  Alamos,  N.  Mex 

Henry  Heymann,  3215  Octavia  Street,  New  Orleans  15, La. 
Charles  F.  Wickham,  Apt.  83,  Santa  Fe  Cts  , Belen,  N.  Mex. 
John  N.  Lacy,  3014  South  Marsalis,  Dallas,  Texas 

James  S.  Mays,  Bldg.  09,  Keesler  AFB,  Biloxi,  Miss. 
Marjorie  B Morgan,  229  Kenwood  Ave.,Baton  Rouge,  La. 
Norbert  B.  Ostrye,  400  St.  Charles  Avenue,  Biloxi,  Miss. 
Bascom  E . Tillotson  Jr . , Bldg.  12,  Keesler  AFB,  Biloxi,Miss 
William  R Smith,  5543  Miller,  Dallas  Texas 

Joe  T.  Knight,  Bldg.  P105,  “A”  St.,  Sandia  Base, 
Albuquerque,  N.  Mex. 

Edgar  L.  Foster,  RFD  11,  Box  583D,  Fort  Worth,  Texas 
Robert  R.  Sappington,  1101^  Foster  St., Shreveport,  La. 
William  H.  Remley,  P.  O.  Box  578,  Grapevine,  Texas 
Wilfred  F.  Waters,  1519  Kings  Highway,  Dallas  11,  Texas 
Harold  M.  Fairbanks,  Box  33,  Dawson,  Okla. 

Keith  A,  Askins,  Ave.  “B",  Philrich  Br  . Borger,  Texas 
Willis  L.  Barnes,  7705  North  Loop  Road,  El  Paso,  Texas 
Texas  State  University  Amateur  Radio  Club,  Alfred 
J.  Mims,  Trustee,  3200  Cleburne  Avenue,  Houston,  Texas 
Melvin  W.  Crow,  1721  “D"  Street  N.E.,  Miami,  Okla 
Norman  K.  Remley, US  Marine  Hospital,  Ft.  Stanton,  N Mex 
John  T Sowers,  124  Brooks  Parkway,  San  Antonio  4,  Texas 


Robert  E.  Morrison  , Bayridge  Road,  La  Porte,  Texas 
Morgan  C.  Probasco,  820  S.  Louisiana,  Albuquerque,  N.Mex 
Mervin  B.  Jauer,  3442  Pueblo  Drive,  Los  Alamos,  N.  Mex. 
Joseph  I.  Wilkerson  Jr.,  2222  Procter  St.,  Pt.  Arthur,  Texas 
Freddy  S.  Roberts,  402  Wheelis  St.,  West  Monroe,  La. 
Howard  A.  Brady,  1408  South  Troost,  Tulsa,  Okla 

Arthur  W.  Busnach,  Bldg.  32-38,  Childress  Airport, 
Childress,  Texas 


Donald  A.  Skinrood,  3003  W.  Sandia  Dr., Albuquerque, N.  Mex. 
George  H,  Johnstone,  4631  Idlewilde,  Albuquerque,  N.  Mex. 
Robert  N.  Kerr,  N Hangar  Searcy  Field,  Stillwater,  Okla. 

El  Paso  Amateur  Radio  Club,  William  R.  Brown  Sr., 

Trustee,  Bldg  5400,  Fort  Bliss,  Texas 


Jefferson  Radio  Club,  Mark  S.  Campbell,  Trustee, 

723  Donaldson  Avenue,  San  Antonio,  Texas 

Harry  C.  Stowe,  515  Roseborough,  San  Antonio,  Texas 
Fred  A.  Barbour,  3622  Fillmore,  El  Paso,  Texas 

Norman  O.  Bible,  1013  Fulton  Ave.,  San  Antonio,  Texas 

Ron  V.  Allen,  Qtrs.  7A,  9th  Street,  Goodfellow  Air 
Force  Base,  San  Angelo,  Texas 

Clifton  C Ferguson  Sr.,  307 Duncan  Avenue, Jackson,  Miss. 
Clifton  C.  Ferguson  Jr.,  307  Duncan  Ave.,  Jackson,  Miss. 
Julia  S.  Kemker,  404  Park  Blvd,,  New  Orleans,  La. 
George  T.  Groves,  207  Maryland,  AmariUo,  Texas 

Christopher  Noble,  P O Box  22,  Mesilla  Park,  N Mex. 
Centenary  College  Amateur  Radio  Club,  John  S.  Urban, 
Trustee,  2911  Centenary  Blvd  , Shreveport,  La. 

William  M.  Edwards,  Building  154,  9th  Street, 

Sandia  Base,  Albuquerque,  N Mex 

Alvin  L.  Haak,  247  Blevens,  Corpus  Christi,  Texas 

George  A.  Christie,  518  West  Jackson,  Magnolia,  Ark. 
Perry  W.  Connally,  20  Gordan  Avenue,  Alexandria,  La. 
Charles  F.  Cole,  211  Husband,  Stillwater,  Okla 

Edward  D.  Cochran,  2116  North  Hayes,  Little  Rock,  Ark 
Jimmie  M.  Brown,  1301  West  26th  St.,  Little  Rock,  Ark 
Edward  G.  Barry  Jr.,  1223  Eighth,  Arkadelphia,  Ark. 
Geo.  W.  Chandler,  Bldg.  T85,  Walker  AFB,  Roswell,  N.  Mex 
Harold  Philibert,  Rt  1,  Box  202A1,  Arlington,  Texas 

Fred  R Wilson,  BOQ  #6.  Keesler  AFB,  Biloxi,  Miss. 

Johnny  Spencer,  2615  College  Avenue,  Ft.  Worth,  Texas 
Virgil  P.  Thompson,  Ft.  Bliss  Trailer  Pk.,Ft.  Bliss,  Texas 
Charles  G.  Johnson  Jr.,  1150  Highland  Ave.,  Abilene,  Texas 
John  H.  Carnes,  Route  1,  Galveston,  Texas 

Clifford  W.  Wilson,  728  North  Union,  Shawnee,  Okla. 
James  A.  VanZandt,  Room  131,  Rock  Dormitory, 

Arkansas  Polytechnic  College,  Russellville,  Ark. 

Earl  N Sisk  Jr.,  3022  Emrich  Street,  Ft.  Smith,  Ark. 
James  C„  Seelinger,  RFD  8,  Box  320,  Little  Rock,  Ark. 

Robert  F.  Mager,  414  West  Elm  Street,  Tyler,  Texas 

Roy  O.  Perkins  Jr.,  Sisterdale  Road,  Comfort,  Texas 

Joe  H.  Beler,  Bl.  38,  Bldg.  5,  Apt.  1,  Keesler  AFB,  Miss. 
Orville  L.  Gulseth,  Box  335,  Tupelo,  Miss 

Allen  L.  Dyer,  3070  35th  Place,  Sandia  Base  Branch, 
Albuquerque, . N.  Mex. 

Ardmore  Amateur  Radio  Club,  Charles  M.  Dibrell, 

Trustee,  803  “C"  Street  N.W.,  Ardmore,  Okla 

Paul  Bugg,  Box  5644,  Roswell.  N.  Mex. 

Commerce  H S.  Amateur  Radio  Club,  Albert  H. Stewart, 
Trustee,  Commerce  High  School,  Commerce,  Okla. 

Howard  E.  Moore,  2720  Copper  Street,  El  Paso,  Texas 
Clyde  A.  Walker  Jr.,  1001  North  Gary  Place,  Tulsa,  Okla 
Paul  Kernek,  Country  Club,  Holdenville,  Okla. 

Shirley  L McDowell,  1004  Fremeaux  Street,  Slidell,  La. 
William  W.  Osteyee,  Qtrs  349,  Doniphan,  Ft  Bliss,  Texas 
Albert  M.  Thayer,  3827  Bliss  Street,  El  Paso,  Texas 

Charles  P.  Skouras  Jr.,  611  W.  Walnut,  Roswell,  N.Mex. 
Homer  C.  Powers,  8 Ochelata  Vet  Village, Stillwater,  Okla. 
Thomas  R.  Rhiel,  2644  East  21st  Street,  Tulsa,  Okla. 


Thomas  G.  Moraida,  1422  Comanche  St., Corpus  Chnsti,Texas 
Winston  W Brown,  2908  E,  Haskell  Street,  Tulsa  4,  Okla. 
Asa  T.  Adams,  3404th  Tng.  Sq,,  Box  1,  Keesler  Field, Miss 


Harley  S.  Baird,  Box  565,  Vets.  Village,  Stillwater,  Okla. 
Gordon  H Pettengill,1823  Peach  St.,  Los  Alamos,  N.  Mex. 
James  H Lamb,  514  E.  Charnwood,  Tyler,  Texas 

Ralph  C Clark,  Jupiter  Dr  Sunrise  Acres,  El  Paso,  Texas 
Harold  G.Colby,3237  N.W.  40th  St., Oklahoma  City  7,  Okla. 
Charles  L.  Cox,  3715  Clifton  Street,  El  Paso,  Texas 

Jonathan  P Cornelius,  1411  South  18th  St., ChickashaQkla. 
Seymour  A Davis,  2912  North  Place,  Oklahoma  City, Okla. 
Classen  High  School  Amateur  Radio  Club,  Rex  Irwin. 

Trustee,  1800  North  Ellison,  Oklahoma  City,  Okla. 

Cornelius  H.  Woods  Jr.,  RFD  1,  Graysport,  Miss. 

Jack  B.  Wood,  4537  East  5th  Place,  Tulsa,  Okla. 

George  A.  Winters,  1915  West  Easton  Ct  , Tulsa,  Okla. 


W5PHK  Norman  R.  Taylor,  1024  North  Richmond,  Tulsa,  Okla. 
W5PHL  George  G.  Shor  Jr.,  Lovington,  N.  Mex, 

W5PHM  Claude  F.  Saunders,  RFD  1,  Balko,  Okla 

W5PHN  Robert  J Rychel,  2516  East  1st  Street,  Tulsa,  Okla. 
W5PHO  Arthur  L.  McMullen,  924  College  Avenue,  Alva,  Okla. 
W5PHP  Don  L.  Mullican,  1318  South  18th,  Chickasha,  Okla 

W5PHQ  James  P.  McClanahan,  411  North  Key,  Midwest  City,  Okla. 
W5PHR  Harold  J.  Hepp,  1700  Osage  Avenue,  Bartlesville,  Okla. 
W5PHS  Thomas  G.  Kennedy,  315  South  Olympia,  Tulsa,  Okla 
W5PHT  Nolan  J.  Calais,  RFD  2,  Box  626.  Breaux  Bridge,  La. 
W5PHU  Leslie  U.  Eidson,  5315  Edloe,  Houston,  Texas 

W5PHV  James  O.  Cowee, Sandia  Base, Bldg  T 101,  Albuquerque,N  Mex. 

W5PHX  Lawrence  O.Montgomery,BOQ  13, RM  35, Keesler  AFB, Miss. 

W5PHY  Jackson  L Mauk,  Franklin,  Texas 

W5PHZ  Harley  C.  Lewis.  4233  N W 33rd  St-.  Oklahoma  City, Okla 
W5PIA  William  O Rich,  533  North  8th  St.,  Weatherford,  Okla 
W5PIB  Alfred  W.  Horne,  1121  So.  Mam  Street,  Belen,  N.  Mex. 

W5PIC  Harvey  V Hmcks,  3404  Tng.  Sqdn  , Keesler  Field,  Miss. 
W5PID  Vernon  J.  Githens,  728  N.E.  16th,  Oklahoma  City,  Okla. 
W5PIE  Jack  Glaze,  Wink,  Texas 

W5P1F  Guy  E„  Foster  Jr  , 612  N.W  24th,  Oklahoma  City,  Okla 
W5PIG  Oliver  D.  Johns,  911  Wilson,  Seminole,  Okla. 

W5PIH  Daniel  C.  Jordan,  Box  115,  Allen,  Okla 

W5PH  Robert  G Aiton,  2402  Hudspeth,  Dallas,  Texas 

W5PIJ  Charles  Buffler,  707  East  32nd  Street,  Austin,  Texas 
W5PIK  Roger  F.  Britton,  West  Oneal,  Wills  Point,  Texas 

W5PIL  Herman  E.  Bertram,  605  N.  Harrison,  Beeville,  Texas 
W5PIM  Richard  A.  Bellah,  809  Avenue  “C”  NW,  Childress,  Texas 
W5PIN  Jack  C.  Barrett,  6210  Waldo  Drive,  New  Orleans,  La. 
W5PIO  Maurice  E.  Gayman,  High  Island.  Texas 

W5PIP  Fred  F.  Gilbert,  2108  West  9th  Street,  Plainview,  Texas 
W5PIQ  August  C.  Golla,  RFD  1,  Box  114,  Converse,  Texas 
W5PIR  Floyd  W.  Everitt,  2711  Allen,  Lubbock,  Texas 

W5PIT  Rollyn  C.  Trieman,  851  Zilla,  San  Antonio,  Texas 

W5PIV  Edmund  Swenson,  509  North  Dalmont  Street,  Hobbs,  N Mex. 
W5PIW  Stratton  W.  Beesley,  Carlsbad  Road,  San  Angelo,  Texas 
W5PIX  Hoyt  G.  Byrd,  Merkel,  Texas 

W5PIY  Ovide  S.  Buisson,  444  Esteban,  Arab!,  La, 

W5PIZ  Jack  R.  Halliday,  Bldg.  3079,  34th  Street,  Sandia  Base, 

Albuquerque,  N.Mex. 

W5PJA  William  O.  Griffin,  State  Highway  21,  Madisonville,  Texas 
W5PJB  George  W Wood,  Tahoka  Sheet  Metal  Shop,  Tahoka,  Texas 
W5PJC  Henry  S.  Bowling,  RFD  2,  Box  1432-A,  Midlothian,  Texas 


W5PJD  Richard  A.  Armbruster,  3307  Nations  Ave  , El  Paso,  Texas 

W5PJE  James  W Corbitt,  3317  West  26th,  Little  Rock,  Ark. 

W5PJF  Herbert  I.  Zimmerman,  John  Brown  University, 

Room  20.  Siloam  Springs,  Ark, 

W5PJH  Daniel  L.  LaBasse,  5001  St.  Claude  Ave., New  Orleans,  La, 

W5PJI  Max  I.  Rothman,  Mountain  Park,  N.  Mex. 

W5PJJ  Clarence  W.  Peters,  1322  Carson,  San  Antonio,  Texas 

W5PJK  Larue  D.Rexroat,  House  31,  Walker  AFB,  Roswell,  N.  Mex 

W5PJL  Robert  S.  Marshall,  504  Aston,  McComb,  Miss. 

W5PJM  Alfred  T.  Roberts,  RFD  5,  Box  653,  Shreveport,  La. 

W5PJN  Paul  Jensen,  135  S St  Patrick  Street,  New  Orleans,  La 

W5PJO  Jack  B.  Johnson,  1403  Mesquite,  Vernon,  Texas 

W5PJP  James  H.  Puntenney,  103  Cayton  Street,  Houston,  Texas 

W5PJQ  Arthur  T.Pharris  Jr., WJMB, New Hwy. 51,  Brookhaven,  Miss. 

W5PJR  Henry  F.  Rowe  1127  Gaiennie,  New  Orleans,  La. 

W5PJS  Jack  W.  Williamson,  526  Vine  Street,  Shreveport,  La. 

W5PJT  Albert  E.  Cupp,  1109  Small,  Grand  Prairie,  Texas 

W5PJU  Lawrence  R.  De  Rusha,  908  N.  Canal  St.,  Carlsbad,  N.  Mex. 

V5PJV  Raymond  E.  Durden,  2305  Forest  Avenue,  Austin,  Texas 

W5PJW  Walter  G.  Ewing,  1214  Denley  Drive,  Dallas,  Texas 

W5PJX  Royce  W.  Redwine,  5120  Lewis  Road,  Port  Arthur,  Texas 

W5PJY  Herbert  L.  Hall,  1137  Schex  Drive,  Bossier  City,  La 

W5PJZ  Dr  Henry  J.  Schoettner,  Chief  Medical  Officer, 

Federal  Correctional  Institution,  La  Tuna,  Texas 

W5PK  John  F.  DeBardeleben,  604  Emporia,  Muskogee,  Okla. 

W5PKA  Vergne  E.  Smith,  1330  18th  Street,  Corpus  Christi,  Texas 

W5PKC  Paul  C.  Arndt,  Qtrs.  1114  B,  11th  Loop,  Sandia  Base, 

Albuquerque,  N.Mex. 

W5PKD  Frank  M.  Smith,  225  E.  Myrtle  Lane,  Midwest  City,  Okla. 

W5PKE  Linus  H.  White,  RFD  1,  Box  156,  Port  Arthur,  Texas 

W5PKF  . KenH.  Langenbeck,572 1 St.  Anthony  Ave  , New  Orleans,  La. 
W5PKG  Winston  O.  Clark,  2319  Lovers  Lane,  Dallas,  Texas 

W5PKI  Stephen  S.  Fnedland,  Route  2,  Albuquerque,  N.  Mex. 

W5PKJ  Harold  P.  Stockbower,  4025  Marquette  St.,  Houston,  Texas 

W5PKK  Berle  E.  Engle,  Veterans  Hosp.,  Wd.  5,  Albuquerque,  N.  Mex.. 

W5PKL  Willa  D.  Braffett,c/o  Radio  Station KCTX, Childress,  Texas 

W5PKM  Carl  R.  Blades,  1618  Abundance,  New  Orleans,  La 

W5PKN  Donald  L.  Eiler,  Bldg.  504B,  TAS,  Fort  Bliss  Texas 

W5PKO  Ida  F.  Stockbower,  4025  Marquette  Street,  Houston,  Texas 

W5PKP  Lester  J.  Chesser,  505  Reynold  Street,  Hot  Springs,  Ark. 

W5PKQ  Harry  H.  Harman,  2335  Waverly  Ave.,  San  Antonio,  Texas 

W5PKR  Herschel  L.  Price,  Midland  Air  Terminal,  Terminal,  Texas 

W5PKS  James  W.  RusseU,  Qtrs  839,  Camp  Hood,  Texas 

W5PKT  James  S Arnold,  807  North  Miranda,  Las  Cruces,  N.Mex 

W5PKU  Edward  J.  Sweatt,  839  Atlantic  Street,  New  Orleans,  La. 

W5PKV  Preston  J.  Gauthier,  506  South  Broadway,  McComb,  Miss. 

W5PKW  JackW.  Scott,  Bldg.  123,  Harding  Field,  BatonRouge,La 
W5PKX  William  L.  Wahler,36  Belvedere  Street,  Brownsville,  Texas 


W5PKY  Robert  M.  Stracener,  525  Anchor  Street,  Beaumont,  Texas 
W5PKZ  Walter  P.  Shuler,  200  Lipscomb  Street,  Brownwood,  Texas 

W5PLA  Duard  D Wilson  Jr.,  Box  1645,  Vernon,  Texas 

W5PLB  John  H.  Hedger,  417  So  Broadway,  Corpus  Christi,  Texas 
W5PLC  Calvin  D.  Losey,  1112  West  Alameda,  Roswell,  N.  Mex 

W5PLD  Dean  S.  Miller,  364  Alexander  Hamilton  Drive, 

San  Antonio,  Texas 

W5PLE  Dale  S.  Cooper,  216  East  Cowan  Dr.,  Houston  7,  Texas 
W5PLF  H.  Curtis  Biggs,  1205  South  Jackson,  Albuquerque,  N.  Mex. 
W5PLG  Garold  L.  Brooks,  808  South  13th  Street,  Kingsville,  Texas 
W5PLH  Jim  H.  De  Long,  Christoval,  Texas 

W5PLI  Jack  Davis,  1 Prentiss,  Natchez,  Miss. 

W5PLJ  Robert  W.  Martens,  Rt  4,  Box  199,  Corpus  Christi,  Texas 
W5PLK  Benjamin  G.  Radkob,  Box  875,  Socorro,  N.  Mex 

W5PLL  Kenneth  R.  Fortman,  112  N.  Jackson,  Albuquerque,  N.  Mex. 
W5PLM  William  D.  Lunn,  1909  Bluebonnet,  Port  Arthur,  Texas 
W5PLN  Robert  L.  Winters,  RFD  3,  Sweetwater,  . Texas 

W5PLO  Clayton  H.  Williams,  101  La  Platta,  Shiprock,  N.  Mex. 

W5PLP  Reynaldo  S Saldana,  1510Howard  St., Corpus  Christi,  Texas 
W5PLQ  Tolbert  C.  Pipes,  Box  3583,  West  Monroe,  La 

W5PLS  Gunther  Schwartz,  211  S.  Alamedia  Ave.,  Las  Cruces,  N.  Mex. 
W5PLT  Clarence  S.  Irvine,  Qtrs,  960,  Walker  AFB,  Roswell,  N.  Mex. 
W5PLU  M,  C.  Averett,  1629  Coliseum,  New  Orleans,  La. 

W5PLV  Edw,  J.  Charouleau,  1706N.  Dupre  St.,  New  Orleans,  La. 
W5PLW  Charles  H.  Lucas,  1247  Georgia,  Dallas,  Texas 

W5PLX  George  N,  Held,  1517  Mandeville,  New  Orleans,  La. 
W5PLY  Thomas  W.  Holden,  1501  Jackson,  Monroe,  La. 

W5PLZ  Ernest  Parker,  218  So.  Springfield,  Albuquerque,  N.  Mex. 
W5PM  John  A.  Swanson  Jr. ,1032  Ralston  St„, Corpus  Christi,  Texas 
W5PMA  JohnF.Palmquist,  3308  Villanova  Dr., University  Park, Texas 
W5PMB  Jack  W.  Tingle,  Box  134,  Elgin,  Texas 

W5PMC  Howard  K.  Dean  Jr.,  813  East  Second,  Roswell,  N,  Mex. 
W5PMD  Earl  E .Adkins, Block  38, Bldg  8,AFB, Keesler  Field,  Miss, 
W5PME  William  L.  Birren,  State  Highway  68,  Huntsville,  Ark. 
W5PMF  Bergie  M,  Anderson,  2454  Kings  Highway,  Shreveport,  La, 
W5PMG  Andrew  Kasparian,  1610  Sixth  St.,  Port  Arthur.  Texas 
W5PMH  James  R.  Jamell,  1200  West  “C”  St„  Russellville,  Ark. 
W5PMI  Miles  E.  Anderson,  1011  Highland  Street,  Denton,  Texas 
W5PMJ  Ben  L.  Baber,  17th  Loop.  Sandia  Base,  Albuquerque.  N.  Mex. 
W5PMK  Leon  R Bordenave,  1811  N Robertson  St., New  Orleans,  La 
W5PML  Cecil  C,  Cash,  9 North  14th  Street,  Lawton,  Okla. 

W5PMM  Harold  E.  Dare,  514^  West  17th  Street,  Houston,  Texas 


W5PMO  Sunset  Amateur  Radio  Club.  Grav  Moore.  Trustee. 

High  School,  Oak  Cliff  Blvd.  & Jefferson  Ave., Dallas,  Texas 
W5PMP  John  D.  Theologos,  613  S.  Magnolia  Street,  Laurel.  Miss. 
W5PMQ  Charles  W.  Williston,  Box  548,  State  College,  N Mex 
W5PMR  Lloyd  D.  Parker,  602  Mayford,  Houston,  Texas 

W5PMS  Charles  L.  Ramsey  Jr.,  1914  Howell,  Lamarque,  Texas 
W5PMT  Edward  3.  von  Seutter,  RFD  1.  Box  53,  Corpus  Christi, Texas 
W5PMU  O L Sanders,  Box  853,  Idalou,  Texas 

W5PMV  Wallis  C.  Fulwiler,  RFD  3,  Belton,  Texas 

W5PMW  William  R„  Rawlings,  74l|  Unadilla,  Shreveport,  La, 
W5PMX  James  R.  Weaver,  4317  Memphis  Street,  El  Paso,  Texas 
W5PMY  John  J„  Goetter,  1115  W,  Travis  Street,  San  Antonio,  Texas 
W5PMZ  Owen  U.  Trulock,  733  S.E.  Sixth  Street,  Paris,  Texas 
W5PNA  Joseph  R.  Huggins,  1705  Mvrtle  Street,  Jackson,  Miss, 
W5PNB  James  H.  Long,  1740  Fairfield  Ave.,  Shreveport,  La, 
W5PNC  Edward  S,  Pierce,  Route  4,  Laurel,  Miss. 

W5PND  Lloyd  H.  Lane,  311  East  State  St.,  Baton  Rouge,  La, 
W5PNE  Louis  D.  Hamilton,  10913  Aledo  Drive,  Dallas,  Texas 
W5PNF  Jose  G.  Hernandez,  2510  Montgomery,  Corpus  Christi.Texas 
W5PNG  Richard  G.  Patterson,  202  Stanley  Blvd.,  Ardmore.  Okla. 
W5PNH  Wm,  N.  Snouffer,  405  N,  Wellesley  PL.Albuqueraue.  N.  Mex, 
W5PNI  Harold  E.  Taylor,  914  Bean,  Kilgore,  Texas 

W5PNJ  Adam  F.  Bowden,  3524  North  Versailles  St.,  Dallas,  Texas 
W5PNK  Redick  E.  Hammett,  RFD  5,  Minden,  La. 

W5PNL  Ivy  T.  Young,  2900  Myrtle  Street,  San  Angelo,  Texas 

W5PNM  Ruel  P.  Edrington,  P,  O,  Box  97,  Gonzales,  Texas 

W5PNN  Hugh  D.  Boring,  801  North  Second,  Raton,  N.  Mex. 

W5PNO  Sidney  G.  Jeff  coats,  RFD  2,  Hattiesburg,  Miss. 

W5PNP  Leroy  D.  Winburne,  1216  South  27th  Street,  Temple,  Texas 
W5PNQ  George  W.  Wafer,  RFD  4,  Ruston,  La. 

W5PNR  Bernard  D.  Shahan,  1605  Lakeshore  Dr.,  Port  Arthur, Texas 
W5PNS  Arthur  E.  Herrald,  1656  First  Avenue,  Jackson,  Miss, 
W5PNT  Ramon  G.  Mondragon,  2221  Ruth  St.,  Corpus  Christi,  Texas 
W5PNV  Irwin  M.  Nichols,  504  Port,  DeRidder,  La. 

W 5PNW  Archie  L Miller,  7047  Day,  Dallas,  Texas 

W5PNX  Norman  A.  Charette,  Qtrs.  4480  UW,  Fort  Sill,  Okla. 
W5PNY  Robert  A.  Thomason  Jr.,  1422  St.  Ann  St.,  Jackson,  Miss. 
W5PNZ  William  E.  Gonser,  6624  Meade,  Dallas,  Texas 

W5PO  Novis  S Ousley,  Rule,  Texas 

W5POA  Duard S.Woffinden,  Apt.  E, Sandia  Base,  Albuquerque,  N„  Mex. 
W5POB  James  H.  Belote,  3605  Gordon,  Monroe,  La. 

W5POC  Victor  V.  Myers  Jr.,  413  S.  Broadway,  Albuquerque,  N.  Mex. 
W5POD  Clarence  E.  Muchow,  1220  So.  Jackson,  Albuquerque,  N.  Mex. 
W5POE  LarryH.  Young  Jr.,  P.0  Box  546,WJMB,Brookhaven,  Miss 


W5POF  Mar  vin  E.  Eisenbach,  4037  NW  11th,  Oklahoma  City  7, Okla. 
W5POG  George  M.  Erickson,  1015  South  Hazelwood, Sherman, Texas 


W5POH  William  E.  Langley,  1629  Coliseum,  New  Orleans,  La. 
W5POI  Carl  E.  Black,  607  South  Auburn,  Farmington,  N Mex. 

W5POJ  Alvin  E,  Kounovsky,  202|  N.  Marshall,  Okla.  City  10,  Okla. 
W5POK  Sidney  R.  Porter,  1025  2-A  Rainey  Park,  Stamford,  Texas 
W5POL  Oscar  F,  Nash,  4210  Avenue  “D”,  Austin,  Texas 

W5POM  Elmo  M.  Bynum,  Route  4,  Corinth,  Miss. 

W5POO  Milton  L.  Smale,  P.  O Box  326,  Ruston,  La. 

W5POP  Alvin  E.  Branch,  818i  West  13th  Street,  Pine  Bluff,  Ark 
W5POQ  Charles  D.  Samples,  308  Third,  Benton,  Ark. 

W5POR  William  F.  Ford,' 4354  Richmond,  Shreveport,  La. 

W5POS  Charles  C,  Grimes,  510  Terrace,  Clinton,  Okla. 

W5POT  Robert  L.  Reynolds,  122  South  Pecan,  Pauls  Valley,  Okla. 
W5POV  Howard  A.  Bender,  2205  Westchester  Drive, 

Oklahoma  City  8,  Okla. 

W5POW  James  D.  Elliott,  513  E.  Atkinson  Dr„  Midwest  City,  Qkla. 
W5POY  Dudly  S.  Rea,  Beaver,  Okla. 

W5POZ  Frank  G.  D.  Patterson.  304  S.W.  44th  St..Okla.  City.  Okla, 
W5PP  Leslie  F.  McCollam,  Medicine  Park,  Okla. 

W5PPA  Galen  W.  Nolder,  920  West  Maple,  Enid,  Okla, 

W5PPB  George  E.  Corkren,  WCBI  Radio  Station,  Columbus,  Miss. 
W5PPC  Darrel  K.  Vanarsdol,  529  Del  Mar  St.,  Corpus  Christi,  Texas 
W5PPD  Jim  D.  Smith,  Box  954,  7 Apache  Street,  Vets 

Village,  Stillwater,  Okla, 


W5PPE  James  S,  Speck,  2501  N.W.  21st  St,  Oklahoma  City,  Okla. 
W5PPF  Frederick  C,  Stanford,  3000  Nashville  St„  El  Paso,  Texas 
W5PPG  Roy  Z„  Taylor,  1221  N.W,  47th  St „ Oklahoma  City,  Okla, 

W5PPH  Woodrow  W.  Woodall,  6236  Wainwright  Drive, 


New  Orleans,  La. 

W5PPI  William  T.  Harris,  108  North  Koenigheim,  San  Angelo,  Texas 
W5PPJ  James  Fitzpatrick,  1001  So.  Avenue  “G’\  Haskell,  Texas 
W5PPK  Donald  W„  Fone,  326  West  St.  Frances,  Brownsville,  Texas 
W5PPL  Robert  W.  Frank,  1011  West  Seventh,  Tulsa,  Okla. 

W5PPM  Paul  M.  Gallahar,  5747  E.  Admiral  Place,  Tulsa,  Okla. 
W5PPN  Elmer  E.  Jameson  Jr.,  Potash  Company  of  American, 

Mine  Site,  Carlsbad,  , N.Mex. 

W5PPO  Roy  H.  Kins  low,  2526  Parmer  Place,  Dallas  11,  Texas 
W5PPP  Walter  G.  Eppler  Jr„  1312  South  Knoxville,  Tulsa,  Okla. 
W5PPQ  John  F.  Durham,  Route  1.  Lavaca,  Ark. 

W5PPR  Homer  J.  Bise,  411  South  Pittsburg,  Tulsa,  Okla. 

W5PPS  Sam  D.  Laney,  525  Roberts  Street,  Denton,  Texas 

W5PPT  Jacob  F.  Schirmer,  Corning,  Ark. 

W5PPV  Robt.  E.  Barnett,  1417  Cottonwood, (Rear),  Bay  City,  Texas 
W5PPW  Hugh  Winter,  3514  E.  Thaxton  Avenue,  Albuquerque,  N,  Mex. 
W5PPX  William  D.  Woleben,  4720  West  Beach  St„Gulfport,  Miss. 
W5PPZ  Curry  E,  Ellison,  724  East  High,  Tucumcari,  N Mex, 

W5PQ  Kenneth  L.  Myers,  4231  West  12th  Avenue,  Amarillo,  Texas 
W5PQA  Howard  W„  Merideth,  3912  East  Anderson  Avenue, 

Albuquerque,  N.  Mex. 

WhPQB  Richard  L.  Kile,  1214  N.  Dartmouth Av.,  Albuquerque,  N.Mex. 
W5PQC  Fred  W.  Whitmyer,  Box  23,  Jal.  N„  Mex. 

W5.PQD  Paul  J.  Mayne,  Post  Office  Box  293,  Opelousas,  La. 
W5PQE  Fred  B.  Self,  128  West  Street,  McComb,  Miss. 

W5PQF  Willard  Flint,  621A  Bennett  Drive,  Stillwater,  Okla. 
W5PQG  Everett  L.  Smith,  200  Busbee  St., Shumaker,  Camden,  Ark. 
W5PQH  Roline  A.  Forgy,  1110B  West  22nd,  Austin,  Texas 

W5PQI  Donald  P.  Harris,  1410  Newning  Avenue,  Austin,  Texas 
W5PQJ  Louis  J.  Frenkel  Jr.,  216  So.  Yale  Ave., Albuquerque, N.  Mex. 
W5PQK  Edw.  O.  Harrison,  Bldg.T  820,  Walker  AFB,  Roswell,  N.  Mex. 
W5PQM  Felix  J.  Touches,  P.  O.  Box  774,  Alamogordo,  N.  Mex. 

W5PQN  Edward  N,  Wise,  1251B  41st  Street,  Los  Alamos,  N.  Mex. 
W5PQO  Henry  C.  Keebler,  2200  North  Sylvania,  Ft.  Worth,  Texas 
W5POP  Joseph  P.  Couch,  Hesser  Street,  Rt.  6,  New  Orleans,  La. 
W5PQS  Joseph  E.  Reed,  2517  Ash,  Lake  Charles,  La. 

W5PQT  Alton  Harrell,  341  Joseph  Street,  New  Orleans  15,  La. 
W5PQU  George  W.  Sanford,  RFD  1,  Ruston,  La. 

W5PQV  J Fred  Strickland,  P.  O.  Box  648,  Wink,  Texas 

W5PQW  Leonard  L.  Williams,  1910  West  Chestnut  St., Denton,  Texas 
W5PQX  Eugene  T.  Sudduth,  330  East  Adams  St.,  Kosciusko,  Miss. 

W5PQY  Ernest  O.  Spencer  Jr.,  1418  Poplar  Blvd.,  Jackson,  Miss. 

W5PQZ  Caesar  Castigliom,  501  Cliff  Ave.,  San  Antonio  4,  Texas 
W5PR  Paul  H.  Lindhorn  Jr.,  5416  Montview  St.,  Austin,  Texas 

W5PRA  Wesley  T.  Burks,  325  West  Jackson.  McAlester,  Okla, 

W5PRB  Billy  R.  Anderson,  156  Horseshoe  Cir,,  Jackson,  Miss. 
W5PRC  Robert  J.  Schmidt,  CAA,  Airway  Comm.  Sta,,  Rodeo,  N.  Mex. 
W5PRD  Henry  V.  Sellen  Jr,,  411  Phosphor  St.,  New  Orleans,  La. 
W5PRE  Douglas  D„  Palmquist,  3308  Villanova  Drive, 

University  Park,  Texas 

W5PRF  Harry  V.  Hoechten,  118  El  Monte  Blvd.,  San  Antonio,  Texas 
W5PRG  Cecil  W,  Hutto,  5603  Hearne,  Shreveport,  La. 

W5PRH  Louis  C.  Thomas,  4200  Potomac,  Dallas,  Texas 

W5PRI  Francisco  Ortiz,  910  Colita  Street,  San  Antonio,  Texas 
W5PRJ  Floyd  Berry,  211 A 13th  St., Sandia  Base,  Albuquerque,  N.Mex. 
W5PRK  Ysapel  Echabarria,  806  South  Pecos,  San  Antonio,  Texas 
W5PRL  Kenneth  L.  Cortright,  816  Erie,  San  Antonio,  Texas 

W5PRM  Edward  F.  Lane,  3442  Asbury  Avenue,  Dallas,  Texas 

W5PRN  William  F.  Potts,  420  Bryan,  Mesquite,  Texas 

W5PRO  Charles  E.  McCullough,  2514  Wooldridge  Dr.,  Austin,  Texas 
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W5PRQ 

W5PRR 

W5PRS 

W5PRT 

W5PRU 

W5PRV 

W5PRW 

W5PRX 

W5PRY 

W5PRZ 

W5PS 

W5PSA 

W5PSB 

W5PSC 

W5PSD 

W5PSE 

W5PSF 

W5PSG 

W5PSI 

W5PSJ 

W5PSK 

W5PSL 

W5PSM 

W5PSN 

W5PSO 

W5PSP 

W5PSQ 

W5PSR 

W5PSS 

W5PST 

W5PSU 

W5PSV 

W5PSW 

W5PSX 

W5PSZ 

W5PTA 

W5PTB 

W5PTC 

W5PTD 

W5PTE 

W5PTF 

W5PTG 

W5PTH 

W5PTI 

W5PTJ 

W5PTK 

W5PTL 

W5PTM 

W5PTN 

W5PTO 

W5PTQ 

W5PTR 

W5PTS 

W5PTT 

W5PTU 

W5PTV 

W5PTW 

W5PTX 

W5PTY 

W5PTZ 

W5PU 

W5PUA 

W5PUB 

W5PUC 

W5PUD 

W5PUE 

W5PUF 

W5PUG 

W5PUH 

W5PUI 

W5PUJ 

W5PUL 

W5PUM 

W5PUN 

W5PUQ 

W5PUR 

W5PUS 

W5PUT 

W5PUV 

W5PUW 

W5PUX 

W5PUY 

W5PVA 

W5PVB 

W5PVC 

W5PVD 

W5PVE 

W5PVF 

W5PVG 

W5PVH 

W5PVI 

W5PVJ 

W5PVK 

W5PVL 

W5PVM 

W5PVN 

W5PVO 

W5PVT 

W5PVQ 

W5PVR 

W5PVS 

W5PVT 

W5PVU 

W5PW 

W5PVW 

W5PVX 

W5PVY 

W5PVZ 

W5PW 

W5PWA 

W5PWB 

W5PWC 

W5PWD 

W5PWE 

W5PWF 

W5PWG 

W5PWH 

W5PWI 

W5PWJ 

W5PWK 

W5PWL 

W5PWM 

W5PWN 

W5PWO 


Johnny  P.  Narramore,  1730  Buckner,  Shreveport,  La. 
Paschal  S.  Harwell,  RFD  2,  Richland  Springs,  Texas 
Robt.M.  Hickman,  3204ForestParkBlvd.,Ft„Worth4,  Texas 
Jesse  O.  Jones,  P.O.Box 611,  807  W,  AUen  Street, 

Falfurrias,  Texas 

Ellis  A.  Oder,  308  "D”  Street,  Cisco,  Texas 

Joseph  F.  Schlundt,  429  Washington  St„  Kerrville,  Texas 
James  E.  White  Jr.,  1606  South  Third  St.,  Monroe,  La. 
Charles  E,  Turner,  RFD  1,  Blanket,  Texas 

Cecil  S<  Selman,  337  Millsaps  Avenue,  Jackson,  Miss,, 
West  Bank  Amateur  Radio  Club,  DeWitt  H,  Holder, 

Trustee,  Monroe  & Keppler  Street,  Gretna,  La, 

James  B„  Janes  Jr.,  1002  Butternut,  Abilene,  Texas 
James  T.  Lack,  1413  Eighth  Avenue,  Fort  Worth,  Texas 
Harry  L.  Parrish  Jr.,  312  Stewart  Lane,  El  Paso,  Texas 
Elmer  E.  Felio,  1721  North  Ohio  Avenue,  Roswell,  N.  Mex. 
Clifford  C.  Jorgenson,  4135  Milton,  Houston,  Texas 

Ernest  F„  Scott,  1416  No  Hughes  Street,  Amarillo,  Texas 
Baker  J Smith,  Bldg.  4523,  Fort  Sill,  Okla. 

Ernest  A.  Martin,  3244  “A”  Street,  Sandia  Base, 

Albuquerque,  N.Mex. 

Elmer  D.  Murray,  1300  Lancaster  Street,  Big  Spring, Texas 
William  D.  Ladeau,  Route  2,  Box  34B,  Roswell,  N»  Mex. 
Henry  A.  Milloit,  1803  Morning  Rise  PL,  Albuquerque,  N.Mex. 
Herbert  C,  Womack,  205  South  Fourth  St.,  Timpson,  Texas 
Kenneth  Henderson,  Forest  Hill,  La, 

William  M,  Gunderson,  1609  Hughes,  Amarillo,  Texas 
Walter  H„  Knight,  RFD  1,  Comanche,  Texas 

SankstonS.  Tunnell,  1202  Washington,  Artesia,  N.Mex. 

Donald  E.  Rose,  103  So,  Beverly  Dr.,  Wichita  Falls,  Texas 
Joe  M.  Simpkins,  319|  N.  Rosedale  Street,  Tulsa,  Okla. 
Robert  P,  Eskald  Jr.,  524  Santini,  Biloxi,  Miss, 

Carlton  M„  Davis,  815  No,  Hancock,  Gainesville,  Texas 
Joseph  B.  Brand,  1916  North  4th  St,,  Albuquerque,  N.  Mex. 
Colin  M,  Brown,  Southside  Trading  Post,  Fruitland,  N,  Mex. 
Frederic  C.  Swan,  2712  Foster  Street,  Bossier  City,  La. 
Louis  C,  Davis,  3820  Thomason  Avenue,  El  Paso,  Texas 
Luther  L,  Adkins,  Apt,  533  Gilbert,  Borger,  Texas 

Robert  W.  Cochran,  901  West  Hubbard, Mineral  Wells, Texas 
Charles  L;  Cain,  706  South  Edgefield,  Dallas,  Texas 

Charles  L.  Cain,  1105  McKie  Street,  San  Marcos,  Texas 
John  E.  Cherry,  838  West  First  Street,  Eldorado,  Ark. 
Joseph  Q.  Fisher,  1201  3rd  Street,  Graham,  Texas 

Bernard  F.  Cassidy,  321  N.  13th St.,  Albuquerque,  N,  Mex. 
Holloway  H.  Frost,  4 City  Hall  Bldg.,  Athens,  Texas 
Glenn  A.  Johnson,  Bldg.  T 280,  Fort  Sill,  Okla. 

Annie  I.  King,  Box  89,  Goodfellow  A.F.B. , San  Angelo,  Texas 
Charles  L„  McCollum,  2624  25th,  Lubbock,  Texas 

Ross  C.  Shelton,  1706  27th  Street,  Lubbock,  Texas 

Howard  D.  Hale,  2009  Hillcrest,  Fort  Worth,  Texas 


Arthur  C.  English,  704  North  Redbud,  Midwest  City,  Okla. 
Earl  J.  Roberts,  502  Chapelle  Street,  New  Orleans,  La. 
William  W.  Smith,  600  Kirkman  St.,  Lake  Charles,  La. 
James  R.  Mayward,  5315  Tenth  Court,  Albuquerque,  N.Mex. 
Minnie  O.  Bernhard,  446  Brees  Blvd.,  San  Antonio  9,  Texas 


T.  D.  McNeill,  1815  Richardson  Avenue,  Dallas,  Texas 
Geo.E. Fife  Jr., Bldg.523, Barksdale  AFB, Shreveport,  La. 
James  A.  Gonzales,  Gonzales,  La. 

William  G.  Sutton,  1119  18th  Avenue,  Texas  City,  Texas 
Lanola  E.  Libbe,  North  Shore  Drive,  Port  Isabel,  Texas 
Linwood  L.  Leftwich,  Rt,  4,  Box  70,  Corpus  Christi,  Texas 
Cyril  H.  Delvanti,  4326  Ocean  Dr.,  Corpus  Christi,  Texas 
Fred  E.  Ellis  Jr.,  2301  Wesley,  Greenville,  Texas 

Hamilton  B.  Behrendt,  431  Steves  Ave.,  San  Antonio,  Texas 
Isaac  Levy  Jr.,  1513  E.  Howard  Avenue,  Biloxi,  Miss. 
Freddie  F.  French,  1212  Keats  Drive,  Dallas,  Texas 

John  F.  Kurfiss,  3632  Frederick,  Shreveport,  La. 

E.  Wayne  Melton,  4719  East  Sixth  Street,  Tulsa,  Okla 
Lee  F.  Ruth,  Qtrs.  1261A,  Kelly  AFB,  San  Antonio,  Texas 
Herman  G.  Reece,  1010  Park  Avenue,  Monroe,  La. 
George  R,  Smythe,  1126  St.  Ann  Street,  Jackson,  Miss. 
Hudson  J.  Patterson,  614  Glazebrook  Street, 

Corpus  Christi,  Texas 

Aloquis  P.  Mitchell,  968  Fairwood  Drive,  Grenada,  Miss. 
William  J.  Cunningham,  535  South  Toledo,  Tulsa,  Okla. 

J.  D.  Diltz,  1537  Fifth  Street,  Port  Arthur,  Texas 

Manuel  C.  Delgado,  119  Tenth,  Las  Vegas,  N„  Mex. 

Burnice  Ferguson,  700  South  Carl,  Siloam  Springs,  Ark. 
Tillman  H.  Maddox,  500  Denison,  Nocona,  Texas 

Wilbern  W.  Railsback,  620  West  5th  St.,  Amarillo,  Texas 
James  N„  Livezey,  3rd  & Burleson  Sts„,  McCamey,  Texas 
Fred  A.  Savage,  RFD  11,  Box  199,  Fort  Worth,  Texas 

Wm.  G.  Barber,  57  McClanahan  PL,  Cotton  Valley,  La. 
William  C.  Masters,  421  East  Fifth  St.,  Roswell,  N.Mex. 
James  T.  McHughes  Jr.,  3876  Fairfield,  Shreveport,  La, 
Raymond M. Johnson, 1605  Lakeshore  Dr.,PortArthur,  Texas 
Roy  A.  Edmonds,  826  Cemetery  Road,  Piggott,  Ark. 

Nelson  B<  Russell,  210  North  Holloway,  El  Dorado,  Ark, 
WUliam  H.  Gearhart  Jr.,  1212  Gore,  Lawton,  Okla. 

Leon  M.  Langley,  3120  Mandeville  St.,  New  Orleans,  La. 
Joseph  A.  Marsala  Jr.,  323  North  Sixth,  Monroe,  La. 
Joseph  F,  Brumbaugh,  48  So.Toledo  Ave„,  Tulsa,  Okla. 

Arthur  J.  Breed,  405|  Mill  Street,  Lake  Charles,  La. 

John  W.  King,  1121  South  Lamar,  Denison,  Texas 

Horace  N,  Lowe,  104  Maryland,  Amarillo,  Texas 

Homer  L.  Bellair,  2222  Fifth  Street,  Port  Neches,  Texas 
Henry  A.  Carter,  413  Dalzell,  Shreveport,  La. 

Glen  F.  McFall,  513  South  Sixth  Street,  Clinton,  Okla. 
Philip  D«  Miller  Jr.,  715  So.  Carlisle,  Albuquerque,  N.  Mex. 
John  M.  Cutler,  956  Adams,  Grenada,  Miss, 

Harold  R.  Friend,  20  Georgetown  St.,  Hazlehurst,  Miss. 
Reuben  T,  Hethcoat,  1466  Slater  Road,  Fort  Bliss,  Texas 
Ulric  C.  Hines,  421  Third  Street,  McComb,  Miss. 

Robert  M.  Kirkland,  Lucas  Road,  Forbing,  La. 

University  Park  Amateur  Radio  Club,  Elwin  J.  O’Brien, 
Trustee,  4024  Caruth,  Dallas,  Texas 

Thurman  J.  Maupin,  Box  1864,  Monahans,  Texas 

Gas  Company,  Monahans,  Texas 

Baton  Rouge  Radio  Society,  Paul  T.  Parker,  Trustee, 

733  N.  Boulevard,  Baton  Rouge,  La. 

John  P.  McCullin,  1017  West  Broadway,  Muskogee,  Okla. 
Jack  M.  Ashford,  1807  Overhill  Lane,  Dallas,  Texas 

Harvey  L.  Bryant,  1224  Laredo  Highway, San  Antonio,  Texas 
William  F.  Fritsche  Jr.,  302  Fredericksburg  Road, 

San  Antonio,  Texas 

Jesse  W.  Jackson,  800  E.  Kingshighway,  Paragould,  Ark. 
Maurice  B.  O’Neil,  4436  Canal  St.,  New  Orleans.  La. 
Tony  J,  Pizana,  1009  East  Lohman,  Las  Cruces,  N.  Mex. 


Gerard  E.  Moerschell,  3182A  Trinity  Dr.,  Los  Alamos,  N.  Mex. 
Robert  S.  Nelson,  1713  Ridgecrest  Cir. , Albuquerque,  N.  Mex. 


Kenneth  L.  Harris,  1210  E.  Tijeras  St., Albuquerque,  N.  Mex. 
E.  Manning  Hodges,  304  North  Grove,  Albuquerque,  N.  Mex. 
Charles  F.  Hubert,  1131  Elmdale  Place;  Dallas,  Texas 
Gene  F . EUiott,  2701  South  Second  Street,  Abilene,  Texas 
Lewis  H.  Curry,  P.  O.  Box  999,  Jal,  N.Mex. 

Albert  E.  Clamp  Jr.,  3226  34th  Street,  Albuquerque,  N.Mex. 
Harley  D.  Capps,  Thalia,  Texas 

Davies  P.  Anderson,  3240A  “A”  Street,  Sandia  Base, 
Albuquerque,  N.Mex. 

Norman  S.  Edwards,  Air  ROTC,  Tulane  University, 

New  Orleans,  La. 

Raymond  G.  Johnson,  Leake  Street,  Clinton,  Miss. 

Emma  L.  Hawkins,  1408  Bell,  Lawton,  Okla. 

Conway  L.  Wilson,  811  Alabama  Street,  Beaumont,  Texas 
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W5QAL 

W5QAM 
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W5QAQ 

W5QAR 

W5QAS 
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W5QAU 

W5QAV 

W5QAW 

W5QAX 

W5QAY 

W5QAZ 
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W5QBA 

W5QBB 

W5QBC 

W5QBD 

W5QBE 


Thomas  E.  Sowell,  3310  30th  Street,  Lubbock,  Texas 

Joseph  Adams,  2826  Elizabeth,  Corpus  Christi,  Texas 
Wm.  S.  Lovett,  Bldg.  P.  102,  Sandia  Base,  Albuquerque,  N.  Mex. 
Thomas  E.  Wetsel,  2311  Washington  St.,  Commerce,  Texas 
Robert  E.  Young,  505  Bayland  Street,  Houston,  Texas 
Stanley  Leight,  1209  North  Lake,  Fort  Worth,  Texas 
Warren  S.  Quinn,  384-B  Deep  Eddie  Apts.,  Austin,  Texas 
Charlie  H.  Liles,  713  Avenue  “E”,  McComb,  Miss. 

William  A.  Perry,  714  West  Fourth.  Pecos,  Texas 

Jack  V'.  Hayden,  Holcomb,  Miss. 

Calvin  C.  Thompson,  3012  Pampa  Street,  Dallas,  Texas 
Arthur  W.  Beem,  RFD  1,  Traskwood,  Ark. 

Wayne  T.  Welkenback,  414  South  Main  St.,  Belen,  N.  Mex 
Lewis  D.  Fisher,  1150  Highland,  Abilene,  Texas 

John  W.  Davison,  314  North  Fifth  Street,  Belen,  N.  Mex. 
Joe  K.  Connally,  1300  Lancaster,  Big  Spring,  Texas 

Neilan  J Cole,  519  Collin,  Denison,  Texas 

James  W.  LeCompte,  Qtrs.  25-2,  US  Naval  Air  Sta., 

Corpus  Christi,  Texas 

Gerhard  W.  Classen  Jr.,  2326  Vagas,  Dallas,  Texas 

John  W.  Cuddy,  1711  Second  Street,  New  Orleans,  La. 

R.  C.  (Griff)  Griffin,  107  So  Archer  St.,  San  Angelo,  Texas  . 
Joe  A.  McFall,  1610  Sixth  •Street,  Port  Arthur,  Texas 
Claude  E.  Goode,  653  Herbert  Drive,  Fort  Worth,  Texas 
Jack  E.  Freasier,  514  Oklahoma  Avenue,  Weslaco,  Texas 
Samuel  I.  Grant,  824  South  “B”  Avenue,  Kermit,  Texas 
Bruce  W.  Butler,  313  So.  Vassar  Ave.,  Albuqerque,  N.Mex. 
Conrad  R.  Proft  Jr.,  1923  Sixth  Street,  Port  Arthur,  Texas 
Johnny  F.  Pace,  1605  Lakeshore  Dr.,  Port  Arthur,  Texas 
Howard  J.  Pick,  1120  Ft.  Worth  Avenue,  Dallas,  Texas 
Victor  W.  Smith,  Box  888,  Big  Spring,  Texas 

Jack  A.  Sloane,  1946  N.W.  Ninth  St.,  Oklahoma  City,  Okla. 
Texas  Tech  Radio  Club,  Charles  E.  Houston, Trustee, 

Texas  Tech.  College  Campus,  Lubbock,  Texas 

Raymond  E.  Ducharme,  326  E.  Main  St.,  Lafayette,  La. 


H Bruce  Boudreaux,  132  East  State  St.,  Baton  Rouge, La. 


Kenneth  I.  Albrecht,  53B  Meyer  Street,  Alexandria,  La. 
Gordon  H.  Kiser,  2803  Ursulines  Ave.,  New  Orleans,  La. 
Robert  H.  Roark,  Arden,  Texas 

Lamar  College  Engrs.  Amateur  Radio  Club,  Lloyd  B. 

Cherry,  Trustee,  Rm.  114,  Science  Bldg.,  Beaumont,  Texas 
Lloyd  F.  Megaw,  445  Alexander  Hamilton  Dr.,  San 
Antonio,  Texas 

Gerald  L.  Edson,  2307  Second,  Lubbock,  Texas 

Donald  Henley  Jr.,  1617  Blackland  Village,  Waco,  Texas 
Oscar  C.  Wilks  Jr.,  1218  So.  2nd  Street,  Temple,  Texas 
John  W.  Wright  Sr.,  Thalia,  Texas 

Dorothy  C.  McClain,  Moscow,  Texas 

James  N.  Moore,  6th  & Gaston,  Crane,  Texas 

Tillman  M.  Sherrard,  Chatham  Road,  Ruston,  La. 
James  C.  Brooks,  1207  W.  10th  St.,  North  Little  Rock,  Ark. 
James  M.  Cotton,  208  Oak,  Weatherford,  Texas 

Ennis  D.  Ezell,  1250  Walnut  Street,  Slidell,  La. 

Martha  B.  Faubion,  1008  East  38|  Street,  Austin,  Texas 
John  Ribarich,  4578  Utopia  Drive,  New  Orleans  20,  La. 
Carrol  C.  Turner  Jr.,  518  W.  5th  Ave.,  Pine  Bluff,  Ark. 
Harold  D.  Wilson,  Qtrs.  1034,  Apt.  3,  Camp  Hood,  Texas 
Billy  E.  Duff,  2734  East  Newton  Place,  Tulsa,  Okla. 

Lawrence  C.  Brooks,  1526  South  Madison,  Tulsa,  Okla. 
Leavitte  J.  Boldebook,  Laird  Hill,  Texas 

Bennie  H.  Henley,  2800  South  Elm  St.,  Little  Rock,  Ark. 
John  P.  Gille,  414  West  3rd  Street,  Stillwater,  Okla. 

Robert  L.  Hohertz,  RFD  2,  Miles,  Texas 

William  E.  Hughes,  306  Busbee  Street,  Shumaker,  Ark. 
Jack  M.  Jackson,  403  S.  68th  East  Avenue,  Tulsa,  Okla. 
Harry  E.  Inch,  201  North  Roberts  Street,  Edmond,  Okla. 
John  E.  Wacholtz,  1627  16th  Street,  Port  Arthur,  Texas 
John  T.  Stanley,  2400  Olive  Street,  Pine  Bluff,  Ark. 

Perry  E.  Tilden,  501  Maple  St.,  North  Little  Rock,  Ark. 
Arthur  V.  Ball,  735  North  2nd  Street,  Ponca  City,  Okla. 
William  E.  Beasley,  6449  Lakehurst  St.,  Dallas,  Texas 
William  E.  Welch,  1023  North  39th  St.,  Fort  Smith,  Ark. 
Loy  E.  Westbrook,  Box  419,  Camden,  Ark. 

Richard  A.  Rucker,  23  College  Circle,  Stillwater,  Okla. 
Laymond  D.  Wann,  12B  College  Courts,  Stillwater,  Okla. 
Thomas  E.  Davidson,  2215  24th  Avenue,  Gulfport,  Miss. 
Roger  C.  Medlin,  920  East  Oklahoma,  Enid,  Okla. 

Leonard  B.  Prewitt,  East  Texas  State  Teachers 
College,  West  Dormitory,  Commerce,  Texas 

Thomas  B.  Nisbet,  Golden  Meadow,  La. 

Joseph  M.  Penot,  6222  Baccich  Street,  New  Orleans,  La. 
David  Prado,  1212  South  Sherman  Ave.,  Roswell,  N.  Mex. 
Marvin  L.  Phillips,  1905  South  Grand  St.,  Monroe,  La. 
William  C.  Allen  Jr.,  Star  Route  1,  Baird,  Texas 

Kenneth  N.  Fisher,  5$41  Memphis  St.,  New  Orleans,  La. 
Donald  L.  Blackert,  221  NE  16th,  Oklahoma  City,  Okla. 
James  L Weeks,  1039  Aganier  Ave.,  San  Antonio,  Texas 
Wm.  E . Solomon,  Hq.  41st  Armd  Inf.  Bn,  Camp  Hood,  Texas 
Ganer  L.  Newman  Jr.,  209  Second  Street,  Rayne,  La. 
Samuel  D.  Salt,  1604  W.  Louisiana  St.,  Midland,  Texas 
Aldred  E . Schofield,  4391A  Thorn  St.,  Los  Alamos,  N.Mex. 
Glenn  H.  Smith,  306  North  College  Avenue,  Lubbock,  Texas 
Cecil  C.  Furgerson  Jr. ,644  NE  Eubanks  St., Okla.  City,  Okla. 
Howard  L.  Findlay,  1123  No.  Goff  St.,  Oklahoma  City,  Okla. 
Calvin  G.  Finley,  P.  O.  Box  32,  Happy,  Texas 

Sherman  E.  Greenlee,  1207  Central  St., Water  Valley,  Miss. 


rthur  L.  Hartman,  Hq.  Kirtland  AFB,  Albuquerque, 

>ilene  Amateur  Radio  Club,  William  O,  Ansley  Jr,, 

rustee,  2457  Idlewild  Street,  Abilene, 

ither  G.  Harris,  1774  Oak  Street,  Abilene, 

iel  D.  Erdwinn,  1327  Dakota,  Chickasha, 

jcil  E.  Borin,  3244  South  Klein,  Oklahoma  City, 

bert  H Brewster  Jr.,  317  North  Flood,  Norman, 

ihraim  A.  Nance,  Medicine  Park, 

oodrow  A.  Jones,  Qtrs.  553D,  Fort  Bliss, 

ick  C.  Hughes,  1618  Ross  Place,  Albuquerque, 

ihn  E.  Kelley,  Box  851,  Vets.  Village,  Stillwater, 

;orge  S.  Kimball,  1900  Carey  PL,  Oklahoma  City, 

rank  E.  Killins,  Shattuck, 

illy  J.  Miller,  1211  NW  33rd  St.,  Oklahoma  City, 
enn  F.  Conger,  3030  So.  Robinson,  Oklahoma  City, 
;o  A.  Munson,  R-215A,  13th  & E,  Sandia  Base, 
buquerque, 

>bby  E.  Evans,  Route  5,  McKinney, 

leodore  G.  Wilson  Jr.,  612  Polk  Street,  Orange, 

mer  D.  Stinson,  1413  Milwaukee  St„,  Plainview, 

me  M.  Witten,  1511  NW  18th  Street, Oklahoma  City, 

illiam  B.  Robinson,  Schulenburg, 

m.  L Mangham,  Port  Arthur  College,  Port  Arthur, 

alcolm  M,  Ferguson,  Henderson, 

alcolm  A.  Hormats,  1939  Atlantic  Street,  Dallas, 

iniel  W.  Hand,  3670  Orchard  Road,  Albuquerque, 

lomas  L Forehand,  Henderson, 

chard  H.  Crosby,  213  Bryan  Street,  Denton, 

>hn  F.  Ormiston  Jr.,  808  S.E,  42nd  St.,  Okla.  City, 
lgene  G.  Paszalek,  731  East  7th  Street,  Dallas, 
mes  E.  McGraw,  7964  San  Jose  Rd.,  El  Paso, 
hn  G.  Sharp,  2409  SW  56th  Street,  Oklahoma  City, 
•nest  R.  Sanders,  319  South  10th  Street,  Clinton, 
bert  E Duran,  1600  Fortview  Road,  Austin, 
irry  P.  Johnson,  902  Binkley  Street,  Dumas, 
>ward  A.  Hammell,  Bldg.  555  NAAS,  Cabaniss 
eld,  Corpus  Christi, 
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W5QBN 

W5QBO 

W5GBP 

W5CBQ 

W5QBR 

W5QBT 

W5QBU 

W5QBV 

W5QBW 

W5QBX 

W5QBY 

W5QBZ 

W5QC 

W5QCA 

W5QCB 

W5QCC 

W5QCD 

W5QCE 

W5QCF 

W50CG 

W5QCH 

W5QCI 

W5QCJ 

W5QCK 

W5QCL 

W5QCM 

W5QCN 

W50CO 

W5QCP 

W5QCR 

W5QCS 

W5QCT 

W5QCU 

W5QCV 

W5QCW 

W5QCX 

W5QCY 

W5QCZ 

W5QD 

W5QDA 

W5QDB 

W5QDC 

W5QDD 

W5QDE 

W5QDF 

W5QDG 

W5QDH 

W5QDI 

W5QDJ 

W5QDK 

W5QDL 

W5QDM 

W5QDN 

W5QDO 

W5QDP 

W5QDQ 

W5QDR 

W5QDS 

W5QDT 

W5QDU 

W5QDV 

W5QDW 

W5QDX 

W5QDY 

W5QDZ 

W5QE 

W5QEA 

W5QEB 

W5QEC 

W5QED 

W5QEE 
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W5QEG 

W5QEH 
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W5QEN 
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W5QEQ 
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W5QEU 

W5QEV 

W5QEW 

W5QEX 
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W5QFB 

V5QFC 

W5QFD 

W5QFE 
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Carl  R.  Kruschinsky,  605  West  Elm  Street,  Tyler,  Texas 
Jerald  R.  Malone,  1705  So.  Monroe  St.,  Roswell,  N.  Mex. 
Sumner  E.  Lane,  Lovington,  N.  Mex. 

Benny  O.  Lange,  1506  South  Fourth  Street,  Waco,  Texas 
John  E.  Fisher,  538  East  Indian  Dr., Midwest  City,  Okla. 
JohnW.  Jacoby,  2905  Stanford  Street,  Dallas  11,  Texas 
Harold  A.  Saxe,  Bldg.  1349,  Municipal  Airport, 

Stuttgart,  Ark. 

Malcolm  O.  Smith,  805  Waco  Avenue,  Port  Arthur,  Texas 
Thomas  G.  Sams,  2207  Cypress  Street,  Gulfport,  Miss. 
Albert  O.  Herbst,  Comfort,  Texas 

Edwin  deS.  Snead,  2905  Perry  Lane,  Austin,  Texas 

Kenneth  B.  Bean,  817  Georgia,  Amarillo,  Texas 

William  R.  Wallis,  2710  Bowman  Avenue,  Austin,  Texas 
William  U.  Brownlow,  Box  140,  Goodfellow  AFB, 

San  Angelo,  Texas 

Tom  Brown  Jr.,  322  North  Jefferson,  San  Angelo,  Texas 
Willard  D.  Inman,  317  Dillon  Street,  Houston,  Texas 

Nicholas  J.  Ropar,  921  £ Pine  Street,  Lake  Charles,  La. 
George  W.  Behrens,  607  Seventh  N.E.,  Ardmore,  Okla. 
John  A.  Lockerd,  320  Men’s  Dormitory  I,  Texas 
Tech.  College,  Lubbock,  Texas 

Wallace  E.  English,  222  Woodlief,  San  Antonio,  Texas 
Jay  B.  Kelso,  1124  Chautauqua,  Norman,  ' Okla. 
George  W.  Fullwood,  1324  Jefferson  St.,  Kerrville,  Texas 
Milton  D.  Haines,  206  West  Hart  Ave., San  Antonio,  Texas 
William  G.  Hooper,  2415  Marr  Street,  Algiers,  La. 

Joe  C.  Hoover,  1619  Kenwood  Drive,  San  Angelo,  Texas 
Patrick  D.  Lynch,  1002  South  41st  Street,  Temple,  Texas 


Edward  L.  Krapcha,  3805  Alabama  Avenue,  El  Paso,  Texas 
Wallace  B.  Peverley,  1728  W.  Woodlawn,  San  Antonio,  Texas 
Charles  H.  Latham  Jr.,  734  E. Woodlawn,  San  Antonio  2, Texas 


Julius  B.  Mooney,  1201  Austin,  Wichita  Falls,  Texas 

Ivan  L.  Strawser,  4501  So.  High  St.,  Oklahoma  City,  Okla. 
Frederick  D.  Orr,  1003  West  Tenth  Street,  Cisco,  Texas 
Thomas  I.  Paine,  301  So.  Third  Ave.,  Murfreesboro,  Ark. 
Reynold  A.  Champagne,  Blk.  23,  Bldg.  2,  Apt.  2, 

Keesler  Air  Force  Base,  Miss. 

Roy  W.  Hyson,  Crystal  Springs  Route,  Hot  Springs,  Ark. 
Harold  E.  Lawton,  1440  Long  Avenue,  Fort  Worth,  Texas 
Fred  H.  Campbell,  Carpenter  Dam  Rd.,  Hot  Springs,  Ark. 
James  H.  Huste,  621  Mission  Road,  El  Paso,  Texas 

Roland  W.  Parsons,  7322  Boyce,  Houston,  Texas 

Frederick  F.  Quist,  Otrs.  1812,  Fort  Bliss,  Texas 

Otto  J.  Grover,  Air  ROTC,  Tulane  Univ.  New  Orleans, La. 

Alma  J.  Hogue,  406  Pawnee,  Fort  Worth,  Texas 

Joe  Soliz,  2415  West  Travis  Street,  San  Antonio,  Texas 

Edward  H.  Sanford  .Tr.,  RFD  5,  Box  396,  Beaumont,  Texas 
Leroy  R.  Robbins,  1805  Drake  Avenue,  Austin,  Texas 
Lemuel  R.  Sapp  Jr.,  2940  Frederick  St.,  Shreveport,  La. 
Harold  R.  Martin,  103  West  Francis,  Carlsbad,  N.Mex. 

Paul  L.  Snyder,  2845  Lockett  Avenue,  Houston  4,  Texas 

Craig  B.  Kennedy,  25  West  26th  Street,  San  Angelo,  Texas 
Everette  H.  Hughes,  1021  Central  Street,  Jackson,  Miss. 
Floyd  C.  Colyar,  513  Fast  Tenth  St.,  Lordsburg,  N.  Mex 
Wayne  E.  Biggs,  Barksdale  Air  Base,  Barksdale,  La. 
Hollis  W.  Carroll,  Naylor  Route,  Clarendon,  Texas 

Roy  E,  Mock,  Lot  A,  Block  48,  Tularosa,  N.  Mex. 

William  H.  Perryman,  807  North  7th  St.,  Alpine,  Texas 
Leonard  F.  Kier,  102  Avenue  “K”,  South  Houston,  Texas 
Glenn  C.  Green,  104  Dry  Street,  San  Sgba,  Texas 

Carlsbad  Amateur  Radio  Club,  Wilbur  R.  Painter, 

Trustee,  Bldg.  T25,  Old  Army  Air  Base,  Carlsbad,  N.  Mex. 
George  H.  Shuey  Jr.,  Box  133,  Isola,  Miss. 

Robert  W.  Cameron  Jr.,  State  Line  Road,  De  Soto,  Miss. 
William  R.  Wynn,  101  High  Street,  Corning,  Ark. 

James  P.  Collins,  KPAB,  300  Block  Gates  St.,  Laredo,  Texas 
Genaro  H.  Galarza  Jr.,  1604  South  Third  St.,  Austin,  Texas 


Cleveland  P.  Huggins,  Qtrs.  5623,  Ft.  Bliss,  El  Paso.Texas 
Legrand  Sanderson,  318  Ave.  “B”  East,  Barksdale 
AFB,  Shreveport,  La. 

John  P.  Cavanagh  Jr.,  1716  17th  Loop,  Sandia  Base, 
Albuquerque,  N.  Mex 

Herman  R.  Smith  Jr.,  3 Jed  Johnson  Apts,,  Lawton,  Okla. 
John  C.  Mercer  501  E.  Harmon  Drive, Midwest  City,  Okla. 
William  W.  Jordan,  102  Tchula  Street,  Lexington,  Miss. 
Jesse  D.  Wright  Jr.,  6414  Cochiti  Rd.,  Albuquerque,  N.  Mex. 


Morley  Bartholomew,  RFD  7,  Box  65,  Austin,  Texas 

LeRoy  F.  Bittaker,  Quarters  149,  9th  Street, 

Post  Office  Box  5600,  Sandia  Base,  Albuquerque,  N.Mex. 
Franklin  E.  Schneider,  812  Elmwood  St.,  Shreveport,  La. 
George  S.  Morris,  301  Oleander,  Pecos,  Texas 

F.  Paul  Bourgeois,  St.  Rose,  La. 

Edwin  E.  Calhoun,  307^  South  15th  St.,  Corsicana,  Texas 
Raymond  T.  Rowland,  Grove,  Okla. 


Willard  L.  Legg,  311  Mitchell  Lane,  West  Monroe,  La. 
Nelson  H.  Karrer,  4501  So.  High  St.,  Oklahoma  City,  Okla. 


Claude F.  LeF ever, 521  S.  San  PedroDr., Albuquerque,  N.  Mex. 
Amateur  Radio  Club  of  Southwest  Louisiana,  Victor 
Canfield,  Trustee,  P.O.  Box  965,  Lake  Charles,  La. 
Perry  L.  White,  3600  Gordon  Avenue,  Monroe,  La. 
Douglas  E.  Stewart,  RFD  2,  Box  36,  Arcadia,  La. 

Thomas  W.  Sebaugh,  P.  O.  Box  152,  Camden,  Ark. 

Deleaun  Rester,  1409  No.  Main  Street,  Weatherford,  Texas 
David  L.  Hogan,  1111  Eagle  Street,  Houston,  Texas 

Roy  K.  Eggleston,  103  Dunn  Lane,  Corpus  Christi,  Texas 
Frederick  N.  King,  Rankin,  Texas 

Delma  O.  Jones,  Route  2,  Water  Valley,  Miss. 

Jesse  W.  Tenmson,  3910  Purdue  Street,  Houston,  Texas 
George  H.  Thoede,  6422  Memphis  St.,  New  Orleans,  La. 
Clinton  B.  Walker,  1120  Liberty  Street,  Beaumont,  Texas 
Charles  F.  Graham,  2113-15  Renaud,  Beaumont,  Texas 
Richard  A.  Mosteller,  2330  Idaho  Avenue,  Dallas,  Texas 
Mannon  L.  Wallace,  RFD  5.  McKinney,  Texas 

Richard  J.  Rudolph,  115  S.  Stanford  St.,  Albuquerque,  N.  Mex. 
John  D.  Daly,  908  Front,  Orange,  Texas 

William  D,  Bowen,  188  Pole  Inn  Road,  El  Paso,  Texas 
Charles  H.  Ferson,  3110  Austin,  Corpus  Christi,  Texas 
Alvie  W.  Ellis,  1009  Waco,  Gatesville,  Texas 

Walter  D.  Cocke rham,  6309  Highland  Rd. , Baton  Rouge,  La. 
Henry  T.  Hathcock,  RFD  5,  Swinney  Ln  , Lexington,  Miss. 
John  F.  Tillery  Jr.,  Moriarty,  N.  Mex 

Elmer  J.  McNatt,  104  N Edgefield,  Dallas,  Texas 

William  Mallar,  Route  2,  Las  Cruces,  N.  Mex. 

Robert  L.  McClain,  701  Fourth  Street,  Alice,  Texas 
Akard  D.  Newton,  1702  Leon  Street,  Gatesville,  Texas 
Merle  D.  Elifritz,  600  Applewood  Drive,  Albuquerque,  N.  Mex. 
Ira  R.  Boren,  RFD  2,  Blue  Ridge,  Texas 

Charles  I.  Carpenter,  1127  Chandler  St.,  Ft.  Worth,  Texas 
John  H.  Craft,  1202  Elmwood,  Dallas,  Texas 

William  M.  Wood,  617  Hunt  Street,  McKinney,  Texas 
Antonio  Z.  Zuniga,  11  South  Seventh  Street,  Donna,  Texas 
Payson  M.  Tillotson,  Granbury,  Texas 

Leslie  P.  Williams,  170  Stuart  Street,  Port  Arthur,  Texas 
Joe  H.  Whirley,  Box  294,  Westbrook,  Texas 

Bernice  G.  Stamps,  201  Burke  Street,  McComb,  Miss. 

Jack  B.  Slagle,  EMH  89,  NAS,  Corpus  Christi,  Texas 

Claude  N.  Herrington,  2007  County,  Texarkana,  Ark. 
Dewey  E.  Walker,  P.  O.  Box  1107.  Sante  Fe,  N.Mex. 

Michael  Maciolek,  245  West  Vanderbilt  Drive, 

Corpus  Christie,  Texas 

Robert  W.  Miller,  108  Russell  Courts,  Pineville,  La. 
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N.Mex. 

La. 

N.Mex. 


George  J.  Poland,  7th  Comm.  Sq.  7th  Air  Base  Group, 
Carswell  Air  Force  Base,  Fort  Worth  , Texas 

Craig  D.  Lataste,  3435  Cedar  Spring,  Dallas  4,  Texas 
Walter  J.  Rhein,  Loyola  University,  New  Orleans,  La. 
Jack  Claxton,  810-E  North  18th  Street,  Abilene,  Texas 
Harvey  G.  Cross,  909  Alamo  Court,  Temple,  Texas 

Vernon  R.  Hatlicock,  103  Dyson,  Lexington,  Miss. 

James  T.  Bittle,  KCTI,  RFD  6,  Highway  200,  Gonzales,  Texas 
Midland  Amateur  Radio  Club,  Rudolph  M.  Rubin  Jr., 

Trustee,  Midland  Airpark,  Midland,  Texas 

Jack  H.  Bean,  26  Goodfellow  Street,  San  Angelo,  Texas 
Eldred  C.  Cooley,  Route  56,  Box  199,  El  Paso,  Texas 
Ernest  T.  Ankele  Jr.,  2836  Halbert,  Ft.  Worth  12,  Texas 
Buford  E.  Wrather  Jr.,  T K E House,  State  College,  N.  Mex. 
Albert  S.  Parrish  Jr.,  NCO  Qtrs.  10,  Sandia  Base, 
Albuquerque, 

Carl  P.  Kelly,  870  Wood,  Houma, 

Milton  R.  Smith,  537  N.  Vermont  St.,  Albuquerque, 

Edwin  N.  Myers,  513  East  Indian  Dr.,  Oklahoma  City,Okla. 
Howell  R.  Epps,  2814  So.  Montreal  Avenue,  Dallas,  Texas 
Leonard  G.  Hillebrandt  Jr.,  221  E.  Gulf  St.,  Baytown,  Texas 
Aubrey  Brock,  Building  142,  Reese  AFB,  Lubbock,  Texas 
Arthur  J.  Griffin,  1813  Dennison  Street,  Dallas,  Texas 
Leonard  N.  Pattillo,  1019  East  25th  Street,  Houston,  Texas 
William  J.  Johnson,  4736  Prytania  St.,  New  Orleans,  La. 
Joseph  L.  Bisoso,  2722  Vienna,  New  Orleans,  La. 

Floyd  C.  Ducote,  Horse  Shoe  Drive,  Alexandria,  La. 

James  F.  Evans,  196  Woodcrest,  Port  Neches,  Texas 

Henry  Matthews,  808  W.  32nd  St.,  Little  Rock,  Ark. 

Harlie  M.  Bizzell,  101  East  College,  Shreveport,  La. 

John  W.  Kizziar,  407  Montecito  Drive,  San  Angelo,  Texas 
Arthur  A.  Usner,  Chimayo,  N.Mex. 

William  D.  Bailey,  Decatur,  Miss. 

Delbert  L.  Breedlove,  727  West  Elm  Street,  Tyler,  Texas 
Donald  B.  Buddecke,  3515  Tenth  St.,  Port  Arthur,  Texas 
Francis  H,  Gaude  Jr.,  Port  Allen,  La. 

Harold  E.  Yawn,  RFD  2,  Pascagoula,  Miss. 

James  H.  Kyes,  3401st.Sqdn.,  Box  1622, Keesler  AFB,  Miss. 
Frank  J.  Haahn,  Tioga, 

William  C.  Gann,  601  Mississippi,  El  Paso, 

Robert  T.  Pegue,  1605  Lakeshore  Dr.,  Port  Arthur, 

James  T.  Maxwell,  5505  University,  Dallas, 

Ralph  D.  McClain,  1009  Turrett  Road,  Orange, 

Harry  C.  Macomber,  Clinton, 

Raymond  H.  Albrecht,  822  Trinity,  Houston, 

Frank  R.  Reindl,  104  Bay  View  Ct.,  Bay  St.  Louis, 


Ark. 

Miss. 

Texas 

La. 

Ark. 

Texas 

Ark. 


La. 
Texas 
Texas 
Texas 
Texas 
Ark. 
Texas 
Miss. 

Frederic C.  Winslow,  Camp  Beauregard,  Alexandria,  La. 
Lofton  L.  Stelter,  Box  253,  RFD  2,  Tyler,  Texas 

Fred  L.  Stumpf  Jr.,  1922  Louisa,  New  Orleans,  La. 
Calvin  E.  Grubbs,  Lloyd  Halls,  C Barracks, 

Fayetteville , 

James  R.  Hafner,  609  South  Third  Street,  Amory, 

Thomas  G.Galbreath  Jr.,  1217  So.  Oakes,  San  Angelo, 

Arl  A.  Hunsinger,  1934  Desire  Street,  New  Orleans, 

Harold  R.  Kohler  Sr.,  3300  No.  “O”  St.,  Fort  Smith, 

Jim  J.  Brown,  301  West  Leon,  Gatesville, 

William  F.  Craig,  Cullendale, 

Mortimer  D.  Cain,  2245  Pickett  Avenue,  Baton  Rouge, La. 
Eucharist  J.  Labry,  210  E.  First  Street,  Kaplan,  La. 
Carl  D.  Reynolds,  1314C  Brackenndge  Apts.,  Austin,  Texas 
Geo.  H.  Machin,  RFD  2,Strayer’s  Trailer  Pk.,  Biloxi,  Miss. 
Richard  P.  Medlin,  RFD  5,  Beaumont,  Texas 

John  M.  May,  1117  Arch  Street,  Fort  Worth,  Texas 

Hansley  H.  Miller,  159  Pike  Avenue,  Jacksonville,  Ark. 
Clarence  R.  Cox,  804  Murray  Street,  Alexandria,  La. 
Rodney  P.  Kittel,  5129  Almena  Road,  Fort  Worth  14,  Texas 
Carl  M.  Fullen,  505  South  Main  Street,  Sapulpa,  Okla. 
Julius  J.  May,  3812  Oak  Lawn  Avenue,  Dallas,  Texas 

John  S.  Frost,  Blk.  33,  Bldg.  16,  Keesler  AFB,  Miss. 
Howard  L.  Scott,  "E”  & “A”  Streets,  Camp 
Beauregard,  Alexandria,  La. 

Everett  F.  Shaw,  2684  Forrest,  Beaumont,  Texas 

Allen  F.  Robinette,  353  Mitchell,  Conway,  Ark. 

John  L.  Waller,  1106  Park,  Little  Rock,  Ark. 

Betty  K.  Vandervoort,  804  Nolan,  Big  Spring,  Texas 
Raymond  Rendahl,  906C  Dallas  Avenue,  McAllen,  Texas 
Thomas  F.  Pollock,  504  So.  Girard  Ave.,  Albuquerque, N.Mex. 
James  M.  Buzbee,  714  West  22 j Street,  Austin,  Texas 
Raymon  R.  Bell,  113|  East  Wilson,  Gallup,  N.Mex. 

James  E.  Dempsey,  1712  Alma,  Shreveport,  La. 

Robert  J.  Allen,  29  Minden  Avenue,  Cotton  Valley,  La. 
Gordon  V.  Hamilton,  St.  Francisville,  La. 

Karl  G Seibold,  622  St.  Maurice  Ave.,  New  Orleans,  La. 
Emory  M,  Hain,  2640  No.  Montclaire,  Albuquerque,  N.Mex. 
Bertnim  H,  Foote,  Building  22  5,  Block  22,  3380th 
Training  Sqdn.  S/S,  Keesler  Air  Force  Base,  Miss. 

Sam  P.  Jones,  951  Cherubusco  St.,  Pascagoula,  Miss. 
Thomas  B.  Davis,  RFD  2,  Box  262,  Huntsville,  Texas 
Karl  E France,  226  S.E.  Second  St.,  Brownsville,  Texas 
Dewey  H.  Brett,  516  Sunset  Drive,  Stillwater,  Okla. 
John  P.  Bramlett,  820  East  Pecan,  Altus,  Okla. 

William  E.  Tomlin,  825  Edgefield  Rd.,  Ft.  Worth,  Texas 
Marion  P.  Stuart,  820  Bayonne  Street,  New  Orleans,  La. 
Clifton  H.  Tupper  Jr.,  1804  Guadalupe  St., San  Angelo, Texas 
Thomas  R.  Martin,  Box  280,  Keesler  Air  Force  Base,  Miss. 
Fred  W.  Stief,  2023  East  21st  Street,  Brownsville,  Texas 
Howard  H.  Cole,  1232  North  Stanford,  Albuquerque,  N.Mex. 
Fred  F.  Seifert,  1508  So.  Princeton  Ave.,  Albuquerque, N.Mex. 
Wade  H.  Cone,  Quarters  1831,  Fort  Bliss,  Texas 

Jack  E.  Cox,  2214  Eighth  Street,  Wichita  Falls,  Texas 
Robert  T.  Hart,  2027  Minnesota,  Chickasha,  Okla. 

Ralph  D.  Coppock,  2613  Westgate  Dr.,  Houston,  Texas 
Martin  Fox,  Bldg.  1110,  Camp  Wolters,  Mineral  Wells,  Texas 
Robert  L.  Cleary,  South  Robison  Road,  Texarkana,  Texas 
Rogers  W.  Miller,  1519Indiana  Avenue,  Alamogordo,  N.Mex. 
Walter  E.  Youngblood,  2913  Royer  Place,  Dallas,  Texas 
Stanley  A.  Llewellyn,  3425  McCart  St.,  Fort  Worth,  Texas 
Clarence  W.  Powell,  Post  Office  Box  97,  Goree,  Texas 
Mrs.  Garlena  B.  Powell,  Post  Office  Box  97,  Goree,  Texas 
Daniel  A.  Apple,  708  North  Halagueno,  Carlsbad,  N.Mex. 
Edward  B.  Hancock,  1134  Ferndale  Street,  Dallas,  Texas 
George  A.  Miller  Jr.,  1102  Lowry,  Stillwater,  Okla. 

Myron  J.  Murphy,  3394  East  Woodrow  St.,  Tulsa,  Okla. 
William  B.  Taylor,  Perkins,  Okla. 

Roemer  O.  Best,  3544  Santa  Fe,  Corpus  Christi,  Texas 
Neal  R.  Perry,  Bks.  760,  Walker  AFB,  Roswell,  N.Mex. 

Alan  E.  Fowler,  3719  Avenue  “N”,  Galveston,  Texas 

Mary  E.  Russell,  3517  N.W.  26th  St.,  Oklahoma  City,  Okla. 
Hiram  T.  Miller,  120  Oak  Street,  Mesilla  Park,  N.Mex. 
Edward  J.  Murta  Jr.,  1202  NW  46th  St., Oklahoma  City,  Okla. 
Floyd  L.  Barbay,  2630  Iberia,  Baton  Rouge,  La. 

Willis  E.  Coddington,  105  Franklin,  Eudora,  Ark. 

Richard  J.  Bozeman,  330  Beardsley  Ave.,  Homer,  La. 
Oliver  C.  Fought,  201  Penrose  Street,  San  Angelo,  Texas 


Albert  N.  McQuown  Jr.,  2414  Jarratt  Ave.,  Austin,  Texas 
George  A.  Morris,  220  Highland,  Paragould,  Ark. 

John  K.  Quermann,  1431  Plowman  Avenue,  Dallas,  Texas 
Arnold  S.  Bukowsky,  3110  Boss  Avenue,  Shreveport,  La. 
Alfred  T.  Dyer,  819  North  Dotsy,  Odessa,  Texas 

Donald  L.  Bartholomew,  3388th  Training  Squadron, 

Kessler  Air  Force  Base,  Biloxi,  Miss. 

John  D.  Williams,  RFD  2,  DeQueen,  Ark. 

Jessie  E.  Pugh,  608  Montgomery  Ave.,  West  Monroe,  La. 
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Charles  M.  Pearson,  Morgantown,  Miss. 

Leo  R.  Sibille,  236  Olivier  Street,  New  Orleans  14,  La. 
Albert  M.  Sprague,  631  East  Sixth  St.,  El  Dorado,  Ark. 
Harold H.  Hartman,  1620  N.W.  Tenth,  Oklahoma  City,  Okla. 
Lee  P.  Chapman,  Oberlin,  La. 

Thomas  A.  Coleman,  Waskom,  Texas 

Walter  D.  Hale,  1304  N.W.  16th  Street,  Fort  Worth,  Texas 
Robert  G.  Lewis,  141  Dyson  Courts,  Orange,  Texas 

Stanford  A.  Prater,  1206  Third  Street,  Orange,  Texas 

Louie  Locklar,  250  West  Drexel,  San  Antonio,  Texas 

James  E.  Pipkin,  Bldg.  253,  Red  River  Arsenal, 
Texarkana,  Texas 

Christopher  C.  Williams,  1411  Nunez  Street, 

West  New  Orleans,  La. 

John  R.  Simon,  516  East  Park  Street,  Houma,  La. 
Richard  H.  Bodine  Jr.,  182  Pecan,  Belzoni,  Miss. 

Virginia  S.  Bodine,  182  Pecan,  Belzoni,  Miss. 

Charles  W.  Tucker,  142  Mariposa  Street,  Beaumont,  Texas 
A.  D.  Edwards,  2147  No.  Washington  Ave.,  Dallas,  Texas 
Gladys  M.  Kelly,  304  Main,  Moore,  Okla. 

Sven  A.  Bach,  479  Wheaton  Road,  San  Antonio,  Texas 
Marquis  R.  Biddy,  1746  Schley,  San  Antonio,  Texas 

Bob  D.  Fisher,  3315  Tng,  Sqdn., Box  576,  Keesler  AFB,  Miss. 
A1  D.  Dillashaw,  2118  Santa  Anna,  San  Antonio,  Texas 

Leslie  N.  Schorn,  3113  East  12th  Street,  Tulsa  4,  Okla. 

Joseph  A.  Butler  Jr.,  435  Copp,  Biloxi,  Miss. 

Richard  E.  Merwin,  3031A  Nickel  St.,  Los  Alamos,  N.Mex. 
James  W.  Thomas,  2112  Washington  St.,  Amarillo,  Texas 
John  T.  Whelan,  832  East  Garrett,  Kerrville,  Texas 
Jean  R.  Winegeart,  Glenmora,  La. 

John  E.  Brolley  Jr.,  1072  Rim  Road,  Los  Alamos,  N.Mex. 
John  E.  Edwards,  BOQ  13,  Rm.  33,  Keesler  AFB,  Miss. 
Ted  W.  Becker  Jr.,  2612  Guadalupe,  Austin,  Texas 

Omer  Lapre,  Thibodaux  College,  Thibodaux,  La. 

James  B.  Williams,  223  West  Side  Terrace,  Anton,  Texas 
Garland  B.  Hilton  Jr.,  1201  7th  Ave.  No., Texas  City,  Texas 
Coleman  Egbert,  465  Emmett,  Beaumont,  Texas 

Douglas  H.  Conner  Jr. ,4524  Mocking  Bird  Ln.,  Dallas,  Texas 
Jerry  L.  Dodson,  1904  Jackson,  Tucumcari,  N.Mex. 

Clarence  Wolfe,  2736  Foster  Avenue,  Bossier  City,  La. 

G.  Jim  Freund,  207  West  5th  Street,  Austin,  Texas 

Kenneth  Isbell,  Box  173,  Benjamin,  Texas 

Francis  R.  Bolinger,  304  Baker,  San  Antonio,  Texas 
Chas.E  .Spitz, Officers  Mail  Room, Box  53, Kessler  AFB, Miss. 
Albert  C.  Clough,  131  Harwood  Road,  San  Antonio,  Texas 
Kenneth  W.  Heizer,  3211  West  Davis,  Dallas,  Texas 
John  I.  Watson,  3010  40th  Street,  Lubbock,  Texas 

William  C.  Garthoeffner  Jr,,  516  N.W.  35th  Street, 

Oklahoma  City,  Okla. 

Clint  L.  Humphries,  401  Main  Street,  Biloxi,  Miss. 
Leonard  E.  Cheney,  1405  Highland  Road,  Roswell,  N.Mex. 
John  R.  Stockton  Jr.,  1010  Gaston  Street,  Austin,  Texas 
Dan  H.  Moreland,  3726  Shelly  Drive,  Baton  Rouge,  La. 
Richard  R.  Luce,  6927  South  Flores  St.,  San  Antonio,  Texas 
Raymond  L.  Pugh,  115  West  Myrtle  St.,  San  Antonio,  Texas 
Leo  H.  Stokes,  347  Hahlo  Street,  Houston,  Texas 

Jack  W.  McCallon,  Roark  Road,  Stafford,  Texas 

Grantland  M.  Groves,  1406  West  12th,  Odessa,  Texas 
Wilbur  Dearing,  615  Willow,  Bonham,  Texas 

Bertron  M„  Groves,  1406  West  12th,  Odessa,  Texas 

James  M.  Weldon,  1806  Creswell  Street,  Shreveport,  La. 

W.  Guymon  Cato,  3720  Main  Street,  Vernon,  Texas 

Glenn  Gamble,  Thalia,  Texas 

Jouett  H.  Jouett,  Vernon,  Texas 

Billy  J.  Huffman,  1408  Seventh  Ave.,  Fort  Worth,  Texas 
Andrew  Y.  Kilcrease  Jr.,  118 W.  2ndAve.,  Corsicana,  Texas 
Paul  T.  Crawford,  118  Cleveland,  Oceaa  Springs,  Miss. 
Joe  R.  Basham,  2419  Eighth  Street,  Lubbock,  Texas 
Marion  H.  Burnell  Jr.,  328  North  Street,  Yazoo  City,  Miss. 
Elvui  W.  Miller,  2218  North  Kickapoo,  Shawnee,  Okla. 
Clarence  E.  McCardie,  Bldg.  253,  Red  River  Arsenal, 
Texarkana,  Texas 

Bob  R.  Bilderback,  703  Laird  Avenue,  Kilgore,  Texas 
Foye  L.  Gentry,  3387  Tech.  Training  Squadron, 

Box  110,  Keesler  Air  Force  Base,  Biloxi,  Miss. 

Arthur  W.  Gietzen  Jr.,  RFD  2,  Box  136,  Beaumont,  Texas 
Hugh  R.  McKnight,  KOME,  3940  Newport,  Tulsa,  Okla. 
Dail  W.  Vernon,  San  Juan  Day  School,  San  Juan,  Pueblo,  N.Mex. 
Walter  M.  Warren  Jr.,  714  West  22{  Street,  Austin,  Texas 
A.  G.  (Bert)  Wood,  307  Welch  Street,  Moss  Point,  Miss. 
William  B.  Ditmore,  2820  Allen,  Lubbock,  Texas 

Louis  O.  Fitzpatrick,  729  Post  Street,  Corpus  Christi,  Texas 
Dean  G.  Fleming,  1616  Johnson  Avenue,  Oxford,  Miss. 
Ross  P.  Wallace,  Camp  Arrowhead,  Hunt,  Texas 

Paul  R.  Carlton,  2225  W.  Rosedale  Ave., Ft.  Worth 4,  Texas 
William  H.  Propst  Jr.,  1809  Overhill  Lane,  Dallas,  Texas 
John  C.  Hays,  411  S.  Wyoming  Street,  Albuquerque,  N.Mex. 
Frederick  Eberle,  4010  W.  Davis  Street,  Dallas,  Texas 
Ben  C.  Comfort,  Tivoli  Hotel,  Biloxi,  Miss. 

C.  Mike  Brennan,^1509  Santa  Maria  Avenue,  Laredo,  Texas 
Earl  L.  McMullin,  South  Victoria  Avenue,  Donna,  Texas 
William  F.  Pearson  Jr. ,245  Tarleton,  Corpus  Christi, Texas 
Frederick  H.  Ramer  Jr.,  7206  Eden,  Houston,  Texas 
Lannis  M.  Lyngle,  Route  1,  Smithville,  Pineville,  La. 
Edward  M.  Smith  Jr.,- 708  South  13th  St.,  Kingsville,  Texas 
John  E.  Johnson,  645  Cypress,  Colorado  City,  ' Texas 
Earl  R.  Limb,  2414  Branard,  Houston,  - Texas 

John  L.  Reves,  1607  South  Aberdeen,  Muskogee,  Okla. 
Denzil  D.  McKinney,  7550  East  Crofton  Dr.,  Houston, Texas 
Robert  C.  Borom,  1107  South  Main  Street,  Roswell,  N.Mex. 
Oscar  K.  Kasa,  611  West  Walnut,  Roswell,  N.Mex. 

Ralph  W.  Walker,  1725  No.  Missouri  Street,  Roswell,  N.Mex. 
Wm.  C.  Jennings,  5721  St.  Anthony  Ave.,  New  Orleans, La. 

John  H.  Parrott,  Block  34,  Bldg.  12,  Keesler  AFB,  Miss. 
Thomas  M.  Ingling,  1643  Oak  Lawn  Place,  Biloxi,  Miss. 
Paul  Smith,  530  North  Oregon  Street,  El  Paso,  Texas 
Albert  A.  Watts,  Bldg.  1637,  2nd  Armored  Division, 

Camp  Hood,  Texas 

Leslie  L.  Worden,  Bldg.  14,  Apt.  2,  Keesler  AFB.,  Miss. 
Rastus  L.  Ethridge,  307  So.  25  Mile  Ave.,  Hereford,  Texas 
George  W.  McCarthy,  916  W.  Harwood,  Albuquerque,  N.Mex. 

Donald  E.  Francis,  EMH  155,  NAAS,  Cuddihy  Field, 

Corpus  Christi,  Texas 

Max  D.  Stevens,  906  Washington  Avenue,  Lawton,  Okla. 


John  M.  Caster,  1501  Anderson  Place,  Albuquerque,  N.Mex. 
Ople  A.  Buttrell,  2509  Kay,  Odessa,  Texas 

Okla. 
N.Mex. 
N.Mex. 
Texas 


John  W.  Keeling,  41 6^  “D”  Avenue,  Lawton, 

William  C.  Hatfield,  206  East  Mathews,  Roswell, 

Marlin  E.  Bixler,  3149  Nickel  Street,  Los  Alamos, 

Clinton  R.  Mosley,  1527  Godwin  Street,  Houston, 

Jack  C.  Pinkerton,  2189-A  37th  Street,  Los  Alamos,  N.Mex. 
Murphy  M.  Gathright,  707  W.  23rd  Ave.,  Pine  Bluff,  Ark. 
Frank  A.  Phillips,  1500  Proctor  Street,  Port  Arthur,  Texas 
J.  W.  Estes,  1502  28th,  Lubbock,  Texas 

Joe  W.  Sunderwirth,  Martingale  Road,  Jackson,  Miss. 
Luther  W.  Rook  Jr.,  347  S.  California  St.,  Albuquerque,  N.Mex. 

Texas 
Texas 
N.Mex. 
Okla. 
Texas 
Texas 
Texas 


Robert  T.  Walthall  Jr.,  RFD  3,  Huntsville, 
Robert  H.  Jones,  1410  North  Fifth,  Lamesa, 

Roy  B.  Ripley,  Apt.  68,  Vetville,  Portales, 

Floyd  A.  Hardin,  608  Southeast  Ave.  “G”,  Idabel, 
Robert  J.  Fentort,  3731  15th  Street,  Port  Arthur, 
Glen  V.  Gary,  2905  Avenue  “1”,  Fort  Worth, 
Harry  E.  Lindie,  Sunrise  Acres,  El  Paso, 
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Anthony  B.  Eertucci,  2726  Aubry,  New  Orleans,  La. 
Kenneth  N.  Harding,  520  23rd  Street,  Gulfport,  Miss. 

Okla.  Institute  of  Electronics  Radio  Club,  Henry  A. 
Clinkenbeard,  Trustee,  1017-19  N.  Harvey,  Okla.  City, Okla. 
Mable  M.  Goldsmith,  200  Goldsmith,  Quitman,  Texas 

Alcide  Santilli,  Bldg.  P 101,  Sandia  Base,  Albuquerque,  N.Mex. 
Milton  F.  Krone,  7125  East  Highway  80,  El  Paso,  Texas 
Ferdinand  M.  Schutzler  Jr.,  4735  Painters, 

New  Orleans , La. 

Walter  L.  Rozier,  RFD  2,  Box  153,  Biloxi,  Miss. 

Harold  E.  LaMarche  Jr.,  25  Orchard  Pk.,  Roswell,  N.Mex. 
William  C.  LaRue,  Apt.  424B,  Walker  AFB,  Roswell,  N.Mex. 
Vincent  K.  Bradley,  Keesler  Air  Force  Base,  Miss. 
Robert  C.  Wiant,  1515  New  York  Ave.,  Alamogordo,  N.Mex. 
Bobbie  Plato,  250  Annis  Street,  McCamey,  Texas 

Abraham  H.  Silver,  2210  Guice  Place,  Biloxi,  Miss. 
Jerdon  J.  Dean,  2240  Lea  Crest  Drive,  Dallas,  Texas 
James  L.  Depew,  1604  Oak  Street,  Gulfport,  Miss. 

Charles  D.  Dickson,  938  So.  Ortiz  Dr.,  Albuquerque,  N.Mex. 
Frank  L.  Koen  Jr.,  Bldg.  1776,  White  Sands  Proving 
Ground,  Las  Cruces,  N.Mex. 

Julian  C.  Cotaya  Jr.,  4430  Majestic  Oaks  Drive, 

New  Orleans,  La. 

John  P.  Brown,  1117^  West  Main,  Houston,  Texas 

Franklin  R.  Burt,  1900  South  Pierce,  Little  Rock,  Ark. 
Arthur  J.  Acosta,  464  Manhattan  Street,  Harvey,  La. 
Clarence  F.  Haack,  317  West  Missouri  St.,  El  Paso,  Texas 
Carey  L.  Fields,  307  South  Front,  Amory,  Miss. 

Theodore  L.  Hoffmann,  3915  Chester,  El  Paso,  Texas 

RusseU  W.  C-arlow,  108  Yjean,  Bossier  City,  La. 

Hans  G.  Huettig,  500  South  Kansas,  Roswell,  N.Mex. 

Neil  C.  Keith,  3655  Bisbee,  El  Paso,  Texas 

Louis  R.  Davis,  907  Pinckney  Avenue,  LeesviUe,  La. 
Jean  A.  Masingill,  2615  Johnson,  Little  Rock,  Ark. 
Wallace  D.  Means,  Route  2,  Tinsman,  Ark. 

Howard  McNair,  Apt.  C-17-W,  College  View, 

College  Station,  Texas 

Dr.  John  W.  Stack,  Mesquite,  Texas 

William  E.  Thackham,  606  East  2nd  Street,  Roswell,  N.Mex. 
Orren  A,  Walden,  RFD  5,  Box  574,  Dallas,  Texas 

Fred  Irvin,  Medford,  Okla. 

Richard  Roderick,  Aransas  Pass,  San  Patricio,  Texas 
Ernest  F,  Shawver,  2528  Dryden  Rd.,  Houston  5,  Texas 
Ewart  H.  Topliffe,  Eldorado,  Texas 

Leslie  R.  Stolle,  1529  Godwin  Street,  Houston,  Texas 
Robert  O.  Elliston,  RFD  3,  Hereford,  Texas 

Marvin  E.  Livingston,  Fort  Gibson,  Okla. 

Carl  H.  Hatch,  Quarters  4324,  WSPG,  Las  Cruces,  N.Mex. 
Frank  T.  Hatt,  1804  Frederick  Street,  Fort  Worth,  Texas 
Kenneth  M.  Grant,  3630  Holmes,  Dallas,  Texas 

Robert  E.  Harkins,  1434  North  Delaware,  Tulsa,  Okla. 
Nelson  H.  Rodgers,  135  Suter  Place,  Biloxi,  Miss. 

William  R.  Morgan,  BOQ  1853,  Fort  Bliss,  Texas 

Glen  E.  Clark,  180  Chatsworth  Street,  Baton  Rouge,  La. 
Rosdon  H.  Babigian,  1616^  Ninth  Street,  Woodward,  Okla. 
Charles  E.  Eagin,  2041  N.E.  18th,  Oklahoma  City,  Okla. 
Ben  Dekinder,  801  South  17th  Street,  Chickasha,  Okla. 
Ronald  S.  McEwan,  113  West  Fourth,  Clovis,  N.Mex. 

Joseph  M.  Fiife,  1111  Elm,  Lawton,  Okla. 

Oldrich  J.  Uhlar,  1002  E.  San  Antonio  St., Victoria,  Texas 

Charles  W.  Jordan,  959  Elmwood,  Fort  Worth,  Texas 

Norman  V.  Harms,  Post  Office  Box  351,  Abilene,  Texas 

Jack  C.  Moore,  Bldg.  T-150,  Randolph  Air  Force 
Base,  San  Antonio,  Texas 

Ted  S.  Penfound,  916  Classen,  Norman,  Okla. 

Glenn  A.  Quick  Jr.,  Medicine  Park,  Okla. 

Lee  W.  Smith,  3629  N.W.  22nd  St.,  Oklahoma  City,  Okla. 
Ruben  M . McCaghren,  RFD  3,  Plainview  Hwy., Lubbock,  Texas 
Thomas  A.  Morton,  1005  Williams  St.,  Pascagoula,  Miss. 
Thomas  J.  Boyd  Jr.,  4256-D  Urban  St.,  Los  Alamos,  N.Mex. 
Bernard  W.  Steele,  1422  East  Second  Street,  Tulsa,  Okla. 
August  J.  Sabel,  Qtrs.  4230,  White  Sands,  Las  Cruces,  N.Mex. 
Harold  E.  Morris,  110W.  Alameda  Street,  Roswell,  N.Mex. 
William  W.  Franklin,  1307  Coggin  Ave.,Brownwood,  Texas 
Benjamin  I.  Hill,  Qtrs.  552-D,  Fort  Bliss,  Texas 

William  M.  Hayward,  Box  149,  RFD  2,  Biloxi,  Miss. 

Kingdon  A.  Davidson,  535  S.  Mulberry  St.,  Albuquerque,  N.Mex. 
J. Sheldon  Pettibone,905  N.  Valencia  Dr., Albuquerque, N.Mex. 
Robert  Dexheimer,  1920  Arlington  Avenue,  Lawton,  Okla. 
Wesley  R.  Dean,  315  East  Elk,  Henderson,  Texas 

James  F.  Pa,  Bldg.  850,  Army  Air  Field,  Amarillo,  Texas 
Robert  O.Donalson,  3211  No.  Chadborne,  San  Angelo,  Texas 
Ray  Biles,  2202  Truman,  Odessa,  Texas 

Herbert  J.  Edwards,  4008  Homan  Avenue,  Waco,  Texas 
Estel  W.  Evans,  1226  Eighth  Street,  Port  Arthur,  Texas 
NROTC  Unit  Amateur  Radio  Club,  Carl  D.  Reynolds, 
Trustee,  24th  & Whitis  Streets,  Austin,  Texas 

Robert  A.  Miller,  1415  North  Quannah,  Tulsa,  Okla. 
Albert  A.  Laurie,  Columbus,  N.Mex. 

Darius  E.  Honeycutt,  1820  W.  16th,  North  Little  Rock, Ark. 
Clifford  F.  LaGreide,  315  So.  Hoxie  St.,  Monahans,  Texas 
Joseph  D.  Goldstein,  3311th  Technical  Training 
Squadron  (RO),  Keesler  Air  Force  Base,  Miss. 

Willard  J.  Gilstrap,  205  Porter  St.,  Corpus  Christi,  Texas 
Gerald  E.  Morrow,  RFD  2,  Box  2 50-3A,  Arlington,  Texas 
Wm.  P.  Legg,  BOQ  l,  Room  2,  Walker  AFB,  Roswell, N.Mex. 
Conrad  E.  Smith,  1007  East  Beach  Blvd.,  Biloxi,  Miss. 
Paul  L.  Green,  619  Holley,  Biloxi,  Miss. 

Carl  G.  Brinegar,  715  West  Avenue  “J”,  San  Angelo,  Texas 
Jesse  M.  French,  Route  4,  Minden,  La. 

Orbe  Hogan,  903  Barron,  Waco,  Texas 

Leo  P.  Murphy,  1309  Senator,  Texarkana,  Ark. 

Roland  R.  Gregory,  113  E.  Washington,  Brownsville,  Texas 
Max  J.  Leon,  7334  Oakhill  Drive,  Houston,  Texas 

Mervin  L.  Dodson,  308  South  Main  St.,  Weatherford,  Texas 
Paul  L.  Shore,  901  McLain  Street,  Newport,  Ark. 

Peter  N.Saveskie,  3231  Calumet  Street,  Baton  Rouge,  La. 
Almas  C.  Williams,  3221  Evans  Avenue,  Fort  Worth,  Texas 
John  W.  Rogers,  RFD  2.  Box  440,  Fort  Worth,  Texas 
Sterling  M.  Rodgers,  Rm.  335,  West  Hall  Texas  Tech., 
Lubbock,  Texas 

John  B.  Corbly  Jr.,  Bldg.  T.  5325-3,  Fort  Sill,  Okla. 
Harry  C.  Butterfield  Jr.,  1248  E.  Colvin,  Ft.  Worth,  Texas 
Robert  D.  Coffey,  219  N.W.  Fourth,  Oklahoma  City,  Okla. 
Mickey  M.  McDaniel,  1005  Tenth  Street,  Alamogordo, N.Mex. 
William  W.  Kastilahn,  1152  Gilbert  Dr., Bossier  City, La. 

John  R.  Immel,  6035  Joyce  Way,  Dallas,  Texas 

Margaret  A. Smith,  4761  BocaChica  Rd.,  Brownsville,  Texas 
John  P.  Todd,  842  Brady  Street,  San  Antonio,  Texas 
Faber  F.  Spires,  601  South  High  Street,  Uvalde,  Texas 
Juan  A.  Rodriguez,  330  Balboa  Street,  San  Antonio,  Texas 
Jesse  L.  Ellison,  527  West  Olmos  Dr.,  San  Antonio,  Texas 
Alvin  G.  Bodemann,  536  Rio  Grande,  Eagle  Pass,  Texas 
David  A.  Andersen,  211  Miseltow  Av.(  Fredericksburg, Texas 
John  W.  Harris,  2305  28th  Street,  Pearsall,  Texas 

Vernon  J.  Hazlett,  651  Main  Street,  Eagle  Pass,  Texas 

Donald  G.  Hallock,  820a  West  Sixth,  Stillwater,  Okla. 

Roy  E.  Kaden,  1144  Gilbert  Drive,  Bossier  City,  La 
Leonard  R.  Russell,  205  East  Deming  St.,  Roswell,  N.Mex. 
Lee  V.  Lindsley,  509th  Communications  Squadron, 

Walker  AFB,  Roswell,  N.Mex. 

Robert  L.  McKinley,  Pearsall,  Texas 
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W5QYF 

W5QYH 

W5QYI 

W5QYJ 

W5QYK 

W5QYL 

W5QYM 

W5QYN 

W5QY0 

W5QYP 

W5QYQ 

W5QYR 

W5QYS 

W5QYT 

W5QYU 

W5QYV 

W5QYW 

W5QYX 

W5QYY 

W5QYZ 

W5QZA 

W5QZB 

W5QZC 

W5QZD 

W5QZE 

W5QZF 

W5QZG 

W5QZH 

W5QZI 

W5QZJ 

W5QZK 

W5QZL 

W5QZM 

W5QZN 

W5QZO 

W5QZP 

W5QZQ 

W5QZR 

W5QZS 

W5QZT 

W5QZU 

W5QZV 

W5QZW 

W5QZX 

W5QZY 

W5QZZ 

W5RA 

W5RAA 

W5RAB 

W5RAC 

W5RAD 

W5RAE 

W5RAF 

W5RAG 

W5RAH 

W5RAI 

W5RAJ 

W5RAK 

W5RAI. 

W5RAM 

W5RAN 

W5RAP 

W5RAQ 

W5RAR 

W5RAS 

W5RAU 

W5RAV 

W5RAW 

W5RAX 

W5RAY 

W5RAZ 

W5RBA 

W5RBB 

W5RBC 

W5RBD 

W5RBE 

W5RBF 

W5RBG 

W5RBH 

W5RBI 

W5RBJ 

W5RBK 

W5RBL 

W5RBM 

W5RBN 

W5RBO 

W5RBP 

W5RBQ 

W5RBR 

W5RBS 

W5RBT 

W5RBU 

W5RBV 

W5RBW 

W5RBY 

W5RBZ 

W5RBX 

W5RC 

W5RCA 

W5RCB 

W5RCC 

W5RCD 

W5RCE 

W5RCF 

W5RCG 

W5RCH 

W5RCI 

W5RCJ 

W5RCK 

W5RCL 

W5RCM 

W5RCN 

W5RC0 

W5RCP 

W5RCQ 

W5RCR 

W5RCS 

W5RCT 

W5RCU 

W5RCV 

W5RCW 

W5RCX 

W5RCY 

W5RCZ 


W 5 QY  F 


Glenn  J.  McGaffigan,  416  East  Third  St.,  Roswell,  N.Mex. 
Robert  L.  Wilders,  1015  Wilder  Street,  Barksdale 
Air  Force  Base,  Bossier  City,  La. 

James  M.  Mozley  Jr.,  3135  Hudnal)  Street,  Dallas,  Texas 
Rex  C.  Klepper,  627  East  17th,  Colorado  City,  Texas 

William  H.  Simons,  QSL  via  W5GVK. 

Victor  J.  Boldt,  U.  S.  Veterans  Hospital,  Kerrville,  Texas 
Jim  M.  Lawley,  Mabank,  Texas 

John  N.  Gibson,  Bogata,  Texas  _ 

Otis  C.  Finch,  2742  Exeter,  Dallas,  Texas 

James  K.  Neal,  308  West  Broadway,  Hobbs,  N.Mex. 

Donald  L.  Jones,  225  Cherry  Street,  Houma,  La. 

Elmer  C.  Barnett,  200  Nezipque,  Jennings,  La. 

Wilfred  A.  Schmidt,  RFD  1,  Box  467,  New  Braunfels,  Texas 
Carl  S.  Hutton,  208.  West  Second  Street,  Del  Rio,  Texas 
Fred  B.  Sehnittker,  6105  Tulsa  Street,  Shreveport,  La. 
Estace  G.  Walters  Jr. ,517  N.  Adams  St.,  Albuquerque,  N.Mex. 
Graydon  K.  Eubank,  2822  W.  Laurel,  San  Antonio  1,  Texas 
John  F.  Jackson,  Block  10,  Bks.  13,  Kessler  Air 
Force  Base,  Biloxi,  Miss. 

John  H.  Luensman,  RFD  1,  Box  22,  Elizabeth,  Ark. 
Samuel  R.  Emerson.  RFD  1,  Box  34-A,  Vicksburg,  Miss. 
Lyle  E.  Daggett,  Qtrs.  345,  Carter  Rd.,  Ft.  Bliss,  Texas 
Willard  B.  Parks,  203  Louie  Street,  Lake  Charles,  La. 
Leslie  P.  Porter,  1003  North  Ange  Street,  El  Paso,  Texas 
Lewis  J.  Buchanan,  3800  South  Central,  Dallas,  Texas 
Jewell  A.  Moore,  RFD  1,  Poilard,  Ark. 

Gerald  R.  McBride,  217  Spindletop,  Gatesville,  Texas 

Bruno  J.  Reich,  1555  Godwin,  Houston,  Texas 

Sidney  E.  Pool,  604  S.E.  Montana,  Porta les,  N.Mex, 

Raymond  Patterson,  Bldg.  P-203,  Main  St.,  Sandia 
Base,  Albuquerque,  N.Mex. 

Tom  A.  Walker,  Box  653,  Austin,  Texas 

Donald  G.  Meredith,  1532  East  Park  Lane,  Pasadena,  Texas 
William  N.  Gurnee,  Quarters  1019-D,  Fort  Bliss,  Texas 
William  C.  Fulford,  1017  Lee,  Pasadena,  Texas 

John  E.  Kentzel,  2220  Josephine  Street,  New  Orleans, La. 
Gaetano  Migliori,  V3  Greentree,  Doyline,  La. 

Norman  W.  Rehbein,  146  Kashmuir  PL,  San  Antonio,  Texas 
Bobbie  L.  Strohl,  4318  Hastings  Street,  El  Paso,  Texas 
Willard  B.  Smedley,  Bks.  783,  Walker  Air  Force  Base,  N.Mex. 
Charles  R.  Landers,  1305A  Haggard,  Borger,  Texas 
Willard  C.  Willey,  1130  Schley  Ave.,  San  Antonio,  Texas 
Lyle  J.  Biskner,  3236C  “A”  Street,  Albuquerque,  N.Mex. 
Donald  E.  Chase,  610  West  Erwin,  Tyler,  Texas 

Vance  J.  Maloney  Jr.,  1426  Chickasaw  Blvd  N.W., 

Ardmore,  Okla. 

W.  Kenneth  Bridges,  646  Robinson,  Corpus  Christi,  Texas 
Jesse  B.  Furnival,  Det.  A,  690  AC  & W Squadron, 

Walker  Air  Force  Base,  N.Mex. 

Sammy  R.  Newsom,  Gates  & Loring  Sts.,  Laredo,  Texas 
Raymond  A.  Fulk,  213  West  Broadway,  Cuero,  Texas 

Vern  D.  Tilden,  Bldg.  522,  Walker  Air  Force  Base,  N.Mex. 
Bloss  A.  Houston,  2601  Austin  Avenue,  Brownwood,  Texas 
Bob  Holden,  412  North  Clayton,  Tyler,  Texas 

Richard  P.  Lynch,  804  Antelope  St.,  Corpus  Christi,  Texas 
James  O.  Dafft,  1710  Random,  Carrollton,  Texas 

Robert  C.  Northrup,  118  Hope  Avenue,  Fort  Bliss,  Texas 
Allison  M.  Platt,  531  Walton  Drive,  College  Station,  Texas 
Merrill  E.  Davidson,  208  First  Blvd.  E.,  Barksdale 
Air  Force  Base,  Shreveport,  La. 

Edwin  D.  Hundley,  1520  Proctor  St.,  Port  Arthur,  Texas 
Bruce  L.  Dillinger,  Bander  Hall,  Fort  Bliss,  Texas 

Clifford  M.  Craig,  520  West  Easton  Place,  Tulsa,  Okla. 
Roy  R.  Bernhard,  446  Brees  Blvd.,  San  Antonio  9,  Texas 
Paul  A.  Geeslin,  1043  Carondelet  St.,  New  Orleans,  La. 
Harry  M.  Hatcher,  1045  Herbert  Avenue,  Pasadena,  Texas 
Morris  C.  Towler,  381l|  Mandell  Street,  Houston,  Texas 
Ron  L.  Richardson,  3405  Tech.  Tr.  Sqd.,  Keesler  AFB,  Miss. 
Karl  Wiesenburg,  529  N.  Pascagoula  St.,  Pascagoula,  Miss. 
Henry  W.  Menefee,  Connor  Community,  Madisonville, Texas 
Raymond  E.  Arvidson,  6414  Cochiti  Rd.,Albuquerque,  N.Mex. 
Robert  E.  Rawson,  3402nd  Trng.  Sqdn.,  Keesler  AFB, Miss. 
John  C.  Cunningham,  2915  Caroline,  Houston,  Texas 
Jennings  C.  Conant,  320  So.  Stanford,  Albuquerque,  N.Mex. 
James  B.  Stanphill,  117  No.  Mirick  Avenue,  Denison,  Texas 
Corneiio  C.  Nouel,  1445  W.  St.  Francis,  Brownsville, Texas 
Eugene  T.  Kimbell,  411  North  11th,  Dimmitt,  Texas 

Robert  E.  McDonald,  812  West  23rd,  Odessa,  Texas 
Robert  E.  Adams,  Wayside,  Texas 

Charles  E.  Barnhill,  1003  Kings  Drive,  Roswell,  N.Mex. 
Maurice  W.  Hale,  648  Batson  Avenue,  Ft.  Sill,  Okla. 
James  O.  Horsman,  3331  Dumaine  St.,  New  Orleans,  La. 

Leo  J.  Gobel,  717  Lameuse  Street,  Biloxi,  Miss. 

Edwin  F.  Goodrich,  RFD  2,  Box  391,  Gulfport,  Miss. 

Haven  L.  Foote,  107  West  Turnball,  Midwest  City,  Okla. 

Joseph  S.  Miles,  116  N.  Taylor  Street,  Gainesville,  Texas 
Leigh  A.  Brite,  Helotes,  Texas 

Kenneth  Q.  Pugh,  2203  27th,  Lubbock,  Texas 

Fernando  A.  Jimenez,  610  East  Park  St.,  El  Paso, Texas 
Raymond  S.  Willey,  Qtr.  181-B,  Sandia  Base, 

Albuquerque,  N.Mex. 

Wiley  J.  Presley,  205  Avenue  “N”,  Levelland,  Texas 
Marshall  K.  Kingery,  3402  Tr.  Sqdn.,  Bks.  2,  Keesler 
Air  Force  Base,  Biloxi,  Miss. 

Arthur  C.  Milam  Jr.,  6027  Sidney  Blvd.,  Houston,  Texas 
John  C.  Nelson,  RFD  1,  Box  585-Y,  El  Paso,  Texas 
Allison  S.  Perry  Jr.,  U.S.  Highway  90,  Missippi  City,  Miss. 
William  R.  Mecom,  125  Calvin  Street,  Ruston,  La. 

Don  A.  Coleman,  Orchid  Park,  Roswell,  N.Mex. 

Pete  Clement  Jr.,  1701  Avenue  “D”,  Cisco,  Texas 

Lawrence  J.  Cook  Jr.,  894  Reynoir  St.,  Biloxi,  Miss. 
Kenneth  R.  Rose,  Bldg.  391,  Ellington  AFB,  Genoa,  Texas 
Frank  T.  Wyatt,  4610  Speedway,  Austin,  Texas 

Daniel  C.  Harrington,  2137-D  43rd  St.,  Los  Alamos,  N.Mex. 
James  P.  Buchanan  Jr.,  715  East  32nd  St.,  Austin,  Texas 
Emmett  P.  Bonner,  1141  River  Street,  El  Paso,  Texas 
George  A.  Tourville,  2315  Anniels  Dr.,  Dallas  11,  Texas 
Robert  V.  Barnes,  R.R.  1,  Box  117,  Newark,  Ark. 

Forrest  M.  John,  530  West  Mandalay,  San  Antonio,  Texas 
Raymond  D.  Holland,  900  West  Tishomingo,  Madill,Okla. 
Will  R.  McCuthan,  Route  2,  Three  Way,  Miss. 

Larry  A.  Gunter,  Pinehurst  Heights,  Orange,  Texas 

Lawrence  C.  Brandvig,  4901  Marks  PL,  Ft.  Worth,  Texas 
Audie  R.  Turner,  Marks,  Miss. 

Russell  J.  McCombs,  2237B  48th,  Los  Alamos,  N.Mex. 
Gerald  E.  Pugh,  6015  Marquita  Avenue,  Dallas,  Texas 

Robert  T.  Miner,  509  East  16th  Street,  Houston,  Texas 
Norman  V.  Schneider,  5501  Duplessis  Street, 

New  Orleans  22,  La. 

William  R.  Bowden,  5400  Andrews  Highway,  Odessa,  Texas 
James  W.  Bellonby,  1509  Broadway,  Galveston,  Texas 
Dozier  H.  Busby,  6727  Mossrose,  Houston  17,  Texas 
Ray  Minichiello,  801  N.  Armijo  Street,  Las  Cruces,  N.Mex. 
Francis  T.  Pickens,  1321  N.W.  2nd  St.,  Okla.  City,  Okla. 
Lewis  W.  Keith,  122  Avenue  “D”,  Kermit,  Texas 

Don  C.  Witte,  J.  L.  Johnson  Lease  31,  Odessa,  Texas 

John  B.  Watson,  408  West  Water  Street,  Biloxi,  Miss. 
Irvin  J.  Kogan,  Beks.  704,  Keesler  Air  Force  Base,  Miss. 
Frank  C.  Irwin,  1221  N.  Columbia  Ave.,  Albuquerque, N.Mex. 
David  L.  King,  845  Church,  Eagle  Pass,  Texas 

Joseph  J.  Evangelista,  RFD  1,  Gulfport,  Miss. 

Oris  Dill,  2263  Brainard  Street,  New  Orleans,  La. 


W5RDA 

W5RDB 

W5RDC 

W5RDD 

W5RDE 

W5RDF 

W5RDG 

W5RDH 

W5RDI 

W5RDJ 

W5RDK 

W5RDL 

W5RDM 

W5RDN 

W5RDO 

W5RDP 

W5RDQ 

W5RDR 

W5RDS 

W5RDT 

W5RDU 

W5RDV 

W5RDW 

W5RDX 

W5RDY 

W5RDZ 

W5REA 

W5REB 

W5REC 

W5RED 

W5REE 

W5REF 

W5REG 

W5REH 

W5REI 

W5REJ 

W5REK 

W5REL 

W5REM 

W5REN 

W5REO 

W5REP 

W5REQ 

W5RER 

W5RES 

W5RET 

W5REU 

W5REV 

W5REW 

W5REX 

W5REY 

W5REZ 

W5RF 

W5RFA 

W5RFB 

W5RFC 

W5RFD 

W5RFE 

W5RFF 

W5RFG 

W5RFH 

W5RFI 

W5RFJ 

W5RFK 

W5RFL 

W5RFM 

W5RFN 

W5RFO 

W5RFP 

W5RFQ 

W5RFR 

W5RFS 

W5RFT 

W5RFU 

W5RFV 

W5RFW 

W5RFX 

W5RFY 

W5RFZ 

W5RG 

W5RGA 

V5RGB 

W5RGC 

W5RGD 

W5RGE 

W5RGF 

W5RGG 

W5RGH 

W5RGI 

W5RGJ 

W5RGK 

W5RGL 

W5RGM 

W5RGN 

W5RGO 

W5RGP 

W5RGQ 

W5RGR 

W5RGS 

W5RGT 

W5RGU 

W5RGV 

W5RGW 

W5RGX 

W5RGY 

W5RGZ 

W5RH 

W5RHA 

W5RHB 

W5RHC 

W5RHD 

W5RHE 

W5RHF 

W5RHG 

W5RHH 

W5RHI 

W5RHJ 

W5RHK 

W5RHL 

W5RHM 

W5RHN 

W5RHO 

W5RHP 

W5RHQ 

W5RHR 

W5RHS 

W5RHT 

W5RHU 

W5RHV 


Ivy  K.  Luke,  1243  North  Congress  Street,  Jackson,  Miss. 
John  T.  Murphy,  340  N.  Cardenas  Dr.,  Albuquerque,  N.Mex 
Louis  S.  Meharg,  1706  Saunders,  Gatesville,  Texas 

James  W.  McMahan  Jr.,P.O.  Box  212,  Cotton  Valley,  La. 
Ronald  L.  Maier,  2313  Somerset  Pl.,  Oklahoma  City,  Okla. 
Dean  B.  Mohr,  702  Elk,  Biloxi.  Miss. 

George  A.  Goodnight,  825  Mississippi,  Amarillo,  Texas 
Ivan  Z.  Box,  RFD  2,  McKinney,  Texas 

Arthur  W.  Schmitt,  3541  Duke  Circle,  Oklahoma  City, Okla. 
John  F.  Kiernan,  615  West  Cochran  Street,  Tyler,  Texas 
Joseph  B.  Reynolds,  909  C,  Lawton, 

Billy  G.  Ratliff,  922  South  7th  Street,  Waco, 

Luster  U.  King  Jr.,  701  Vine,  Corning, 

Westley  W.  Smith,  715  Alabama  Street,  Chickasha, 

Charles  E.  Soulliard,  Fort  D.A.  Russell,  Marfa, 

Norman  D.  Johnson,  1606  West  Walnut,  Roswell, 


Ernest  L.  Hunt  Jr.,  East  3rd  & Jackson,  Clarendon, 


Okla. 

Texas 

Ark. 

Okla. 

Texas 

N.Mex. 

Texas 

Texas 

Texas 

Ark. 

Texas 


Henry  C.  Wolcott,  712  West  Wilson  Street,  Tyler, 

Donald  W.  Hale,  406  East  Mins,  Tyler, 

Russell  D.  Graham,  White  Street,  Green  Forest, 

Henry  B.  Lacomb,  Pettus, 

Frank  G.  Bolinger,  100-D  Stadium  Pl., New  Orleans  18,  La. 
William  R,  Sparks,  502  North  Bell  Street,  Shawnee,  Okla. 
Gene  Lee,  2717  25th  Avenue,  Gulfport,  Miss. 

J.  A.  McGuire,  1118!  West  Fifth,  Pine  Bluff,  Ark. 
Aubrey  A.  McKenzie,  RFD  2,  Box  413,  Camden,  Ark. 
James  I.  Meeker,  701  West  Polk,  Britton,  Okla. 

David  W.  Murphree,  247  South  Marsalis,  Dallas,  Texas 
Raymond  L.  Miller,  Waukomis,  Okla. 

Robert  N.  Sayler,  6103  East  Fourth  Street,  Tulsa,  Okla. 
Robert  A.  Andersen,  917  West  Tenth,  Stillwater,  Okla. 
Robert  L.  Anderson,  Inverness,  Miss. 

Howard  E.  Chamberlain,  920  Centre,  Dallas,  Texas 

James  C.  West,  3865  Dalton  Street,  Baton  Rouge,  La. 
John  W.  Wayne,  609-C  Bennett  Drive,  Stillwater,  Okla. 
James  L.  Barry,  108  Coolidge  St.,  New  Orleans  21,  La. 
Stanley  O.  Andrews,  1518  Ullrich  Avenue,  Austin,  Texas 
Geo.  F.  Shivers,  305-A  E.  AeroncaDr.,  Midwest  City,  Okla. 
Warden  J.  Newell,  Alpine,  Texas 

Richard  G.  Erwood,  5117  S.  Francis  Ave.,  Okla.  City,  Okla. 
Paul  W.  Moody,  10-B  Wickard,  Orange,  Texas 

Eugene  E.  Mullen,  705  Ferry,  North  Little  Rock,  Ark. 
Johnny  R.  Powell,  College  Farm,  Bldg.  2,  Alpine,  Texas 
Willard  E.  Kunkel,  1301  Brazil,  Fort  Smith,  Ark. 

Pat  H.  Walton,  Muldrow,  Okla. 

Luther  D.  Warren,  1616  Dodson  Ave.,  Fort  Smith,  Ark. 
James  F.  Wright,  813  E.  Albuquerque  St.,  Roswell,  N.Mex. 
William  D.  Yarnall,  412  Main  Street,  San  Springs,  Okla. 

J.  W.  Jones,  2111  East  Main,  Enid,  Okla. 

Robert  H.  Hetrick,  219  Arizona  Street,  El  Paso,  Texas 

Robert  W.  Huddle,  601  North  Duck,  Stillwater,  Okla. 

Milton  Berke,  1431  Royal  Street,  New  Orleans,  La. 
Harry  L.  DeBaun,  Route  1,  State  Line,  Miss. 

William  F.  Lester,  RFD  8,  Box  252-C,  Jackson,  Miss. 
Keith  R.  McClinton,  121  Huntlee  Drive,  Algiers,  La. 
Harrv  M.  Walker.  1211  First  Ave.  No.,  Texas  City,  Texas 
Alden  F.  Wooster,  2538  East  Oklahoma  St.,  Tulsa,  Okla. 
Joseph  A.  Louzao,  Bayou  Benard  Drive,  Handsboro,  Miss. 
Thomas  F.  Marshall,  Elmhurst  Park,  Mineral  Wells,  Texas 
Charles  W.  Duree,  2718  Louisville,  El  Paso,  Texas 

Robert  M.  Gardner,  6508  S.  Denning,  Oklahoma  City,  Okla. 
William  M.  Dickinson,  301  South  Main,  Belen,  N.Mex. 
Lawrenz  H.  Dyvad,  P.O.Box  843,  Alamogordo,  N.Mex. 

Deloris  E.  Dyvad,  P.  O.  Box  843,  Alamogordo,  N.Mex. 

Charles  V.  Metz,  4212  East  Copper,  Albuquerque,  N.Mex. 
William  A.  Thompson,  1712  N.  Sheridan  Rd.,  Tulsa,  Okla. 
Orlando  M.  Unruh,818  S.  Melendres  St.,  Las  Cruces,  N.Mex. 
Chas.  E.Shoppach,  818  S. Melendres  St.,  Las  Cruces,  N.Mex. 
Ralph  O.  Damerow,  615  West  Ninth,  Tulsa,  Okla. 

Donald  H.  Causey,  224  West  Erie,  Harrison,  Ark. 

Donald  E.  Dixon,  Sooner  City  F-40,  Norman,  Okla. 

Little  Rock  High  School  Amateur  Radio  Club,  John  S. 

Sisson  Jr.,  Trustee,  14th  & Park,  Little  Rock,  Ark. 

Theodore  R.  Turner,  2113  Lake  Street,  Lawton,  Okla. 
Arvil  B.  Collins,  7015-A  East  Hiway  80,  El  Paso,  Texas 
Marvin  E.  Albitz,  1712  Burnett  Street,  Waco,  Texas 
Robert  P.  Pfeifer,  653-C  Bennett  Dr.,  Stillwater,  Okla. 
Aldo  Salerno,  216  Columbia  Road,  El  Paso,  Texas 

Amateur  Radio  Club  of  Holdenville,  Paul  Kernek, 

Trustee,  Country  Club,  Holdenville,  Okla. 

Rolland  (Tony)  Madara,  2004  Gordon  Street,  Alvin,  Texas 
Thomas  R.  Gentry,  6040  Victor,  Dallas,  Texas 

Joe  H.  Canniff,  6705  Griggs  Road,  Houston,  Texas 

Roger  C.  Camp,  5909  East  Lancaster,  Fort  Worth,  Texas 
Jack  F.  Holt,  3315th  Trng.Sqdn.,Box  3,  Keesler  AFB,  Miss. 
John  M.  Bludworth,  4768  S.E.  26th  Street,  Oklahoma 
City  10,  Okla. 

Robert  I.  Ellis,  1515  40th  Street,  Lubbock,  Texas 

Jack  O.  Erickson,  524  E. Northrup  Dr.,  Midwest  City, Okla. 
Emmet  S.  Peak,  1500  Procter  Street,  Port  Arthur,  Texas 
Robert  F.  Kinard,  157  Longino,  Jackson,  Miss. 

Ken  H.  Huggins,  Brks.  783,  Walker  AFB,  Roswell,  N.Mex. 
Horace  P.  Koonce,  413  North  Lamar  Street,  Jackson,  Miss. 
Kenneth  R.  Hope,  63-A  City  Housing,  Jackson,  Miss. 

Charles  G.  Martin  Jr.,  3106  Michigan  Ave.,  Dallas,  Texas 
Thomas  E.  Lacey,  504  South  Natchez,  Kosciusko,  Miss. 
Edward  D.  Connor  Jr..  RFD  1,  Ocean  Springs,  Miss. 

Ira  H.  Starratt,  2012  Seventh  St.,  Galena  Park,  Texas 
William  S.  Cage,  RFD  2,  Box  75,  Hollandale,  Miss. 

Sam  Auderer,  5704  St.  Charles  Street,  El  Paso,  Texas 
George  N.  Montgomery,  Oil  Center,  N.Mex. 

Donald  M.  Ely,  1117  North  Thompson,  Kilgore,  Texas 

Ronald  H.  Earnest,  RFD  1,  Box  132,  Choctaw,  Okla. 

Edward  F.  Stuard,  2204  So.  First  Street,  Lamesa,  Texas 
Orville  E.  Swindoll,  7147  Quince  Street,  Houston,  Texas 
George  E.  Vaughn  Jr.,  205  Birch  Street,  Perryton,  Texas 
Earl  E.  Carsner,  943  W.  Mistletoe  Ave.,  San  Antonio, Texas 
Eugene  J.  Pollock,  810  Allendale  Avenue,  Gulfport,  Miss. 
William  M.  Wood,  4315  Frankfort  Street,  El  Paso,  Texas 
Robert  H«  Irion,  514  E.  King  St.,  Kingsville,  Texas 

Oakley  L.  Stockton,  239  Kashmuir  Pl.,  San  Antonio,  Texas 
Jesse  L.  Bond,  1105  Dewey,  Greenwood,  Miss. 

Edward  C.  Hendricks,  307  Sabine,  Carthage,  Texas 

George  F.  Hartley,  1224  Commercial,  San  Antonio,  Texas 
Samuel  B.  Galloway,  312  Robinhood  Road,  Jackson,  Miss. 
John  A.  Farris,  1800  Las  Lomas,  Albuquerque,  N.Mex. 
Benjamin  A.  Root,  RFD  9,  Box  218,  Jackson,  Miss. 
Frank  Rowton,  219  Royston  Street,  San  Antonio,  Texas 

William  P.  Lord,  251  Quill  Drive,  San  Antonio,  Texas 

Leighton  D.  Miller,  3223  Peach,  Alexandria,  La. 

Wm.  A.  Werber,  Bldg.  87,  Brooks  Air  Force  Base,  Texas 
Robert  J.  Lake,  300  N.  Riverside  Dr.,  Fort  Worth,  Texas 
Walter  J.  Newton,  303  1st  St.  W.,  Barksdale  AFB,  La. 
Louie  M. Barnes, 534  Brockenbraugh  Ct.,New  Orleans, La. 
Louis  S.  Macko,  2724  Yale.  Houston,  Texas 

Robert  E.  Fix,  1809  Forest  Avenue,  Tyler,  Texas 

Valentine E .Freist,225 Henderson  Av.,Pass  Christian,  Miss. 
Vernon  D.  Jones,  Apt.  114  - Vetville,  Ruston,  La. 

Joel  E.  Cole,  3434  Bienville  Avenue,  New  Orleans,'  La. 
Robert  G.  Atwood,  Bldg.  908,  Walker  AFB,  Roswell,  N.Mex. 
Pat  P.  Duncan,  817-B  North  Second,  Temple,  Texas 
Oscar  E.  Davis,  Bks.  656,  Walker  A.F.B.,  Roswell,  N.Mex. 


W5RHW 

W5RHX 

W5RHY 

W5RHZ 

W5RIA 

W5RIB 

W5RIC 

W5RID 

W5RIE 

W5RIF 

W5RIG 

W5RIH 

W5RII 

W5RIJ 

W5RIK 

W5RIL 

W5RIM 

W5RIN 

W5RIO 

W5RIP 

W5RIQ 

W5RIR 

W5RIS 

W5RIT 

W5RIU 

W5RIV 

W5RIW 

W5RIX 

W5RIY 

W5RIZ 

W5RJ 

W5RJA 

W5RJB 

W5RJC 

W5RJD 

W5RJE 

W5RJF 

W5RJG 

W5RJH 

W5RJI 

W5RJJ 

W5RJK 

W5RJL 

W5RJM 

W5RJN 

W5RJO 

W5RJP 

W5RJQ 

W5RJR 

W5RJS 

W5RJT 

W5RJU 

W5RJV 

W5RJW 

W5RJX 

W5RJY 

W5RJZ 

W5RK 

W5RKA 

W5RKB 

W5RKC 

W5RKD 

W5RKE 

W5RKF 

W5RKG 

W5RKH 

W5RKI 

W5RKJ 

W5RKK 

W5RKL 

W5RKM 

W5RKN 

W5RKO 

W5RKP 

W5RKQ 

W5RKR 

W5RKS 

W5RKT 

W5RKU 

W5RKV 

W5RKW 

W5RKX 

W5RKY 

W5RKZ 

W5RLA 

W5RLB 

W5RLC 

W5RLD 

W5RLE 

W5RLF 

W5RLG 

W5RLH 

W5RLI 

W5RLJ 

W5RLK 

W5RLL 

W5RLM 

W5RLN 

W5RLO 

W5RLP 

W5RN 

W5ROI 

W5RQ 

W5RR 

W5RS 

W5RST 

W5RT 

W5RTH 

W5RV 

W5RVT 

W5RW 

W5RX 

W5RXH 

W5RY 

WEjRZ 


Sidney  E.  Stout,  3632  Bellaire  Dr.  No.,  Ft.  Worth,  Texas 
Eugene  E.  Stough,  1132  Arizona  Street,  El  Paso,  Texas 
Maylan  J.  Soileau,  704  Calcasieu  St.,  Ville  Platte,  La. 
Donald  E.  Stevens  3347  Trinity  Street,  Los  Alamos,  N.Mex. 
Robt.  M.  Yearout,  1502  E.  Anderson  Pl.,  Albuquerque,  N.Mex. 
Harlie  W.  Huffman,  Bks.  T-478,  4054  ASU,  Enl. 

Student  Detachment,  Fort  Bliss,  El  Paso,  Texas 

David  L.  Noel,  Box  458,  1013  Beard  Street,  Dumas,  Texas 
Joel  L.  Harris,  3206  Harris  Park  Avenue,  Austin,  Texas 
Jack  W.  Shrode,  300  Sherwood  Avenue,  Kermit,  Texas 
Lavin  F.  Farrar,  1717  Procter  Street,  Port  Arthur,  Texas 
Albert  M.  Edwards,  201  E.  Lockheed,  Midwest  City,  Okla. 
Roy  E.  Armstrong,  803  Post  Oak  Road,  Houston,  Texas 
Harold  E.  Atwell,  3315th  Trng.  Sq.,  Building  18, 

Keesler  Air  Force  Base,  Biloxi,  Miss. 

Aubrey  L.  Putnam,  2221  Sixth  Avenue,  Fort  Worth,  Texas 
Asa  W. Adkins  Jr. ,41 14  Mesa  Verde  Dr,, Albuquerque, N.Mex. 
John  E.  Ambrose,  205  West  Market  Street,  Sinton,  Texas 
Charles  B.  Galloway,  Sullivan  Harrell  Hall,  Millsaps 
College,  1701  North  State  Street,  Jackson,  Miss. 

Sabine  District  Amateur  Radio  Club,  Robert  M. 

Stracener,  Trustee,  Beaumont  Mun.  Airport,  Amelia, Texas 
James  R.  Wilburn,  719  W.  Monument  St.,  Jackson,  Miss. 
Lawrence  A.  Fleming,  Blk  10,  Bldg.  18,  Keesler 
Air  Force  Base,  Biloxi,  Miss, 

Glenn  H.  Luse,  303  Ave.  “A”  East,  Barksdale  Air 
Force  Base,  Shreveport,  La. 

Willie  V.  Hassell,  3921  Modlin  Street,  Fort  Worth,  Texas 
Eugene  J.  Bartels,  2303!  Houston  Avenue,  Houston, Texas 
Richard  L.  Hoyt,  1318  Andrews,  Lawton,  Okla. 

Roy  N.  Jordan,  305  North  Court.  Opelousas,  La. 

Randall  F.  Counsman,  6928  E.  Highway  80,  El  Paso,  Texas 
Henry  L.  Cote,  Bldg.  P-203,  Main  Street,  Sandia  Base, 
Albuquerque,  N.Mex. 

William  B.  Wise,  Hillcrest  Addition,  Commerce,  Texas 
Walter  A.  Bernath,  3504  Corto  Avenue,  Fort  Worth,  Texas 
Phillip  K.  Landis,  Blk.  12,  Bldg.  20,  Keesler 
Air  Force  Base,  Biloxi,  Miss. 

Roy  L,  Taylor,  915  Marion,  Fort  Worth,  Texas 

Wm.D. Pearson, Bldg. 512, Holloman  AFB, Alamogordo,  N.Mex. 
Ray  F.  Mahaffey,  1304  Michigan,  Alamogordo,  N.Mex. 
Joel  B.  Groh,  306  North  Trenton  Street,  Ruston,  La. 
John  T.  Chambers,  146  Anita  Circle,  El  Paso,  Texas 
John  L.  Armstrong,  8405  Bower  Road,  El  Paso,  Texas 
Harry  Smith  Jr.,  Gueydan,  La. 

Arlan  M.  Tate,  4404  McCart  Street,  Fort  Worth,  Texas 
Alvin  P.  Sligh,  700  North  Guadalupe,  Monohans,  Texas 
Joe  Odstrcil,  Stamford,  Texas 

Jewell  J.  Armstrong,  700  Independence  Street, 

New  Orleans,  La. 

James  M.  Adams,  402  South  Oleander,  Harlingen,  Texas 
Charles  A.  Hill,  3606  Gordon  Avenue,  Monroe,  La. 
Udell  Brown,  1203  Elm,  Bonham,  Texas 

Joseph  A.  Bridewell.307  Railroad  Av.,  Donaldsonville.La. 
Albert  L.  Baxter,  1520  Pecan,  Texarkana,  Ark. 

Donald  C.  Harrison,  341  Milton  Drive,  El  Paso,  Texas 
Gerald  T.  Johnston,  303  East  Matthews,  Jonesboro,  Ark. 
Hamilton  W.  Zirjacks,  AA-34,  Red  River  Arsenal, 
Texarkana,  Texas 

George  F.  Chastain,  4205  Clinton  Dr. .Corpus  Christi,  Texas 
Frederic  C.  Doughty,  Bldg.  1018,  3315th  Training 
Squadron,  Keesler  Air  Force  Base,  Biloxi,  Miss. 

Jonathan  F.  Rice,  921  Cagua  Drive,  Albuquerque,  N.Mex. 
Jack  B.  Nichols,  RFD  2,  Huntsville,  Texas 

Dan  J.  Louis,  Eighth  Street,  Caldwell,  Texas 

Norman  Amateur  Radio  Club,  James  W.  Mayfield, 

Trustee,  101  East  Eufaula  Street,  Norman,  Okla. 

Lewis  A.  Nichols,  325!  S.  Delaware  Av., Bartlesville, Okla. 
Carlo  D.  Razza,  1520  Procter,  Port  Arthur,  Texas 

Cecil  C.  Ross,  4321  Shelley  Blvd.,  Dallas  11,  Texas 

Thomas  M.  Ward,  1708  Cottonwood  Road,  Carrollton,  Texas 
Paul  R.  Dafft,  1212  Jackson  Street,  Carrollton,  Texas 
Wayne  W.  Woodward,  102  Third  Street  West, 

Barksdale  Field,  Shreveport, 

Gerald  M.  Hay,  509th  Avn.  Sqdn.,  Barracks  656, 

Walker  Air  Force  Base,  Roswell, 

Lewis  M.  Harris,  1210  East  Tijeras,  Albuquerque, 

Hicklin  A.  Harrel  Jr.,  1546  Lombardy,  Houston, 

Alfred  C.  Dille,  1600  West  Howard  Ave.,  Biloxi, 

George  S.  Anderson,  604  Rome,  Bossier  City, 

Leroy  J.  Stroman,  1875  Quarry  Street,  Eagle  Pass, Texas 
Arvin  J.  Bowden,  302  West  Eighth  Street,  Cisco,  Texas 
David  J.  Stephens  Jr.,  1330  11th  St.,  Corpus  Christi,  Texas 
Harry  L.  Woodley,  Highway  66,  Gallup,  N.Mex. 

Robert  J.  Rasmussen,  Qtrs.  6,  Kaybee  Hts.,  Killeen,  Texas 
Edw.  J.  Meehan  Jr.,  306  N.W.  17th  St., Grand  Prairie,  Texas 
Bert  L.  Tinius,  314  Lee  Street,  Biloxi,  Miss. 

Edward  Fistor,  4850  Montrose  Drive,  Fort  Worth,  Texas 
James  A.  Ross,  520  E.  Washington  St.,  McAlester,  Okla. 
John  M.  Wondergem, 4150  State  St.  Dr., New  Orleans, La. 
James  I.  Poore,  1117  South  Elm  St.,  Albuquerque,  N.Mex. 
Arnoldo  Castro,  Veterans  Hospital,  Legion,  Texas 

Walter  E.  Chappell,  522  East  Inwood,  Wichita  Falls,  Texas 
William  R.  Whittington,  1423  W.  Tilden  St.,  Roswell,  N.Mex. 
Charles  H.  Schmidt,  3225  34th  Street,  Sandia  Base, 
Albuquerque,  N.Mex. 

William  K.  Spears.  Civilian  War  Housing,  Keesler 
Air  Force  Base,  Biloxi,  Miss. 

George  D.  Cree  Jr.,  1101  North  Alleghaney,  Odessa,  Texas 
Edward  L.  De  Loach,  4048  Lynn,  Baton  Rouge,  La. 

Arthur  L.  McMullen,  520  Center  Street,  Alva,  Okla. 

Burlin  J.  Guidry,  Norco,  La- 

Richard  A.  Herndon,  North  State  Hwy.,  Edinburg,  Texas 
Fid  E.  Gamble,  Thalia,  Texas 

Raymond  A.Grygar,  Bldg.  1304, Keesler  AFB,  Biloxi,  Miss. 
Homer  F.  Frailey,  Orchard  Park,  Dexter,  N.Mex. 

George  W.  Hodges,  Elgin,  Texas 

John  J.  Phoenix,  Bldg.  3034,  Park  Ave.  & 70th  St., 

Camp  Hood,  Killeen, 

Jack  Davis,  1707  Ballywood  Road,  Irving, 

Dudley  S.  Denison,  2005  19th  Avenue,  Gulfport, 

Robert  L.  Duncan,  RFD  3,  Pritchett  Hwy.,  Gilmer,  Texas 
Thomas  A.  Gray,  115!  Abeyta  Avenue,  Socoroo,  N.Mex 
Bryan  Hall,  DeKalb,  Texas 

Harrison  N.  Thomas.  841  Manila  Street,  Texarkana,  Texas 
Robert  G.  Robel,  1005  East  Bland  Street,  Roswell,  N.Mex. 
Lawrence  T.  Wade  Jr.,  Grace, 

Wesling  L.  Hille,  5432  Chestnut,  New  Orleans  15, 

Frederick  W.  Kelly  Jr.,  2208  East  23rd,  Tulsa, 

Rex  E:  Lovejoy,  RFD  3,  Mesquite, 

Robert  A.  Crain,  1825  Woodrow,  Wichita  Falls, 

Euel  C.  Townsend,  1714  Arlington  Dr.,  Corpus  Christi,  Texas 
Will  G.  Crandall,  State  Veterans  Hospital,  Sulphur,  Okla. 
Paul  No  Jett,  523  W.  Lynwood  Ave,,  San  Antonio,  Texas 
James  S.  Fitzgerald,  RFD  1,  Smithfield,  Texas 

Loren  H.  Vaughan,  1360  W.  McNeill,  Stephenville,  Texas 
Donald  W.  Titus,  Lackland  A.  F.  Base,  San  Antonio, Texas 
Uzel  J.  Owen,  401  East  Tenth,  Little  Rock,  Ark. 

Charles  M.  Morenus,  RFD  1 Box  18,  Lacombe,  La. 

Joseph  R.  Coulter  Jr„1603  St.  John  Drive,  Monroe,  La. 
Richard  Hays  Sneed,  643  Eagle  Avenue,  Jackson, 
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Milton  G.  Tull,  3910  Stuart  St.,  Greenville, 


Miss. 

Texas 
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Elmer  A„  Volzer,  3919  E.  Smith  Ave.,  Albuquerque,  N,  Mex. 
Loren  Black,  Kirtland,  N.Mex. 

San  Antonio  Radio  Club,  Jack  B.  Cunningham,  RFD  2, 

Whitley  Road,  San  Antonio,  Texas 

Albert  B.  Rose,  1444  McKinley  Ave  , San  Antonio,  Texas 
Edwin  C.  Shaw,  P O.  Box  1039;  Fort  Worth,  Texas 
E„  Ray  Arledge,  107  No.  Pine  St»,  Pine  Bluff,  Ark. 
Floyd  G.  Close,  3549  N.W,  24th  St.,  Oklahoma  City,  Okla. 
Marshal  R.  Sanguinet,  1023  16th  Street,  Alamogordo,  N.Mex. 
Arthur  C.  Nott,  2314  S.  Oklahoma,  Oklahoma  City,  Okla. 
Marion  R.  Worden,  2070  Gilbert,  Beaumont,  Texas 

Lawrence  R.  Walsh,  2100-A  35th  St.,  Los  Alamos,  N.Mex. 
Samuel  D.  Bradley,  411  Kopra  Street,  Hot  Springs,  N.Mex. 
James  L.  Davisson  Jr„,  911  Westmount  Ave.,  Dallas,  Texas 
William  O.  Ansley  Jr.,  857  Ross  Ave  , Abilene,  Texas 
Bennie  W.  Craig,  P.  O,  Box  15,  Texarkana,  Texas 

Francis  J,  Higgins,  1209  So  7th  Street,  Ponca  City,  Okla. 
Julius  C.  Strack,  331  Joseph  St,  New  Orleans,  La. 

Joseph  A.  Fallin,  4102  Colonial  Ave.,  Dallas,  Texas 

Thomas  E.  Fink,  407  S.E.  16th  St.,  Oklahoma  City,  Okla 
Marion  H.  Modisette,  River  Rd.,  LaPlace,  La 

Raymond  Collins,  3000  Kendale  Drive,  Dallas,  Texas 

Otto  K.  Kowallis,  5509  East  Helen,  Albuquerque,  N.Mex. 
Arthur  D.  Tennant,  516  W„  Clay  Ave.,  Houston  6,  Texas 
Paul  J.  Schmitz,  39  Hiland  Hillcrest,  Fort  Smith,  Ark. 
George  E.  Franklin,  1426  “M"  Street,  Galveston,  Texas 
James  W.  Hunt,  7802  Valerye,  Houston,  Texas 

Horace  N.  Luther  Jr.,  509  West  Main  St.,  Kerrville,  Texas 
Allen  A.  Davidson,  1845  W,  Adams  St.,  Brownsville,  Texas 
Adam  J.  Levy,  1610  22nd  St.,  Galveston,  Texas 

Guy  C.  Bigelow,  P.  O.  Box  187,  Aranas  Pass,  Texas 

Donald  L.  Funkhouser,  30  Eucalyptus  Rd.. Maplewood,  La. 
Ancel  L,  Foster,  1245  W.  Pierce,  Houston  6,  Texas 

Jesse  W.  Copeland,  409  E.  31st  St.,  Austin,  Texas 

John  S.  Lewis,  1921  S.  Jennings  Ave.,  Fort  Worth,  Texas 
Rose  Reiffin,  6005^  Tremont  Street,  Dallas,  Texas 

Andrew  E.  Crockett,  Bldg.  2460,  Lackland  Air  Force 
Base,  San  Antonio,  Texas 
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Robert  E.  Harris,  3227  Lemmon  Ave.,  Dallas,  Texas 

Maury  H.  McRae,  1301  Webster  St,,  Corinth,  Miss. 

Francis  J.  Riley,  RFD  8,  Box  165A,  San  Antonio,  Texas 
Allison  A.  Douglas,  804  12th,  Pascagoula,  Miss. 

Irving  S.  Seligmann,  2006  Waverly  Ave.,  San  Antonio,  Texas 
Ben  H Woodruff,  1316  Bluff  Ave.,  Fort.Smith,  Ark 

John  R.  Whitworth,  2710  Morrow  Ave.,  Waco,  Texas 

Manuel  B.  Diaz,  241  ID  Ivy,  Los  Alamos,  N.  Mex. 

Troy  V.  Baxter,  707  Patrick,  Dublin,  Texas 

Royse  A.  Williams,  755  E.  Mulberry,  San  Antonio,  Texas 
William  A Swearingen,  P.  O.  Box  1097,  Austin,  Texas 
Charles  A.  Freitag,  4817  Pauger  St.,  New  Orleans,  La. 
James  R Martin,  1802  Woodrow,  Wichita  Falls,  Texas 
Thomas  F,  Jones,  3806  Argus,  Corpus  Christi,  Texas 

Arthnr  W.Belden, Bldg. 70, Quadrangle, Ft.Sam  Houston,  Texas 
James  M.  McCoy,  8ND  Naval  Reserve  Control  Station 
Marconi  Dr.  & Robert  E Lee  Blvd.,  New  Orleans,  La. 
Eddie  W. Hogan, USNR, 110  Barton  Springs  Rd., Austin, Texas 
Theodore  J„  Fitzsimmons,  Mayhill,  N.  Mex. 

Rudolph  Langhoff,  5248  Shell  Rd.,  Corpus  Christi,  Texas 
Curtis  D.  Craig,  611  38th  Street,  Los  Alamos,  N.  Mex. 
Fred  P.  Coleman,  Bull  Lane,  Missouri  City,  Texas 


K5WAF 

K5WAG 

K5WAH 

K5WAI 

K5WAJ 

K5WAK 

K5WAL 

K5WAM 

K5WAN 

K5WAO 

K5WAP 

K5WAQ 

K5WAR 


Robert  W,  Carr  Jr.,  Grote  Rd.,  San  Antonio,  Texas 

Robert  G.  Mende,  1108  Jet  Drive,  Midwest  City,  Okla. 
Thomas  F.  Smith,  Driscoll  Hotel  Apt.  1415, 

Broadway  & Antelope,  Corpus  Christi,  Texas 

Hallet  E.  Worthington,  E.  Haven  Blvd.,  Houston,  Texas 
James  V.  Ferguson,  1522  Indiana,  Houston,  Texas 

Richard  J Ohlemacher,  State  College,  N.  Mex. 

Paul  E Curtis,  219  Sheridan  Rd.,  San  Antonio  1,  Texas 
Albin  K.  Johnson,  1425  Fewel  Street,  El  Paso,  Texas 
Oscar  Levin,  1401  50th  Street,  Galveston,  Texas 

William  P Allen,  836  Arbor  Vista,  Jackson,  Miss. 

Baldy  Vinson,  RFD  4,  Little  Rock,  Ark. 

James  V Fitzhugh,  2021 W.  Huisache  Ave.,  San  Antonio, Texas 
Lewis  I.  Crays,  P.  O.  Box  425,  Flippin,  Ark. 

Wilbur  M.  Jackson,  400 Fairview  Ave., College  Station,  Texas 
Edmund  W,  Lewis,  507  N.  High,  Uvalde,  Texas 

Emil  H.  Gisel,  1312  Harper,  Fort  Worth,  Texas 

Geoffrey  D.  Rayburn,  3601  Kell  St.,  Fort  Worth,  Texas 
Edwin  T.  Hodges,  2817  Oak,  Shreveport,  La. 

George  G.  Trammell,  1815  26th  St.,  Gulfport,  Miss. 

William  J.  Wilkinson  Jr.,  Rm.  313  Jefferson  Hotel, 
Shreveport,  La. 

Durward  J.  Tucker,  WRR  Radio  Station,  Dallas,  Texas 
Wilmer  L.  Allison  Jr,,  1502  West  Ave.,  Austin,  Texas 
Ralph  W.  Elliott,  8406  Howard  Drive,  Houston,  Texas 

John  R.  Johnson,  Sandia  Park,  N Mex. 

Wm.  M.  brace  Jr  , 2401  E 2nd  St,,  North  Little  Rock,  Ark. 

Joe  C.  Patterson,  1934  W Olmos  Dr.,  San  Antonio,  Texas 
John  McArthur,  307  Weems  Street,  Moss  Point,  Miss. 

Jesse  B.  Edwards  Jr.,  49th  Armored  Signal  Co., 

Bldg.  T.  61,  NatT  Guard  Area,  Love  Field,  Dallas,  Texas 
Clyde  R.  Smith,  2nd  Armored  Division,  Bldg.  311, 

Camp  Hood,  Texas 

Charles  E.  Remich,  AA  & GM  School,  MARS,  Box 
1177,  Fort  Bliss,  Texas 


Thomas  W.  Anderson,  Texas  National  Guard,  Camp 


Mabry,  Austin,  Texas 

Joseph  M.  Cappelletti,  Organized  Reserve  Corps., 

Port  of  Embarkation.  4400  Dauphine,  New  Orleans,  La. 
Alva  B.  Howell  Jr.,  39th  Sig.  Co.  La.  National  Guard, 

1700  Moss  Street,  New  Orleans,  . La. 

Robert  W.  Jackson,  2619  Ringgold,  Fort  Sill,  Okla. 

Willard  Flint,  4517  ASU  (ROTC),  Military  Dept.,. 

Okla.  A.&M.  College,  Bldg.  Q-25-E,  Stillwater,  Okla. 

Oswald  L.  Thrailkill,  Hq.  Trp,  56th  Cavalry  Group, 

Bldg.  1626,  Dodd  Field,  Fort  Sam  Houston,  Texas 

Earnest  G.  Basinger,  Okla.  National  Guard,  45th  Sig. 

Co.,  45th  Division,  Lincoln  Park  Armory,  Okla.  City,  Okla. 
Robert  M.  Hickman,  989th  Signal  Org.,  Blue  Mound 
Road,  Fort  Worth,  Texas 


K5WAT 

W5WB 

W5WCF 

W5WE 

W5WG 

W5WI 

W5WIR 

W5WL 

W5WP 

W5WQ 

W5WRS 

W5WT 

W5WU 

W5WV 

W5WW 

W5WWZ 

W5WX 

W5WY 

W5WZ 

W5YA 

W5YB 

W5YD 

W5YF 

W5YJ 

W5YNO 

W5YRJ 

W'5YU 

W5YVJ 

W5YW 

W5YXE 

W5ZA 

W5ZAB 

W5ZCX 

W5ZD 

W5ZDX 

W5ZE 

W5ZF 

W5ZG 

W5ZH 

W5ZI 

W5ZJ 

W5ZL 

W5ZM 


ElmerP.  Koenig,  90thSig.  Co.,  Bldg.  122,  Ft.  Houston,  Texas 
Lowell  J.  Mahaffey„Hq.  Batry.  189th,  FA  Bn.,  45th 
Inf.  Div.,  600  East  Elm  Street,  Enid,  Okla. 

James  E.  Mallory,  NatT  Gd.,  1410  Cyrpress,  Orange, Texas 
E.  Ray  Long,  Sig.  Co.,  410  W.  Noble,  Oklahoma  City,  Okla. 
Hamilton  W.  Zirjacks.  MARS,  Building  232,  Red  River 
Arsenal,  Texarkana,  Texas 

James  J.  Rucker,  3522  Signal  Unit  Training  Center, 
Building  T-31,  Box  6238,  Parkway  Station,  Jackson  9, Miss. 


W5ZN 

W5ZS 

W5ZU 

W5ZV 

W5ZVO 

W5ZWS 

W5ZX 

W5ZZ 


Wm.  C.Neubauer, ROTC, Tex.  Tech  College,  Lubbock,  Texas 
Thaddeous  A.  Reville  Jr.,  618  N.  Pierce, Amarillo,  Texas 
Wharton  Amateur  Radio  Club,  Robert  A.  McCulloch, 
Trustee,  County  Fair  Grounds,  Wharton,  Texas 

Henry  W.  Hall,  801  E.  Corpus  Christi  St.,  Beeville,  Texas 
William  E.  Owen,  RFD  1,  Ruston,  La. 

Oren  B.  Gambill,  2514  N.  Garrison,  Tulsa,  Okla. 

Ward  Island  Amateur  Radio  Club,  Robert  L.  Shagena, 

Ward  Island  NATTC,  Corpus  Christi,  Texas 

Ethelo  M.  Flake,  7922  Hartford,  Houston,  Texas 

John  E.  Bridges,  3958  Mt.  Vernon,  Fort  Worth,  Texas 
Floyd  L.  Chandler,  Canton,  Okla. 


Earle  E.  Fletcher,  2908  Sandia  Drive,  Albuquerque,  N.  Mex 


La. 

Texas 

Texas 

Texas 

Okla. 

Texas 

Ark. 

Miss. 

Texas 


Ark, 


Walter  D.  McCormick,  Old  River  Rd.,  La  Place, 

William  C.  Kennedy,  2821  Alexander,  Waco, 

Everette  L Dye  Jr.,  411  Beech  St.,  Plainview, 

William  W,  Adams,  Box  214,  Center, 

J.  Douglas  Gibson,  2536  E 17th  St.,  Tulsa, 

Albert  J.  Arnold,  2028  Crockett  Street,  Amarillo, 

Clyde  V.  Hussey,  900  W.  36th  Ave.,  Pine  Bluff, 

Louis  L.  Meador,  Post  Office  Box  141,  Columbus, 

Hugh  Claycomb,  4315  Airline  Drive,  Houston, 

Draughon  Amateur  Radio  Club,  Oba  R.  Garrett,  114 
E.  Sixth  St.,  Little  Rock, 

Mississippi  State  College  Amateur  Radio  Club, 

Wm.  D.  Woleben,  Trustee,  Bldg.  TM  7,  State  College,  Miss. 
Amateur  Radio  Society,  Southern  Methodist  University, 
Elwin  J.  O'Brien,  Engineering  Bldg.,  Dallas,  Texas 

AmateurRadioClubof  Okla.  A&M College,  Paul  A.  McCollum, 
Eng.  Bldg.,  Okla.  A & M College,  Stillwater,  Okla, 

Charles  R,  Wolfe,  1813  Garfield,  Wichita  Falls,  Texas 

Eugene  J.  Holtke,  3832  Willing,  Fort  Worth,  Texas 

The  Radio  Club  of  Tulane  Univ.  James  A.  Cronvich, 

Physics  Bldg  Tulane  University,  New  Orleans, 

Bernard  Paul,  3006  MAS  Street,  Houston, 

David  V.  Guthrie,  Louis  State  Univ.,  Baton  Rouge, 

Howard  D.  McCoy,  3116  Marquita  Dr.,  Ft.  Worth  7, 

Eunice  P.  Falconi,  107  S.  Washington,  RosweU, 

Joseph  A.  Pullen,  819  East  Main  Street,  Houma, 

James  E„  Leasure,  Colony  Hill,  Sulphur  Springs, 

H.  F.  Rawls,  RFD  1 Hwy.  90,  Bay  Saint  Louis, 

Marcel  C.  Devaux,  West  City  Limits  Rd.,  Donna, 

Glen  W Earnhart,  724  W.  Nettie  St.,  Kingsville, 

Hobart  J.  Bell,  71 1|  Parker  Ave., North  Little  Rock, 

Henry  C.  Sherrod,  2609  Avenue  “0|”St.,  Galveston, 

Harold  F.  Byrd,  1734  Prytania  St.,  New  Orleans, 

J.  Laurance  Martin,  4226  West  13th  Street,  Amarillo, 

Alric  Derden  Jr.,  4101  Hemphill  St.,  Fort  Worth, 

Charles  S Loving,  2742  New  Copeland  Rd.  , Tyler, 

New  Mexico  Military  Inst,  Radio  Club,  George  M. 

Sayre,  Trustee,  Wilson  Hall,  Roswell, 

Ed  Nettelton,  Port  Aransas, 

Wm  E.  Antony,  c/o  Radio  Stn.  KWKH, Shreveport  92,  La. 
George  M.  Sayre,  1621  N.  Kansas  Ave.,  Roswell,  N,  Mex. 
MargaretH.  Bornemann,  1654  JosephSt.,  NewOrleans,  La. 
Earle  E.  Struve,  663  Kuhn  Street,  Biloxi, 

John  A.  Postle,  Bldg.  617,  Fort  Sam  Houston, 

Lyle  L.  Sanders,  325  Short  Street,  Sinton, 

Harold  A.  Schonwald,  718  N.  Broadway,  Oklahoma  City,  Okla. 


La. 

Texas 

La. 

Texas 

N.  Mex 

La. 

Ark. 

Miss. 

Texas 

Texas 

Ark. 

Texas 

La. 

Texas 

Texas 

Texas 

N.  Mex. 
Texas 
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Texas 
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